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Paper  No.  115  1 


RECENT  ADVANCES  AND  DIPBOVEHENTS  IN 

FOTTNDINO. 


By 

THOMAS  D.  WEST,*  Mem.  Am.  Soc.  Mech.  Engrs. 
Cleveland,  Ohio,  U.  S.  A. 


Improvements  in  the  construction  of  foundries  and  their 
appliances,  to  cheapen  the  production  of  castings  made  from 
ferrous  and  non-ferrous  metals,  since  the  introduction  of  elec-r 
tricity  and  compressed  air  as  a  motive  power  in  foundries  has 
been  of  a  steady,  persistent  and  increasing  character.  This 
advancement  of  founding  has  led  to  the  creation  of  many  new 
auxiliary  industries  that  demand  the  employment  of  many  per- 
sons possessing  more  or  less  of  an  engineer's  education,  com-p 
bined  with  their  having  some  fair,  practical  knowledge  of  the 
needs  of  founding. 

Before  these  auxiliary  industries  commenced  to  supply 
foundries  with  their  equipment,  all  such  was  made  by  the 
foundryman  himself  or  was  obtained  from  outside  jobbing 
shops.  The  starting  of  industries  to  make  a  specialty  of  pro- 
ducing foundry  appliances  in  their  neatest  and  most  practical 
form  awakened  many  foundrymen  to  also  devise  improvements, 
resulting  thereby  in  a  rivalry  that  has  been  very  stimulating 
and  that  has  been  chiefly  responsible  for  the  installation  of  the 
labor-saving  appliances  seen  in  modern  foundries  today. 

In  keeping  with  the  improvements  for  handling  raw  ma- 
terials for  founding  there  are  those  for  mixing,  melting,  mold- 
ing, core  making  and  cleaning  of  castings  that  have,  in  the  past 
three  decades,  greatly  revolutionized  old  methods  for  doing  all 
this  work. 

The  improvements  in  producing  ferrous  and  non-ferrous 
metals  have  been  greatly  assisted  by  chemical  studies,  both  by 
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makers  and  users,  of  the  percentages  of  the  elements  contained 
in  them,  instead  of  producing  metals  by  guesswork,  and  then 
being  guided  by  the  appearance  of  fractures  to  judge  the  grades 
desirable  to  make  alloys  or  mixtures  of  metals  from  which  to 
make  castings. 

The  advancement  in  core  making  and  molding  has  been 
due  to  a  few  gaining  a  fuller  understanding  of  the  principles 
involved  in  the  art  of  founding,  to  the  use  of  better  equipment 
for  handling  molds  and  to  the  use  of  molding  machines. 

The  cleaning  of  castings  has  progressed  sufficiently  to  keep 
fully  abreast  of  the  other  machine  manipulations  in  founding, 
due  mainly  to  improvements  in  tumbling  barrels  and  to  the  in- 
vention of  sand  blasting,  pneumatic  and  hydraulic  tools  and 
electrical  appliances  specially  designed  for  founding. 

In  connection  with  the  great  improvements  of  appliances 
to  produce  better  castings  and  cheapen  their  production,  we 
have  the  almost  universal  adoption  of  specializing,  wherever 
such  can  be  done  to  any  advantage,  to  still  further  reduce  the 
cost  of  manufacture. 

The  improvements  in  all  the  varied  machine  operations  of 
founding  and  the  adoption  of  specializing  have  been  so  vast 
of  late  years  that  it  is  entirely  out  of  the  question  to  undertake 
considering  their  description  in  detail  in  a  single,  or  even  sev- 
eral large  papers.  However,  as  some  one  or  two  of  these  fea- 
tures may  be  considered  fairly  comprehensively  in  a  single 
paper,  I  will  confine  this  one  principally  to  a  treatment  of  con- 
structing foundries  and  the  use  of  molding  machines  and  other 
labor-saving  appliances  in  connection  with  means  to  improve 
the  quality  of  castings. 

The  writer  has  endeavored  to  make  the  paper  compre- 
hensible and  of  interest  to  those  not  especially  familiar  with 
founding,  as  well  as  to  those  who  may  be  experts  therein. 
Intricacies  of  Founding  Demanding  Special  Consideration. 

Any  extended  inspection  of  foundries  of  today  will  show 
that  the  most  revolutionary  factors  which  have  brought  about 
the  improvements  in  the  art  of  making  castings  have  been  in 
the  radical  departures  in  the  designs  of  foundries  and  in  the 
methods  for  handling  molds  and  castings.  While  much  has 
been  published  by  trade  papers  and  engineering  .iournals  to 
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set  forth  supposed  improvements  in  this  field  of  engineering, 
attention  has  not  been  called  to  mistakes,  and  often  rather 
absurd  features  have  been  installed  in  the  thought  that  they 
would  prove  economical  in  the  production  of  castings. 

Thousands  of  dollars  have  been  spent  in  endeavors  to 
utilize  machinery,  buggies  and  turntable  systems,  etc.,  to 
handle  molds  and  to  mix  and  convey  sand  to  them,  which 
would  not  only  increase  the  cost  of  producing  the  casting  over 
hand  labor,  but,  in  some  cases,  be  so  entirely  impracticable  as 
to  be  finally  discarded.  There  has  been  failure  on  the  part  of 
many  managers  to  recognize  the  difference  which  must  exist 
in  the  design  of  a  plant  for  handling  molds  and  liquid  metal 
as  compared  with  one  intended  to  make  pins  and  needles,  rail- 
road rails  or  tin  cans  by  machinery,  wherein  all  the  raw  ma- 
terials can  come  in  at  one  end  of  the  factory  and  have  little  or 
no  interference  to  prevent  their  going  out  at  the  other  end  a 
finished  product. 

The  sand  and  dust  of  a  foundry,  in  connection  with  the 
frail  character  of  sand  molds  and  the  demands  for  instant 
action  when  the  liquid  metal  to  pour  them  is  at  hand,  are  all 
factors  which  must  have  full  consideration  in  the  design  of  a 
plant.  Any  proposition  for  equipping  a  foundry  with  com- 
plicated or  **must  go"  appliances,  based  upon  experience  in 
other  industries,  is  apt  to  lead  to  trouble.  It  is  always  well  for 
engineers  or  inexperienced  founders  to  be  guided  partly,  if  not 
wholly,  by  those  of  intelligence  who  have  been  brought  up  in 
the  actual  work,  instead  of  ignoring  all  such  counsel  and  going 
ahead  egotistically,  as  some  have  done  to  their  sorrow  and  loss. 
Installation,  Advantages  and  Advancement  of  Molding  Ma- 
chines. 

There  are  problems  in  the  designing  and  use  of  molding 
machines,  as  in  the  construction  of  foundries,  that  should  be 
considered  from  the  viewpoint  of  the  experienced  foundry- 
man,  if  optimistic  opinions  as  to  the  general  advantages  of  ma- 
chinery over  hand  labor  are  not  to  be  allowed  to  blind  the 
designer  as  to  practical  operating  conditions  which  must  be 
met. 

Not  long  ago  the  writer  made  a  special  inquiry  of  a  num- 
ber of  foundries  to  learn  the  extent  to  which  they  had  adopted 
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molding  machines  and  the  views  they  held  as  to  their  advan- 
tages. I  can  best  impart  information  obtained  from  these 
sources  by  publishing  extracts  from  a  few  of  the  letters  re- 
ceived, which  I  will  place  here  under  numbers,  as  follows : 

No.  1  states,  **We  have  increased  our  melt  from  a  maxi- 
mum of  about  five  tons  per  day  to  17  tons  per  day  and  our 
entire  increase  has  been  due  to  our  using  molding  machines. 
All  of  the  men  who  run  these  machines  were  simply  handy  men 
that  we  broke  in  ourselves  and  we  have  never  had  these  ma- 
chines operated  by  a  regular  molder". 

No.  2 — ^**We  have  about  75  men  which  I  consider  molders, 
the  balance,  about  125  men,  are  men  that  we  have  broken  in  on 
special  jobs  such  as.  molding  machines,  foUow-board  work,  etc". 

No.  3 — **When  our  foundry  is  running  to  its  full  capacity, 
we  produce  about  25,000  tons  per  year  and  employ  from  175 
to  200  molders.  It  probably  will  interest  you  to  know  that  we 
have  not  one  molding  machine  in  our  plant,  unless  you  would 
so  classify  a  few  of  the  original  old-fashioned  squeezers,  and 
we  know  that  we  are  producing  as  much  per  capita  and  doing 
the  work  at  as  low  a  cost  as  our  competitors  who  are  using 
machines  on  certain  classes  of  work". 

The  following  are  what  can,  more  strictly  than  the  above, 
be  termed  jobbing  foundries: 

No.  4  employs  84  regular  molders  and  ten  molding-machine 
operators. 

No.  5  engages  24  regular  molders  and  ten  machine  op- 
erators. 

No.  6  has  80  men  making  molds,  15  of  whom  are  machine 
operators. 

No.  7  has  78  skilled  molders  and  40  handy  men  working 
on  machines. 

No.  8  states  they  have  120  regular  molders  and  50  machine 
operators. 

A  study  of  the  above  diversity  in  the  employment  of  regu- 
lar molders  and  machine  operators  shows  it  to  be  greatly  de- 
pendent upon  the  following  seven  features:  First,  the  char- 
acter of  the  work;  second,  the  design  of  foundry;  third,  the 
scarcity  of  skilled  molders,  compelling  proprietors  to  train 
handy  men  to  make  their  molds;  fourth,  indifference  of  some 
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firms  to  encourage  installation  of  improvements;  fifth,  differ- 
ences in  the  ingenuity  of  the  supervisory  force  to  devise  ways 
and  means  whereby  certain  castings  can  be  made  on  machines ; 
sixth,  keen  competition  compelling  founders  to  utilize  molding 
machines ;  seventh,  whether  a  shop  is  closed  or  open  in  regard 
to  unionism. 

In  the  third  case  we  have  a  condition  displaying  the  dif- 
ference in  the  achievements  of  shops  that  may  easily  exist,  due 
to  one  shop  having  a  thoroughly  broad,  experienced  and  good 
executive  production  manager,  while  another  concern  may  be 
lacking  in  this  regard.  However,  it  may  often  be  a  question 
whether,  if  such  an  able  management  should  decide  to  utilize 
molding  machines,  the  results  obtained  with  the  machines 
would  not  be  ahead  of  those  of  the  average  foundry  which  has 
adopted  machines. 

In  keeping  with  points  raised  in  the  above  paragraph,  it 
can  be  said  that,  as  a  rule,  it  is  not  the  designers  of  molding 
machines  who  have  been  responsible  for  their  success.  This 
has  been  due  more  to  brainy  executives  and  broadly  experi- 
enced molder  foremen  or  managers.  Some  castings  are  being 
made  today  by  molding  machines,  through  ways  and  means 
devised  by  these  able  men,  that,  a  few  years  back,  would  have 
been  thought  impossible. 

The  plan  of  constructing  patterns,  mold  boards,  flasks,  core 
arbors,  and  methods  for  handling  the  molds  have  often  more 
to  do  with  making  possible  the  production  of  intricate  forms  of 
castings  by  the  use  of  molding  machines,  and  at  a  greatly  re- 
duced cost  over  hand  labor,  than  the  actual  machines  them- 
selves. Nevertheless,  the  great  accomplishments  in  reducing 
costs  of  production  could  not  be  obtained  without  using  mold- 
ing machines,  no  matter  how  ingenious  the  able  molder  founder 
may  be  in  devising  ways  and  means  to  do  so. 

The  question  has  been  raised  whether  the  gradually  in- 
creasing use  of  molding  machines  would  not  in  time  do  away 
entirely  with  the  need  for  highly  skilled  or  broadly  experienced 
molders.  While  molding  machines  will  continue  to  displace 
the  ** regular  molder",  there  is  nevertheless  a  very  large  and 
varied  class  of  work  for  which  molding  machines  cannot  be 
utilized,  especially  in  jobbing  foundries.     It  is  safe  to  affirm 
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that  founding  will  ever  demand  the  services  of  a  large  number 

of  ^'regular  molders",  some  of  whom  will  need  as  high  skill 

and  ingenuity  as  are  demanded  in  any  line  of  mechanical 

industry. 

The  System  Most  Adaptable  for  the  Use  of  Molding  Machines. 

There  are  two  methods  for  making  molds.  One  of  these 
comprises  what  is  called  ''bedding  in".  This  demands  that  the 
pattern  be  placed  in  the  position  in  which  its  mold  will  be  cast, 
and  sand  is  rammed  in,  under  and  around  it.  The  second  sys- 
tem, called  ''rolling  over",  or  "turning  over",  required  the 
pattern  to  be  placed  the  reverse  way,  and  the  sand  is  rammed 
around  and  on  top  of  it,  after  which  the  pattern,  the  sand  and 
flask  are  "rolled  over"  to  bring  the  mold  into  the  position  in 
which  it  will  generally  be  cast.  Molding  machines  are  chiefly 
of  practical  use  in  "rolling  over"  work,  which  comprises,  on 
an  average,  fully  80%  of  the  combined  production  of  all 
foundries. 

There  are  four  distinct  steps  in  the  use  of  molding  machines 
for  "roll  over"  work:  First,  the  ramming  of  the  sand;  sec- 
ond, the  "rolling  over"  of  the  nowel;  third,  the  ramming  of 
the  cope;  fourth,  the  drawing  of  the  pattern.  The  "nowel"  is 
the  lower  body  of  a  mold,  while  the  "cope"  is  the  upper  sec- 
tion, and  between  the  two  exists  the  joint,  which,  when  the 
cope  is  rammed  on  and  taken  off  from  the  nowel,  permits  the 
pattern  to  be  withdrawn  from  its  mold.  The  nowel  and  cope 
are  generally  rammed  independently  on  the  machine  by 
methods  to  be  noted  later  on.  Again,  the  "rolling  over"  of 
nowels  or  copes,  also  drawing  of  the  patterns,  may  be  done,  if 
desired,  by  following  the  practice  which  existed  before  the  intro- 
duction of  molding  machines. 

Four  Different  Methods  Adaptable  for  Compressing  Sand  by 
Molding  Machines. 

The  ramming  of  the  sand  to  form  a  mold  is  now  accom- 
plished by  one  or  more  of  the  following  methods:  First,  hand 
ramming;  second,  jar  or  jolt  ramming;  third,  squeezer  ram- 
ming ;  fourth,  gravity  ramming ;  fifth,  roller  ramming. 

It  is  often  necessary  that  the  first  method,  or  some  hand 
tucking  or  ramming,  accompany  that  of  the  machine,  in  order 
to  have  all  parts  of  a  mold  properly  rammed,  or  to  obtain  the 
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different  degrees  of  density  that  may  be  desirable  at  joints,  in 
pockets,  cores,  projections,  etc. 

The  second  to  fifth  methods  comprise  what  is  generally 
called  ''machine  ramming".  In  this,  as  in  all  other  lines  of 
machine  work,  to  produce  accurate  results  as  to  specific  den- 
sities, the  molding  machine  requires  skilled  handling ;  while  the 
hand,  with  the  best  skill,  finds  it  difficult  to  produce  or  dupli- 
cate the  uniform  degrees  of  densities  required  in  ramming 
molds.  Because  of  the  delicacy  often  desirable  in  obtaining 
specific  densities  of  sand,  it  was  thought  by  many  that  the 
molding  machines  would  not  be  very  successful.  These  anti- 
cipated difficulties  have  been  overcome  to  such  an  extent,  by 
combining  hand  ramming,  when  necessary,  with  that  of  the 
machine,  that  there  now  exists  little,  if  any,  of  the  old-time 
hesitancy  to  consider  the  adoption  of  molding  machines. 
Benefits  of  Strata  Uniformity  and  Bevendbility  of  Density  in 
Face  of  Molds. 

Aside  from  the  question  of  the  strata  uniformity  of  density 
obtainable  by  ''machine  ramming",  we  have  to  deal  with  that 
of  the  reversibility  of  hardness,  or  whether  it  is  better  for  the 
face  of  a  mold  to  be  of  the  greatest  or  the  least  density  to  be 
had  by  ramming.  As  this  point  should  be  considered  in  judging 
of  the  adaptability  of  the  various  machine  ramming  methods, 
to  enable  purchasers  of  molding  machines  to  select  them  intelli- 
gently, I  have  taken  space  here  to  discuss  the  subject  in  its  re- 
lation to  the  various  types  of  machines. 
Advancement  in  and  Results  of  "Jar"  or  "Jolt"  Bamming  of 
Molds. 

The  so-called  "jar"  or  "jolt"  machine  method  of  ramming 
molds  was  originally  protected  by  a  patent  taken  out  by  Hains- 
worth,  in  1869,  having  the  following  broad  claim:  "The  pack- 
ing of  sand,  for  a  mold,  in  a  fiask,  by  raising  the  same,  to- 
gether with  the  pattern  and  letting  them  all  drop  upon  a  hard 
bed,  substantially  as  shown  and  described". 

There  seems  to  have  been  very  little  realization  of  the 
merit  involved  in  this  jolt  method  of  ramming  sand  until  after 
the  expiration  of  Hainsworth's  patent.  This  was,  no  doubt, 
due  to  the  lack  of  appliances  necessary  to  make  a  practical  use 
of  the  system.     Such  appliances  were,  in  1878,  patented  by 
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Jarvis  Adams,  but  it  was  not  until  compressed  air  became  a 
common  medium  for  the  transmission  of  power  that  we  find 
jolt-ramming  machines  commanding  the  serious  atteation  of 
founders. 

Jolt  ramming  of  molds  causes  the  undermost  part  of  the 
sand  in  a  f  ask  to  be  the  most  dense,  and  from  this  greatest 
density  at  the  bottom,  or  from  the  face  of  the  mold,  there  will 
be  a  uniform  decrease  in  its  compactness  to  its  top  surface. 
This  is  exactly  the  reverse  of  the  condition  as  to  bottom  and 
top  densities  of  sands  found  in  roll  over  molds  that  are  rammed 
wholly  by  hand  labor.  For  this  reason  there  was  much  skep- 
ticism by  molder  fonndermen  as  to  the  utility  of  jolt  ramming, 
it  being  held  by  many  that  the  bottom  face  of  a  mold  should 
always  be  softer  than  its  underneath  supporting  body.    Men 
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of  broad  experience  in  jobbing  foundries  were  among  the  first 
to  perceive  the  error  of  this.  To  show  the  practicability  of 
having  the  face  of  certain  molds  the  hardest,  I  illustrate,  in  Pig, 
1,  and  describe  below,  the  conditions  involved  in  the  making 
of  "open  sand"  castings,  a  process  requiring  no  top  covering 
or  cope. 

Hard  Face  and  Soft  Under-Supporting  Body  for  "Open  Sand 
Molds". 

Wherever  castings  can  be  used  that  are  not  required  to  be 
of  an  exact  thickness  and  may  permissibly  be  rough  on  one  of 
their  faces,  such  as  castings  for  floor  plates  in  rolling  mills, 
they  may  often  be  made  by  "open  sand"  methods,  after  the 
plans  seen  in  Fig.  1.  In  describing  this  sketch,  we  will  presume 
the  molder  to  be  making  some  plain,  plate  casting  requiring 
only  one  face  to  be  smooth,  and  which  may  range  in  area  from 
one  foot  up  to  twelve  feet,  or  more,  square  or  round. 
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In  making  such  ''open  sand"  molds,  as  Fig.  1,  without 
venting,  the  foundry  floor  may  be  excavated  to  a  depth  of  6 
to  24  inches ;  the  larger  the  area  of  the  plate  casting  to  be  made, 
the  deeper,  as  a  rule,  the  excavation.  The  digging  having  been 
completed,  ''straight  edges"  A  and  B  are  leveled  and  fastened 
in  place.  This  done,  loose  or  riddled  sand,  as  at  D,  is  shoveled 
in  to  fill  the  hole,  and  so  as  to  protrude  from  a  l^  in.  to  %  in. 
above  the  top  edge  of  the  "straight  edges"  A  and  B.  This 
protruding  sand  is  now  packed,  by  one  or  more  of  several 
methods,  to  depress  it  to  but  a  little  above  the  top  of  the 
*' straight  edges"  A  and  B,  after  which  another  straight  edge 
is  used  to  "strike"  the  sand  off  level  and  smooth  with  the  faces 
of  A  and  B.  This  gives  a  comparatively  hard  face  to  the  mold, 
while  all  the  sand  below  it  is  of  a  less  density,  as  left  by  the 
shovel  in  throwing  it  gently  into  the  hole.  The  fact  that  the 
sand  under  the  face  of  the  mold  is  of  a  soft,  porous  character, 
as  shown,  generally  permits  the  escape  of  all  gases,  when  pour- 
ing the  open  mold,  without  the  necessity  of  using  vent  wires, 
which  are  required  when  such  under-bodies  of  sand  are  rammed 
as  by  hand  methods  in  "roll-over  molds".  K  the  face  of  such 
an  "open  sand  mold"  as  Fig.  1  is  not  made  dense,  as  described, 
the  metal,  when  running  into  the  mold,  would  be  more  apt  to 
form  a  salamander  or  bulky  irregular  mass  of  sand  and  iron, 
than  to  furnish  a  casting  of  the  character  desired. 
Necessity  of  Having  a  Hard  Bammed  Under-Supporting  Body 
of  Sand  for  Molds. 

To  illustrate  a  very  radical  contrast  in  density  of  sand  re- 
quired in  certain  cases  to  that  required  for  the  making  of 
"open  sand  castings",  we  turn  to  what  is  more  in  keeping 
with  the  hand  ramming  of  "roll-over  molds",  as  is  to  be  seen 
in  Pig.  2.  Here  we  have  a  pipe  casting  nine  feet  in  diameter 
by  five  feet  high  being  made  in  green  sand.  All  the  sand  below 
the  dotted  line  H  had  to  be  rammed  so  hard  that  the  vent  holes, 
I,  were  made  by  using  a  hammer  to  help  drive  the  ^  in.  vent 
wire  down  into  the  cinder  bed  J. 

In  the  making  of  the  first  one  of  these  pipe  castings,  the 
mold  was  no  sooner  filled  with  metal  than  its  static  pressure 
forced  crevices  in  the  bottom  of  the  mold,  to  such  an  extent 
that  all  the  metal  escaped  to  an  under  strata  of  quicksand 
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which  was  some  three  feet  below  the  bottom  flange  of  the 
casting,  and  only  a  few  pounds  of  the  several  tons  of  metal 
were  ever  found.  This  fact  is  mentioned  to  impress  the  nec- 
essity of  there  often  being  radical  differences  in  the  densities 
of  the  sand  forming  the  bottoms  of  such  molds  as  those  shown 
in  Pigs.  1  and  2,  as  well  as  in  other  cases  that  might  be  men- 
tioned. It  is  to  be  understood  that  the  body  face  K  of  the 
mold,  forming  the  lower  face  of  the  bottom  flange,  was  rammed 
but  little  harder  than  the  face  of  the  "open  sand  mold",  or 
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not  nearly  so  hard  as  the  nndemeath  body  below  H.  The  body 
of  sand  between  K  and  H  being  vented  with  a  ^-in.  wire  down 
to  the  large  i>4-iD.  veat  holes  seen  at  I,  permitted  the  metal  to 
lie  quietly  on  the  lower  face  of  the  mold,  while  the  stouelihe 
"DOder-hardness"  of  the  sand  below  H  prevented  straining  of 
the  mold  or  casting,  and  avoided  any  farther  losses  after  the 
experience  cited  above. 
AdrantegM  of  the  BereisDila  Action  of  Sqaeexer's  Methods  in 


In  considering  the  "squeezer"  method  of  compressing  sand 
to  make  molds,  whether  by  pneumatic,  hydraulic,  electric  or 
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hand  power,  we  find  that  it  has  an  advantage  over  jolt  ram- 
ming, in  that  it  permits  the  face  of  a  mold  to  be  the  hardest 
or  the  softest  portion  of  the  sand  comprising  it,  as  may  beat 
suit  conditions.  To  illustrate  these  features,  Pig.  3  is  given. 
Here,  by  driving  the  wedges  L  and  M,  the  sand  is  pressed 
downward  upon  the  pattern  N,  causing  the  sand  to  have  the 
least  density  at  the  face  of  the  mold.  However,  we  have  a 
strata  uniformity  in  the  vertical  degrees  of  density,  ranging 
from  one  face  of  the  mold's  body  to  the  other,  similar  to  that 
obtainable  by  jolt  ramming.  Whether  pressing  the  pattern  X 
up  into  the  sand,  as  by  the  wedges  at  0  and  P,  would  be  pref- 
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arable,  will  naturally  depend  upon  the  character  of  the  cast- 
ing to  be  made.  If  neither  pressing  up  or  packing  down  the 
sand  will  give  the  best  conditions  for  the  casting  to  be  made, 
then  the  vent  wire,  at  some  sacrifice  of  time  and  labor,  may  be 
used  to  largely,  if  not  wholly,  do  away  with  danger  of  a  mold 
"blowing"  or  "scabbing",  which  would  result  in  a  defective 
casting. 

"Qravity"  Bamming  and  Uniform  Densit;^  Tbronghoat  the 
Sand. 
The  practicability  and  rapid  adoption  of  jolt  and  squeezer 
ramming  methods,  caused  inventors,  including  engineers  and 
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fotuulors,  to  siM'k  for  other  systems  that  might  be  of  service  in 
ineohHiiioally  compressing  sand  in  molds.  This  resulted  in  the 
rivont  introduction  of  what  are  called  **  gravity''  and  "roller" 
methods  for  packing  sand.  These  systems  have  been  recently 
inHtHll(*d  in  a  number  of  foundries  and  have  advantages  that 
commend  them  for  making  quite  a  large  range  of  certain  kinds 
of  cHHtings. 
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0U9  binds  of  castings,  it  was  necessary  to  devise  some  special, 
ingenious  appliances.  As  these  cannot  but  be  interesting  and 
of  value  to  all  those  seeking  to  understand  the  practicability 
of  these  systems,  I  will  illustrate,  later  on,  some  of  the  latest 
devices  being  installed  in  foundries  to  make  castings  by 
machine  operations. 

The  gravity-ramming  system  is  one  that  gives  results 
which  differ  greatly  from  the  jolt  or  squeezer  methods,  in  that 
the  dropping  of  the  sand  from  any  chosen  height  gives  a  ver- 
tically uniform  density  from  the  lower  face,  or  the  first  face 
to  receive  the  sand,  to  the  upper  portion,  which  is  the  last  to 
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be  filled.  It  can  be  readily  seen  that  any  desired  degree  of 
uniform,  vertical  density  is  obtainable  by  varying  the  height 
of  the  fall  of  the  sand.  I  will,  however,  defer  further  discus- 
sion  of  these  features  until  later,  and  will  take  them  up  in  con- 
nection with  the  illustration  of  a  machine  used  in  the  actual 
practice  of  making  molds,  which  is  seen  in  Fig.  17. 
Boiler  Oompressioii  of  Sand  and  Its  Distinctive  Features. 

The  most  recent  introduction  of  machine  methods  to  pack 
sand  in  molds  comprises  the  use  of  a  roller,  as  illustrated  by 
Fig.  5.  Here,  the  roller  X,  having  a  solid  bearing  at  each  of 
its  ends,  as  at  Y,  when  moved  forward  and  backward  the  nee- 
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essary  number  of  times  compresses  the  sand,  seen  at  Z,  to  the 
desired  density  in  the  flask. 

This  roller  method  produces  a  result  similar  to  that  ob- 
tained by  squeezers  when  pressing  the  sand  downward  onto  a 
pattern,  in  that  the  face  of  the  mold  is  the  softest  portion.  If 
the  <;ope  face  were  desired  to  be  the  hardest,  it  is  possible,  in 
the  case  of  strictly  flat  surfaces,  to  obtain  such  by  the  roller 
method,  merely  by  having  the  sand  compressed  downward  from 
the  face  of  the  mold  and  then  '^struck  off"  and  trowel  finished 
to  give  it  a  smooth  face.  It  is  only  in  the  making  of  thick  or 
massive  castings,  as  a  rule,  that  the  cope  face  requires  to  be 
very  hard. 

For  large  surfaces,  where  the  castings  are  under  one  inch 
in  thickness,  it  is  generally  desirable  to  have  the  cope  surfaces, 
as  long  as  the  sand  can  be  held  up  rigidly,  as  soft  as  practicable. 
This  permits  the  air  in  the  mold  and  gases  in  the  sand  to  find 
a  ready  release  as  the  metal  comes  up  suddenly  to  strike  the 
eope*s  surface.  This  escape  of  gas  is  much  freer  than  if  the 
sand  were  as  compact  as  it  would  be  if  jolt  ramming  were  used, 
unless  there  was  plenty  of  venting  carried  down  close  to  the 
cope's  surface.  This  roller  method  of  compressing  sand  has 
features  that  commend  it  for  various  kinds  of  special 
castings. 
Intradaction  and  Utili^  of  Power  Hand-Bamming  Appliances. 

A  very  novel  and  useful  appliance  for  ramming  sand  that 
is  becoming  very  popular  in  modern  foundries  is  seen  being 
used  by  a  molder  in  front  of  Fig.  6.  These  pneumatic  hand 
rammers  are  used  chiefly  for  what  is  called  **butt  ramming", 
as  seen  in  the  illustration.  A  man  will  not  only  do  from  20  to 
30  |>er  cent  more  work  with  this  tool  than  if  ramming  molds 
by  hand,  but  will  also  save  himself  much  hard  toil.  This  latter 
factor  has  influenced  founders  to  install  and  to  have  these  tools 
used  steadily  in  their  plants.  This  tool  is  not  only  being  used, 
as  shown,  for  floor  work,  but  for  bench  molding  also.  Air 
pressures  of  30  to  100  lbs.  per  square  inch  can  be  used  to  operate 
them.  The  pneumatic  rammer  being  attached  to  a  rubber  hose, 
as  shown  at  the  left  side  leading  up  to  the  top  of  the  rammer, 
makt^  it  iH^nvenient  for  use  at  any  spot  over  largo  areas  of 
gnnind. 
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ImprOTements  in  Perfectiiig  Jolt  Ramming  of  Holds. 

The  following  description  of  designs  found  necessary  in 
utilizing  jolt  ramming  for  founding  should  be  of  service  to 
those  who  desire  to  intelligently  purchase  and  use  machines 
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of  thia  type,  and  illustrates  the  reasons  why  the  first  introduc- 
tion of  jolt  ramming  by  Hainsworth  and  others  did  not  meet 
with  much  success. 

Fig.  7  is  a  sectional  view  of  what  is  considered  an  ad- 
vanced type  of  a  good,  cushioned,  plain,  jolt  ramming  machine. 
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Fig.  7.    An  Alr-Onsliloned  Center-Blow  Jolt-Bamming  Machine. 


It  shows  the  sand  A'  in  the  flask  B'  before  it  is  jolted,  and  at 
C  after  the  operation  is  completed. 

The  principal  parts  of  these  jolt  machines  generally  con- 
sist of  the  table  E",  piston  P',  cylinder  6',  base  H'  and  the 
foundation  I'.  The  foundation  is  generally  constructed  either 
of  all  concrete  or  of  heavy  timber  cribbing  to  cushion  the  ma- 
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chine's  blows  and  to  prevent  jarring  the  ground.  The  jolt  is 
obtained,  in  the  machine  shown,  by  means  of  the  steel  insert 
J'  striking  the  face  of  the  base  H'.  Some  machines  make  the 
'*jolt'*  by  the  table  striking  the  top  of  the  cylinder,  and  again 
by  the  whole  bottom  surface  of  the  piston,  free  of  any  steel 
insert,  coming  down,  as  a  body,  to  strike  the  face  of  the  base 
H'. 

The  distance  the  piston  and  table  are  raised  in  the  jolting 
operations  varies,  in  different  machines,  from  %  in.  to  2^  in. 
The  best  eflSciency  is  generally  obtained,  in  the  character  of 
machines  shown  in  the  illustration,  by  a  lift  of  IV^  to  1% 
inches.  These  machines  are  found  to  be  most  efficient  at  a 
speed  ranging  from  100  to  160  jolts  per  minute.  A  ''dead 
drop"  of  iron  on  iron  with  no  rebound  is  not  desirable.  This, 
in  its  action,  would  be  similar  to  a  person  taking  two  steps 
forward  and  one  backward  to  make  progress  in  walking.  This 
feature  was  one  which  had  to  be  developed  by  the  test  of  actual 
use  of  the  machines.  The  first  machines  were  found  to  shatter 
the  solid-rammed  sand  to  such  an  extent  as  to  make  bad  molds 
and  produce  defective  castings,  and  also  made  it  impossible 
to  attain  speed  in  jolting. 

To  overcome  the  above  shattering  evils,  it  was  found  nec- 
essary to  retard  the  effects  of  a  **dead  drop'*  to  a  greater  or 
less  degree.  This  is  now  achieved  by  providing  a  controllable 
air  cushion  to  partially  check  the  blow  of  the  piston  and  thereby 
decrease  its  deadening  effect.  Some  have  so  perfected  the 
manipulation  of  this  air  cushion  as  to  cause  an  elastic  rebound 
that  carries  the  piston  and  table  upward  in  such  a  way  as  to 
have  the  mold  board,  pattern  and  flask  B^  respond  to  the  same 
degree  as  the  sand  itself.  It  is  claimed  that  the  recent  per- 
fection of  these  features,  in  providing  a  proper  cushion  for  the 
drop  of  a  piston,  has  increased  the  efficiency  of  earlier  jolt 
ramming  fully  100%.  In  other  words,  the  best  type  of  exist- 
ing jolting  machines  will  ram  about  as  many  again  molds  in 
the  same  time  as  the  uncushioned  machines  will. 

The  raising  of  the  piston  P'  and  table  E'  is  achieved,  today, 
either  by  compressed  air,  cams,  or  toggle-joint  appliances.  Air 
is  used  having  a  pressure  of  60  to  100  lbs.  per  square  inch,  and 
is,  at  this  time,  the  chief  power  used  for  operating  jolting  ma- 
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chines.  Some  machines  have  an  inlet  for  the  air,  as  at  K',  to 
be  exhausted  through  another  opening,  as  at  L'.  Very  recent 
machines  have  only  one  opening,  which  serves  for  both  ad- 
mission and  exhaust.  The  valves  of  these  late  improved  m&- 
chinea  cut  off  the  inlet  air  before  the  exhaust  opens,  thereby 
consuming  less  air  in  jolting  the  machine. 

The  past  few  years'  rapid  advance  in  the  successful  use  of 
jolt  ramming  machines  has  created  a  demand  for  some  very 
large  ones.  Mr.  W.  C.  Norcross,  Terre  Haute,  Ind.,  has  patented 
appliances  whereby  tables  as  large  as  7  z  14  ft.  are  operated, 
three  cylinders  being  used  instead  of  one.  Almost  all  forms 
and  sizes  of  large  flasks  may  be  rammed  by  these  large  ma- 
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chines.     These  large  machines  must  be  greatly  reducing  the 
cost  of  making  large  castings  of  various  kinds,  or  else  found- 
ers would  not  be  encouraging  their  manufacture  and  installa- 
tion. 
Operfttion  of  Plain  Jolt  Kochines  by  Means  of  Cama. 

Fig.  8  shows  a  plain  jolt  machine,  made  by  Henry  E.  Prid- 
more  of  Chicago,  in  which  table  M'  is  operated  by  a  cam,  which 
works  in  contact  with  a  roller  follower  forming  one  end  of  a 
bell  crank.  This  whole  machine  is  placed  on  a  solid  founda- 
tion so  that  the  top  face  of  the  table  M'  is  about  one  inch  above 
the  level  of  the  shop's  floor.  It  is  electrically  driven,  as  can  be 
be  seen  by  the  motor  at  P',  and  is  operated  at  will  by  the 
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handle  Q'  opening  and  closing  the  clutches  B'.  These  ma- 
chines are  made  in  standard  sizes,  with  tables  ranging  from 
about  two  feet  to  six  feet  square;  special  sizes  are  built  to 
order.  Mr.  Pridmore  claims  that  it  has  been  proven  by  actual 
tests  that  this  electric  jarring  machine  can  be  operated  at  one 
fifth  the  cost  for  power,  as  compared  with  the  compressed-air 
machine ;  the  cost  of  current  being  figured  at  0.8  of  a  cent  per 
kilowatt  hour,  and  that  of  air  being  1  cent  for  215  cubic  feet 
of  free  air  compressed  to  80  lb.  pressure.  This  applies  to  ma- 
chines of  the  same  size. 

Shockless    Jarring   Hachines    to    Prevent    Transmission    of 
Oronnd  Waves. 

An  objection  that  has  been  found  by  some  to  the  use  of 
plain  jolt-ramming  machines,  such  as  have  been  described 
above^  is  the  shock  they  transmit  to  the  ground,  and  the  dam- 
age it  may  cause  to  molds  having  any  hanging  bodies  of  sand 
in  the  copes,  protruding  green  sand  cores,  etc.,  when  the  mold 
is  in  close  proximity  to  the  jolting  machines.  The  shocks  may 
also  affect  the  foundations  of  buildings  and  machinery. 

"With  a  view  of  eliminating  the  shock  or  ground  waves 
created  by  plain  jolting  machines,  there  is  made  what  is  termed 
the  ''Shockless  Jarring  Machine*',  shown  in  section  in  Fig.  9. 
This  machine  does  not  require  any  massive  concrete  or  heavy 
wooden  cribbing  to  support  it.  It  can  be  placed  on  any  plain 
foundation  sufficiently  solid  to  sustain  its  total  static  load. 

The  shock  of  this  machine  is  deadened  by  a  number  of 
heavy  springs,  seen  at  its  base,  and  by  means  of  the  compressed 
air  used  in  operating  the  machine.  The  jolt  action  is  obtained 
by  the  combined  cylinder  and  table  T'  working  up  and  down 
on  the  piston  U'.  This  table,  in  falling,  strikes  the  plunger 
V,  which  works  in  the  cylinder  S',  at  its  upper  faced  bearing, 
W.  "When  the  compressed  air  is  admitted  to  the  jarring 
or  jolting  cylinder  T'  to  fill  the  space  X',  the  entire 
weight  of  everything,  excepting  the  lower  cylinder  S',  is 
carried  by  the  springs  under  the  anvil,  and  they  are,  there- 
fore, compressed  and  in  readiness  to  expand  when  the  air  is 
exhausted  and  the  table  falls.  At  the  beginning  of  this  move- 
ment, the  loaded  table  is  impelled  downward  with  a  force  equal 
to  that  which  moves  the  anvil  V  and  W  upward,  and  it  is 
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Fig.  9.     Section  of  Tabor's  SbockloM  Jar-BMnmIng  Maeliino. 


claimed  that  the  loaded  table  and  the  anvil  acquire  substan- 
tially equal  momenta,  which  neutralize  each  other  when  im- 
pact takes  place.  To  compensate,  in  a  measure,  for  the  loss  of 
spring  pressure  as  the  anvil  rises,  the  exhaust  from  the  jarring* 
cylinder  T'  may  be  carried  into  the  anvil  chamber  Y'  bef ore- 
being  discharged.  This  is  accomplished  by  a  combination  valve^ 
consisting  of  a  large  main  valve  of  the  steam-hammer  type  in 
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connection  with  a  small  pop  valve  such  as  is  used  on  small 
power  squeezers  and  split-pattern  machines.  These  valves  are 
attached  to  the  anvil  or  plunger  base  V,  and  the  pop  valve  is 
opened  and  closed  by  tappets  on  the  jarring  table  T'.  When 
the  table  drops,  the  pop  valve  opens,  admitting  pressure  be- 
neath the  main  valve,  which  rises  and  puts  the  jarring  cylinder 
in  communication  with  the  air  supply,  at  the  same  time  open- 
ing the  anvil  chamber  Y'  to  exhaust.  When  the  limit  of  stroke 
is  reached,  the  pilot  valve  opens  to  exhaust,  and  the  main  valve 
opens  to  drop  the  table.  The  air  from  the  jarring  cylinder  T' 
rushed  into  the  anvil  chamber  Y',  expanding  to  much  lower 
pressure,  which  is,  nevertheless,  very  effective  in  the  large 
anvil  cylinder,  and  causes  the  loaded  table  T'  and  anvil  V  and 
W'  to  collide  with  greater  force  and  effect  upon  the  sand.  The 
supply  of  air  to  these  valves  is  controlled  by  an  air  cock  at  the 
operating  stand,  and  the  table  runs  automatically  as  long  as  the 
air  is  turned  on.  At  the  same  time,  the  stroke  of  the  table  is 
controlled  by  another  lever,  adjustable,  if  desired,  while  the 
machine  is  running.  The  purpose  of  the  pilot  valve  is  to  pro- 
vide a  controlling  means  that  will  give  the  delayed  action  re- 
quired by  the  main  valve.  This  always  presents  full  openings 
during  the  table  movement,  up  or  down,  and  the  ample  lap  on 
the  ports  gives  time  for  expansion  in  the  jarring  cylinder, 
under  light  or  medium  loads,  after  the  air  supply  has  been  cut 
off.  Under  full  loads,  or  thereabout,  there  can  be  no  appreci- 
able expansion  in  the  jarring  cylinder. 

These  patent  shockless  jarring  machines  are  made  by  The 
Tabor-  Mfg.  Co.,  Philadelphia,  Pa.  They  are  constructed  of 
various  designs  and  for  different  conditions.  The  tables,  for 
the  different  machines,  range  from  about  one  foot  up  to  six 
feet  square. 
Combination  Jolt,  Boll-Over  and  Draw-the-Pattem  Machines. 

In  Pigs.  7,  8  and  9,  I  have  shown  different  types  of  ma- 
chines having  only  the  jolting  action.  In  the  following  Figs.^ 
10,  11  and  12,  are  illustrated  features  that  are  added  to  the 
mere  jolt  ramming  of  molds.  The  great  advantages  gained  by 
machine  packing  of  sand  would  naturally  cause  engineers  and 
founders  to  seek  for  means  whereby,  after  the  ramming  of  a 
mold,  it  could  be  rolled  over  and  the  pattern  be  drawn  by  me- 
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chaoical  methods.  This  achievement  has  been  accompliBhed  in 
various  ways,  especially  in  the  making  of  small  or  light-weight 
eastings. 

It  is  only  within  the  past  two  or  three  years  that  attempts 
have  been  made  to  embody  the  three  features,  "ram",  "roll- 
over" and  "draw",  making  molds  for  medium  and  heavy 
castings.    One  defect  in  some  of  these  recent  machines  is  that 


Pll-  10-     Oibom'i  Bl*etrlcidlr-Op*Tat*a  Jolt  ud  Torn-OTer,  Dnwlns  ■  Ptttarn. 

the  rolling-over  and  drawing  of  the  pattern  are  rather  too  slow, 
so  much  so  that  little  is  gained  over  manual  methods.  How- 
ever, much  progress  has  very  recently  been  made  in  increasing 
speed  of  operation.  The  machines  shown  in  Figs.  10  to  12  are 
re«ent  ones  intended  for  medium-weight  and  heavy  work. 

The  type  of  machine  seen  in  Pigs.  10  and  11  is  operated 
by  electricity.  Its  builders,  The  Osborn  Mfg.  Co.,  Cleveland, 
0.,  have  simply  applied  electric  motors  to  their  air-operated 
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machine  which  is  shown  in  Fig.  12.  Both  the  air-  and 
electrically-operated  machines  have  the  mold  rolled  over  on 
its  own  center  of  gravity,  the  operation  requiring  very  little 
power.  In  operating  these  machines,  the  mold  board  and  pat- 
tern, A  and  B,  Fig.  11,  are  secured  to  a  holding  or  turn-over 
plate,  C,  which  is  turned  by  power  to  rest  it  on  the  jolting 
table  D,    The  figure  shows  the  mold  board  and  pattern  being 
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turned  over,  after  the  latter  has  been  withdrawn  &om  the  mold 
H,  to  again  be  seated  on  the  jolting  table  D.  After  the  plate  C 
has  come  to  rest  on  the  Table  D,  the  flask  E,  being  turned  up- 
side down,  is  set  on  over  the  pattern  B  and  is  then  filled  with 
sand.  This  sand  having  been  jolted  and  its  excess  "struck  off", 
the  bottom  board  F  is  bedded  on  in  place.  This  work  is  fol- 
lowed by  clamping  the  bottom  board  and  flask  to  the  turning 
plate  C,  and  then  turning  them  all  over  together,  after  which 
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the  truck  G  is  niu  under  the  flask  to  receive  it,  as  seen  in  Fig. 
10.  The  pattern  B  having  been  drawn  from  the  mold  H  as 
shown,  the  truck  0  is  then  run  out  on  the  rails  I,  as  in  Fig.  11, 
to  come  under  a  crane,  whereby  the  mold  can  then  be  conveyed 
to  any  part  of  the  shop.  In  the  making  of  small  molds,  this 
conveyance  can,  of  course,  be  done  by  hand,  as  the  floor  line 
of  these  large  machines  is  at  a  point  P,  Fig.  12,  the  lower  part 
of  the  machine  setting  in  an  enclosed  pit  in  the  foundry  floor. 
Referring  to  Fig.  12,  the  turning-over  or  holding  plate  K 
is  seen  resting  on  the  jolting  table  L,  ready  to  have  the  mold 
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board  and  pattern  bolted  to  its  face  M,  to  thereby  equip  this 
machine  for  service,  as  is  seen  at  A  and  B,  Figs.  10  and  11.  This 
air  machine  is  constructed  for  heavier  molds  than  the  electric- 
ally driven  one,  and  is  capable  of  taking  a  flask  42  inches  wide 
by  12  ft.  6  in.  in  length  and  having  a  pattern  draw  of  18", 
which  can  be  increased  to  24".  This  particular  machine  is 
made  in  eight  different  sizes,  the  smallest  having  a  table  15^2  x 
20  inches.  The  lifting  capacity,  or  the  load  that  can  be  raised, 
by  the  large  air  machines,  in  jolting  and  rolling-over  a  mold, 
is  8500  lbs. 
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Swing-Arm,  Jar-Bamming,  Tom-Over,  Pattern-Draw  BEolding 
Hacbine. 

Id  the  useful  machine  seen  in  Fig.  13  the  pattern  is  secured 
to  a  swing  arm  at  its  face  Q.  This  arm  is  turned  over  by  the 
cylinder  P,  which  brings  the  face  aide  B  down  onto  the  jar 
rammer  S.    The  flask  is  placed  on  over  the  pattern,  and  after 
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Molding  llwhuia. 

the  sand  is  jolted,  to  obtain  the  desired  density,  the  bottom 
board  is  put  on  and  all  are  clamped  together,  so  that  the  swing 
arm  may  be  brought  back  to  the  position  shown  in  the  cut. 
This  done,  the  flask  supports,  TT,  are  raised  by  a  piston  at  U 
to  come  up  under  the  bottom  board  of  the  mold,  represented 
by  the  dotted  lines  V,  after  which  the  turn-over  frame,  or  swing 
arm  Q,  is  released  from  the  mold  by  freeing  the  clamps  from  the 


26  ADVANCES  AND  nCPROYEMENTS  IN  FOUNDING 

flask,  and  then  the  whole  mold  is  gradually  lowered  by  a  de- 
scent of  the  piston  U.  This  action  draws  the  flask  and  mold 
down  from  the  pattern,  since  the  latter  is  fastened  to  the  swing 
arm  at  Q.  Taming  this  arm  np  to  a  vertical  position,  or  al- 
lowing the  face  B  to  rest  again  on  the  jar  rammer,  S,  permits 
the  removal  of  the  rammed  flask  or  mold,  by  hand  or  a  crane, 
to  any  distant  place  on  the  floor  of  the  shop.  This  is  a  pneu- 
matic molding  machine  made  by  the  International  Molding 
Machine  Co.,  Chicago,  111.,  the  ingenious  arrangements  of  which 
have  proved  of  much  practical  value  in  reducing  the  cost  of 
making  molds  adaptable  to  its  construction. 
Hand-and  Power-Squeeier  Molding  machines. 

The  first  machine  to  be  used  for  compressing  sand  in  flasks 
is  conceded  to  be  of  the  type  known  as  a  hand  squeezer.  It 
was  applied  solely  to  the  making  of  small  castings.  A  good 
illustration  of  one  of  the  latest  improved  hand  squeezers  is  seen 
in  Fig.  14.  The  mold  board,  pattern  and  flask  are  placed  with 
the  battens  of  the  first  named  resting  on  the  table  plate  sup- 
ports, A^.  The  sand  having  been  filled  into  the  flask,  the  ma- 
chine operator  pulls  on  the  lever  handle  B',  which  brings  down 
the  squeezer  plate  C  onto  the  top  of  a  battened  board  cover- 
ing the  sand  in  the  flask.  Further  pulling  down  of  the  handle 
B'  squeezes  the  sand  in  the  flask,  from  the  top  down,  to  the 
desired  density  or  to  the  power  capacity  of  the  machine.  The 
vertical  distance  between  the  points  A'  and  C  can  be  changed 
to  suit  varying  depths  of  flasks  by  raising  or  lowering  of  the 
cross  bar  D',  by  adjusting  the  nuts  E'  and  F'. 

This  excellent  type  of  improved  hand  squeezer  has  con- 
nected with  it  what  is  called  a  vibrator,  seen  at  G'.  This  ap- 
pliance vibrates  the  table  A',  so  that  in  drawing  the  pattern 
by  hand  it  comes  more  freely  from  the  mold,  greatly  decreas- 
ing any  chance  of  its  loosening  or  breaking  any  of  its  parts  or 
joints.  It  also  does  away  with  the  use  of  rapping  bars,  which 
often  injure  patterns  and  distort  the  size  and  form  of  the  cast- 
ing produced.  The  value  of  this  device  is  especially  evident 
in  repetition  work  in  making  castings. 

The  principle  involved  in  this  vibrator  is  used  in  a  variety 
of  ways,  on  both  hand  and  power  molding  machines  of  all 
classes,  to  aid  the  drawing  of  patterns.     The  recent  introduc- 
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tioD  of  the  vibrator  has  made  it  possible  to  quickly  draw  many 
deep  patterns,  and  also  those  having  complex  contours,  with- 
out breaking  or  starting  the  sand  of  the  mold.     Prior  to  its 
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adoption,  much  trouble  was  often  experienced  in  drawing  such 
patterns  without  causing  injury  to  the  mold. 

The  great  utility  of  hand  squeezing  machines  soon  led  to 
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the  adoption  of  power  squeezers  of  various  pneumatic  and 
hydraulic  types,  Germany  leading  in  the  use  of  the  latter.    A 
very  simple  and  effective  power  squeezer,  designed  by  W.  D. 
Fraser,  is  seen  in  Fig.  15.    In  operating  this  machine,  the  mold 
board,  pattern  and  flask,  represented  by  the  dotted  lines  H', 
are  set  on  the  table-plate  V.    This  table  is  cast  solid  with  a 
cylinder  K\    The  piston,  which  is  12  in.  in  diameter,  is  bolted 
to  the  base  N'.    By  turning  the  valve  at  J',  the  cylinder  rises 
from  its  faced  joint  at  M'  to  any  required  amount  up  to  four 
inches.    The  average  required  of  the  cylinder  and  table  is  about 
IMj  inches.    While  the  cylinder-head  table-plate  I'  is  only  15  x 
21  inches,  the  machine,  it  is  claimed,  can  compress  the  sand 
in  a  flask  as  large  as  24  x  30  inches.    By  turning  the  top  plate 
P',  the  distance  between  it  and  the  table  plate  I'  is  varied  to 
take  any  height  of  flask  within  the  machine's  range.    To  admit 
of  placing  flasks  and  filling  them  with  sand,  the  arm  R'  is 
swung  to  one  side,  and  on  being  returned  to  its  working  posi- 
tion, it  is  locked  by  means  of  the  handle  S'.    This  machine  also 
has  a  vibrator,  as  seen  at  O',  which  is  controlled  by  the  valve 
at  L'.    Both  these  hand  and  power  squeezers  are  made  by  the 
Berkshire  Mfg.  Co.,  Cleveland,  0. 
Combination  of  Jolt  and  Squeezer  Methods  for  Bamming  Molds. 

For  castings  of  certain  designs,  and  to  suit  certain  shop 
and  other  conditions,  it  is  sometimes  very  desirable  to  first 
,iolt-ram  the  sand  and  then  finish  its  compression  by  a  squeez- 
ing operation.  This  has  the  effect  of  creating  a  uniform,  ver- 
tical density  of  the  sand,  similar  to  that  obtainable  by  gravity 
ramming,  the  chief  difference  being  that  any  desired  degree 
of  variable  hardness  is  better  obtainable  throughout  the  depth 
of  a  mold  by  this  combination  than  by  gravity  ramming;  and 
this  also  saves  much  jolting  that  might  be  detrimental  to  the 
life  of  a  pattern  or  flask. 

A  combined  jolt  and  squeezer  machine  is  seen  in  Fig.  16. 
The  cylinders  T'  and  U'  are  pattern-draft  cylinders  used  for 
lifting  the  table  or  flask  frame  V,  which  carries  the  mold  up 
and  away  from  the  pattern  after  it  is  rammed.  The  patterns 
are  mounted  on  a  pattern  plate,  resting  on  the  jolt  table,  seen 
inside  of  the  frame  V,  and  having  a  vibrator  attached  to  it. 
The  jolt  mechanism  is  placed  in  the  center  of  the  squeezer 
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cylinder  W.     The  squeezer  beam  T'  drops  back   to  permit 
placing  and  removal  of  flasks. 

The  machine  seen  in  Fig,  16,  which  is  mannfactured  by  the 
Mumford  Molding  Machine  Co.,  2059  Elston  Avenue.  Chicago, 
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from  which  it  drops  into  the  flask.  This  flask  is  suspended  by 
hanger  rods,  which  operate  like  a  swing  or  cradle,  permitting 
it  to  be  moved  in  or  out  to  catch  the  falling  sand  at  any  de- 
sired point  in  the  flask,  until  it  is  filled  with  packed  sand  all 
over  its  area  and  to  the  desired  height. 

To  swing  the  flask,  or  the  cradle,  in  or  out,  as  desired,  in 
order  to  have  the  dropping  sand  land  at  the  right  spot,  the 
swing  of  the  cradle  is  controlled  by  hand  for  light  work;  and 
for  heavy  work,  it  is  controlled  by  an  extending  arm  operated 
by  an  electric  motor  in  an  ingenious  manner. 

The  flask,  cope  or  nowel,  as  the  case  may  be,  is,  when 
rammed,  turned  over  in*  the  cradle,  let  down  on  rests,  un- 
damped, and  the  cradle,  with  the  pattern  board  attached,  is 
then  drawn  from  the  sand  or  flask  by  the  power  of  the  machine. 
The  flasks  are  carried  away  from  the  machine  by  a  crane  to  the 
floors  where  they  are  cast.  The  manufacturers  of  this  machine, 
Buch  Foundry  Equipment  Co.,  Bridgeport,  Montgomery  Co., 
Pa.,  claim  to  have  them  in  use  making  various  different  kinds 
of  excellent  castings  at  a  greatly  reduced  cost,  as  compared 
with  hand  labor.  The  unique  and  ingenious  construction  of 
this  machine  cannot  but  command  admiration  from  the 
thoughtful. 
Construction  and  Operation  of  the  BoUer  Rftmmiiig  machine. 

In  the  description  of  Fig.  5,  I  have  referred  to  recent 
achievements  in  utilizing  a  roller  to  pack  sand  in  flasks.  In 
this,  as  with  gravity  ramming,  all  should  concede  the  desir- 
ability of  machines  embodying  the  roller  principle.  The  work- 
ing of  the  McDonald,  patent,  roller  ramming  machines,  used 
for  making  a  wide  range  of  castings,  is  illustrated  by  Figs.  18, 
19  and  20.  In  starting  to  make  the  mold,  the  flask  H,  Fig.  18, 
is  placed  on  the  mold  board  or  match  plate  I,  after  which  the 
roller  guide  and  sand  frame  J  is  lowered  to  place,  as  seen  at  K, 
Fig.  19.  After  the  flask  has  been  filled  with  sand,  the  roller 
L  is  driven  forward  and  backward  by  an  air  cylinder  operated 
by  a  valve  at  M.  The  flask  having  been  suflSciently  rammed, 
the  roller  guide  K  is  raised,  as  at  P,  Fig.  20,  and  the  flask  is  now 
** struck  off"  and  lifted  off  from  the  match  plate  or  pattern, 
as  shown  at  Q,  thus  completing  the  operation  of  ramming  a 
nowel  or  a  cope. 
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The  track  J  not  only  serves  as  a  guide  for  the  roller  L, 
but  also  as  a  means  for  retaining  the  sand  on  top  of  the  flask 
while  it  is  being  rammed.  If  there  were  no  means  for  holding 
the  sand  in  sideways,  the  roller  would  push  it  off  the  sides  of 
the  flask  as  it  travels  along.  It  will  be  seen  that  the  flange  O 
of  the  roller  L  is  somewhat  less  in  diameter  than  the  main 
cylindrical  part  of  the  roU.  The  difference  in  these  diameters 
is  double  the  thickness  of  the  horizontal  legs  of  the  angle  iron 
J,  Fig.  18.  The  vertical  legs  of  these  angle  irons,  when  in  use, 
as  in  Fig.  19,  project  into  the  grooves  between  0  and  the  main 
cylindrical  part  of  the  roll  L.  This  guides  the  roll  and  allows 
it  to  ride  freely  upon  the  sand ;  but  when  the  roll  is  off  of  the 
flask  and  going  back  to  its  initial  position,  its  weight  is  carried 
on  the  parts  O.  These  extensions,  0,  also  serve  to  prevent  the 
roll  from  dropping  down  into  an  empty  flask  and  thereby 
breaking  out  the  bars,  in  case  the  operator  should  run  out  the 
roll  before  the  flask  was  properly  filled  with  sand. 

The  sand-retaining  feature  of  the  angle  J  is  a  most  im- 
portant one,  as  it  is  this  feature  which  enables  the  sand  to  be 
properly  rammed  at  the  edges  of  the  flask,  without  hand  tuck- 
ing or  hand  ramming,  preliminary  to  ** rolling  the  mold".  An- 
other important  feature  is  the  *' strike-off"  S,  Fig.  19,  which 
travels  in  front  of  the  roll  and  is  supported  by  the  small  wheels 
N.  This  ** strike-off"  has  a  profile  shape  similar  to  the  design 
of  the  pattern,  and  is  so  designed  as  to  leave  more  sand  over 
the  longitudinal  deep  parts  of  the  mold  and  less  over  the 
shallow  parts,  thereby  giving  a  uniformity  of  ramming.  This 
** strike-off"  is  so  constructed  that  its  position  is  independent 
of  the  vertical  position  of  the  roll  itself,  so  that  as  the  roll  lifts 
up  on  the  sand,  while  it  is  ramming  the  mold,  the  ** strike-off" 
stays  at  a  constant  level. 

Another  ingenious  arrangement,  not  shown,  for  ramming 
evenly  where  there  are  uneven  contours  to  the  face  of  a  pat- 
tern, or  where  it  has  large  projections  which  protrude  above 
its  general  level,  consists  in  using  a  flexible  pad — composed  of 
strips  of  oak,  about  two  inches  thick,  bound  together  with  steel 
cables  running  the  entire  length  of  the  pad — ^which  is  placed 
on  top  of  the  sand  that  has  been  ''struck-off^'  to  a  level  surface. 
The  underneath  side  of  this  pad  is  cut  out  to  approximately 
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conform  to  the  contour  of  the  pattern,  so  that  when  the  roller 
is  reciprocated  to  and  fro  over  the  pad,  there  is  produced  a 
more  even  density  of  the  compressed  sand  than  would  be  the 
case  if  a  strictly  level  faced  pad  were  used. 

Tables,  as  at  B,  are  constructed  so  that  stripping  plate 
patterns  can  be  used  when  desirable,  a  method  followed  in 
many  instances. 

The  larger-sized  machines  are  electrically,  and  the  smaller 
pneumatically,  driven.  The  power,  or  rather  the  amount  of 
air  required  for  the  pneumatic  machine,  is  about  three  cubic 
feet,  at  80  lbs.  pressure,  per  half  mold,  20  in.  wide  and  42  in. 
long.  A  three-horsepower  motor  is  used  on  the  electrically- 
driven  machine,  having  rolls  30  in.  wide,  and  such  a  machine 
is  claimed  to  ram  a  flask  8  feet  long  in  about  25  seconds.  The 
power  required  for  machines  of  other  sizes  is  in  proportion. 
These  machines  are  built  by  The  Snead  &  Co.  Iron  Works, 
Jersey  City,  N.  J.,  to  meet  the  demands  for  any  practical  size 
desired.  Their  smallest  standard  machine  takes  flasks  10  in. 
wide  and  42  in.  long,  the  largest  a  flask  30  in.  wide  and  15  feet 
long.  They  also  build  machines  taking  flasks  approximately 
six  feet  square.  The  Snead  Co.  claims  that  they  can  build  a 
McDonald  roller  ramming  machine  to  take  a  flask  six  feet 
wide  and  20  feet  long. 
Summary  Comments  on  Molding  Machines. 

The  foregoing  has  given  a  description  of  the  four  principal 
machine  methods  which  are  now  being  used  to  ram  molds,  in 
connection  with  rolling  them  over  and  drawing  the  pattern. 
The  original  manner  in  which  these  four  methods,  with  the 
principles  involved,  are  set  forth,  herein,  should  enable  all  in- 
terested in  the  production  of  castings  to  the  more  intelligently 
decide  which  is  best  adapted  to  meet  the  varying  require- 
ments, and  also  to  stimulate  further  improvements,  wherever 
such  may  be  possible  of  attainment.  It  is  to  be  understood 
that  there  are  numerous  modifications  of  the  principles  and 
machines  shown  herein,  which  have  been  designed  and  are  in 
use,  but  is  not  possible  to  describe  them  all  in  the  limits  of 
space  permitted. 

Since  engineers  and  founders  have  been  awakened  to  the 
wide  field  which  can  be  profitably  covered  by  molding  ma- 
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chines,  much  study  and  thought  have  been  given  to  the  sub- 
ject, and  the  practical  results  achieved  have  far  surpassed  early 
expectations. 
Improyements  for  Mixing,  Screening  and  Conveying  Sand. 

In  accepting  the  maxim  that  **one  want  begets  another'', 
we  find  that  ability  to  quickly  ram  molds  by  machines  de- 
manded the  creation  of  ways  and  means  to  mix  and  supply  the 
sand  quickly  to  them.  **  Necessity  being  the  mother  of  in- 
vention*', there  has  followed  in  the  wake  of  molding  machines 
the  devising  of  various  methods  for  mixing  and  conveying  of 
sand  to  them,  and  also  for  general  floor  molding  purposes,  that 
should  prove  interesting  and  profitable  to  many  engineers  and 
founders.  Any  firm  contemplating  the  use  of  molding  machines 
will  be  going  little  more  than  half  way  if  it  does  not  investigate 
and  consider  installing  some  of  the  practical  appliances  for 
mixing,  screening  and  conveying  sand  that  are  now  obtain- 
able. 

One  of  the  first  steps  toward  the  installation  of  auxiliaries, 
to  cooperate  with  molding  machines  in  reducing  the  cost  of 
making  castings,  was  the  introduction  of  sand-screening  and 
mixing  appliances,  of  which  there  are  numerous  different  de- 
signs in  use  at  the  present  day.  One  of  the  most  recent  ma- 
chines for  this  purpose  is  seen  in  Fig.  21.  The  sand  is  fed  by 
a  shovel,  shute,  or  otherwise,  into  the  open  end,  at  A',  against 
a  disc  inside  of  the  screen  which  breaks  it  up  and  scatters  it 
around  the  screen's  circumference  as  it  revolves.  Any  refuse 
or  pieces  of  iron,  etc.,  that  will  not  pass  through  the  size  of 
screen  used,  pass  out  onto  a  shute,  or  drop  to  the  floor  at  the 
end  D',  to  be  carried  away  by  a  wheelbarrow  or  other  means 
The  sand  drops  from  the  screen  B'  into  a  mixing  trough  E',  in 
which  there  are  a  series  of  right-  and  left-hand  paddles,  which 
are  revolved  by  the  gearing  F'.  These  paddles  give  the  sand 
or  sands  a  thorough  mixing  while  it  is  being  wet  with  water, 
oil  or  any  liquid  compound  from  the  reservoir  C  through  the 
pipes  seen  below  it.  After  a  batch  of  sand,  whether  for  facing 
or  cores,  has  been  sufficiently  mixed,  it  is  discharged  from  the 
trough  E'  by  means  of  the  lever  G',  which  opens  an  outlet  at 
H',  and  can  be  carried  away  from  the  machine  by  wheelbarrows 
or  a  shute. 
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There  are  five  sizes  of  these  machines  now  obtainable. 
Some  dimensions  of  the  smallest  are  marked  on  the  illustra- 
tion. This  machine  mixes  four  cubic  feet,  and  the  largest,  27 
cubic  feet,  of  sand  per  batch.  The  floor  space  required  for  the 
smallest  is  2  ft.  x  6  ft.  9  in.,  and  for  the  largest,  4  ft.  9  in.  x  11 
ft.  10  in.  The  power  required  to  operate  the  smallest  is  3  hp., 
and  for  the  largest,  25  bp. 


Pl«.    21. 

Taiae  ot  Unit  STstenu  for  Shakiiig-ODt  Holds,  Tempering  and 
CoDT^ing  Sands. 

Progressive  founders  were  not  long,  after  the  introduction 
of  such  machines  as  seen  in  Fig.  21,  in  comiug  to  believe  that 
it  was  possible  to  have  machinery  to  shake-out  the  castings 
and  mix  and  convey  the  sand  any  distance,  to  an  economical 
advantage.  The  past  six  years  have  witnessed  many  ventures 
to  achieve  these  ends,  some  of  which  have  proven  costly  failures. 
The  results  have  been  of  great  value,  however,  especially  in  the 
designing  of  elaborate  sand-mixing  and  conveying  plants  in 
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Specialty  foundries.  These  past  experiences  have  taught  the 
great  desirability  of  adopting  what  is  now  known  as  the  unit 
system.  This  means  making  two  or  more  divisions  of  a 
specialty  shop  and  having  an  independent  casting,  shaking-out, 
sand-mixing  and  conveying  plant  for  each  section  of  the  shop, 
so  that  if  one  unit  or  section  breaks  down,  the  whole  foundry 
is  not  crippled.  To  illustrate  this  method  we  refer  to  Figs. 
22  to  24,  which  exhibit  a  unit  system  that  has  been  tried  out 
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now  for  nearly  one  year  by  a  large  steel  foundry,  and  which, 
it  is  claimed,  has  proven  so  successful  that  they  will  install 
two  more  such  units,  to  be  worked  in  connection  with  each 
other,  as  soon  as  business  picks  up  to  give  work  to  employ 
them  to  an  advantage.  The  main  building  of  this  foundry  is 
90  ft.  wide  by  1017  ft.  long.  The  designers  and  constructors 
of  this  system.  The  Standard  Sand  &  Machine  Co.,  Cleveland, 
0.,  who  are  also  makers  of  the  appliance  seen  in  Pig.  21,  claim 
that  this  unit  conveys  and  "tempers"  60  tons  of  sand  per  hour 
and  that  it  has  dispensed  with  the  labor  of  40  men. 
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Operation  of  a  Unit  Shake-Out,  Sand-Mixing  and  Conveying 
Plant. 

The  product  of  the  foundry,  seen  in  Pigs.  22  and  24,  com- 
prises, principally,  one  class  of  steel  castings.    The  flasks  used 
for  making  them  are  seen  in  Pig.  22.    The  molds  are  made  in 
green  sand.    To  shake  the  castings  out  of  these  flasks,  they 
are  brought,  four  at  one  time,  by  a  specially  arranged  crane 
beam  to  the  steel  casting  shake-out  table,  seen  in  the  fore- 
ground of  Pig.  22,  which  is  a  very  practical  and  novel  device. 
The  eastings  are  pulled  from  the  table  by  hand  and  the  sand 
is  dropped  through  the  grating  I',  Pig.  23,  into  a  hopper  below 
it.    This  hopper  holds  ten  or  more  tons  of  sand,  which  is  fed 
out  of  it  by  means  of  two  16-in.  heavy  steel  screw  conveyors,  J', 
and  falls  through  an  opening  K',  at  the  front  end  of  the  hopper, 
onto  a  30.in.  wide  six-ply  rubber-belt  conveyor  L'.     A  plan 
view  of  the  shake-out  table  and  belt  conveyor  would  show  the 
former  situated  in  a  side  wing,  permitting  the  jarring  machine 
to  have  a  foundation  directly  under  one  end  of  it  and  leading 
down  to  solid  earth  below  the  floor  of  the  belt  conveyor's  tun- 
nel, which  is  60  ft.  long. 

The  sand  having  been  brought  to  the  end  of  this  brit,  at 
\L\  Pig.  23*  drops  onto  a  shute  N',  which  carries  it  down  to 
and  into  the  biM>t  O'.  The  pulley  R'  is  magnetized  and  holds 
any  iron  that  may  be  in  the  sand  to  the  belt  L  until  it  falls  to 
the  shute  P*,  from  which  it  passes  to  the  floor  at  Q'.  Prom  the 
boot  0\  the  sand  is  carried  up  by  means  of  a  16-in.  six-ply 
rubber  belt  S'  having  14-in.  sand  buckets.  T',  to  the  spoat  U'. 
Frrnu  this,  it  passes  to  the  revolving  screen  Y',  which  removes 
any  Wixxi  chips  or  weilges  that  may  be  in  it.  besides  screening 
it  fre^  fn>m  other  refuse.  This  screen  delivers  the  sand  to  a 
mixer  W\  fn>m  whioh  it  travels  alonsr  the  shute  Y\  to  a  boot 
X*.  ll  is  then  cvniveyed  to  a  spout  A.  by  means  of  another  16- 
itu  six-ply  rubber  K*lt  B.  haviuir  14-in.  sand-carrvinsr  buckets 
i\  The  sar.vi  fnlls  fn>iu  A  into  a  drai:  conveyor  D,  and  is  then 
dtlivcrxxi  to  the  sjxn::s  E.  of  whioh  there  are  six  in  this  unit 
^\>^:<:u,  A  front  view  of  the  sjHniTs  is  seen  in  Fie.  24.  Thev 
*rv  «^  t:.  o  :u  sivv^r:.  ar.vi  hv^M  aKn:t  2'-  tvnis  of  saiuI  each,  which 
Ts  v:-V.x^rt\l  tv^  vr..r.:p  b,:ckc:s  F  by  oivr.ir.ir  a  srate  cv^ntn^^lled 
>ik  :h  a  hiv-i  .-r.Ji  u  v'^  :hc  whtvl  O.  st\n  in  Fis^^  23  ar.d  24, 
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In  the  inatallation  of  the  additional  units  referred  to  above, 
the  firm  intends  to  dispense  with  dump  buckets  and  crane,  and 
in  their  place  use  a  conveyor,  of  a  drag  or  belt  form,  to  carry 
the  sand  from  the  apouta  directly  to  where  it  may  be  needed 
for  filling  the  flasks. 

The  unit  system.  Figs.  22  to  24,  required  one  5  hp,  motor 
to  drive  the  long  upright  belt  B,  and  another  of  the  same 
power  to  move  the  drag  conveyor  D.  A  10-hp.  motor  is  re- 
quired to  operate  the  screw  conveyors  J',  and  one  25-hp.  motor 
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is  required  for  the  remainder  of  the  equipment.  The  appli- 
ances and  all  construction  work  of  this  unit  system  cost  about 
$10,000.  It  has  required  much  study  and  originality  to  de- 
vise this  ingenious  ahake-out,  sand-mixing  and  conveying  ap- 
paratns,  which  should  be  very  instrumental  in  suggesting  ideas 
to  further  the  reduction  of  costs  of  making  castings  for  other 
specialties  of  ferrous,  as  well  as  of  non-ferrous,  metals. 

Any  one  interested  in  this  unit  system,  or  in  general  plans 
for  the  construction  of  pouring,  shake-out  and  sand-mizing  and 
conveying  appliances,  can  find  a  good  article  on  the  same,  illns- 
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trating  the  Ford  foundries,  in  The  Engineering  Magazine, 

January,  1915. 

Mixing  Sand  Heaps  on  the  Floor  by  Hachines. 

The  past  few  years'  endeavor  to  invent  appliances  for 
mixing  sand  ready  to  be  rammed  into  molds  has  resulted  in  the 
development  of  power  machines  which  dispense  with  the  use  of 
the  hand  shovel  to  a  surprising  extent.  It  would  seem  that  we 
now  have  machines  for  mixing  sand  that  are  suitable  for  almost 
any  conditions.     Men  looked  askance  at  the  first  sand-mixing 
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and  conveying  systems,  thinking  that  the  utility  of  such  appa- 
ratus was  limited,  since  some  of  it  did  not  work  out  to  the 
advantage  expected  or  had  been  an  utter  failure.  However, 
we  now  find  that,  together  with  successful  drag-  and  belt-con- 
veying apparatus,  there  are  auxiliaries,  in  the  form  of  inde- 
pendent machines,  which  will  mix  or  "temper"  sand  without 
removing  it  from  the  floor  where  it  has  formed  molds. 

A  fair  illustration  of  this  innovation  is  exhibited  by  what 
are  called  "auto  sand  cutters",  constructed  by  The  Sand  Mix- 
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ing  Machine  Co.,  220  Broadway,  New  York,  shown  in  Pigs.  25 
and  26.  These  machines  best  serve  their  purpose  where  there 
are  regular,  uniform  sand  heaps  (free  of  scrap  that  might  in- 
jure the  blades)  with  few,  if  any,  obstacles  in  the  form  of 
columns,  flasks,  shop  appliances  or  uneven  floors  to  prevent 
the  machine  being  readily  taken  from  one  sand  heap  to  an- 
other, or  where  conditions  exist  similar  to  those  usually  found 
in  light-work  and  stoveplate  shops. 


Tic-  ><-    Tnmt  VUw  o(  Ibehlu  Shows  In  Fig.  SB. 

To  meet  the  objection  that  obstacles  prevent  moving  these 
"auto  sand  cutters"  around  conveniently,  a  machine  has  been 
constructed  (Fig.  27}  which  can  he  operated  advantageously 
when  suspended  from  a  crane. 

In  using  the  floor  or  the  crane  machines,  water  la  thrown 
on  the  sand  in  the  old-fashioned  manner,  after  which  the  edges 
are  shoveled  in  by  hand,  to  roughly  gather  all  the  sand  of  a 
floor  or  heap  in  one  windrow  or  long,  raised  pile.  This  done, 
the   machine   is   brought  over   one   end   of  the   pile   and   its 
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Fl|.  27.     PiODt  Ti*ir  ol  Oiana  Sand-HSkp   OatUng  Mkclilnt. 

cutting  operations  started.  If  it  is  an  ordinary  molding  Hoor, 
such  as  used  for  general  light  work  or  Btoveplate,  and  the  sand 
is  properly  wet  down  in  the  beginning,  only  one  cutting  over 
by  the  machine  ia  generally  necessary.  In  the  case  of  bench 
molding,  the  sand  is  (after  being  wet  down)  shoveled  op  in 
a  rough  windrow  and  the  machine  started  at  the  end  nearest 
the  bench.  In  this  instance,  it  being  required  to  leave  the  sand 
in  one  pile  against  the  wall  at  the  bench,  it  may  take  three  or 
four  cuttings  by  the  machine  to  place  it  there.  The  machine 
moves  a  sand  heap  ahead  about  four  feet  at  each  cutting.  A 
good  illustration  of  a  sand  heap  that  has  been  cut  and  conveyed 
back  to  a  wall  at  a  bench  is  shown  in  Fig.  25. 
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Both  the  auto  and  crane  sand-cutting  machines  have  been 
found  to  produce  a  more  uniform  ** tempering"  of  sand  piles 
than  is  usually  secured  by  hand  shoveling  and  to  generally 
greatly  reduce  the  cost  of  such  work.  Especially  is  this  true 
since  it  has  come  to  be  that  not  much  more  than  50%  of  those 
working  at  hand  and  machine  moulding  can  handle  a  shovel 
skillfully,  and  that  we  are  now  being  so  cultured  to  death  that 
few  are  to  be  found  willing  to  work  at  common  labor  or  to  do 
the  hard  work  of  hand  shoveling. 

The  motive  power  of  the  floor  auto  and  crane  sand-cutting 
machine  is  electricity.    The  requirements  are  for  from  five  to 
ten  horsepower,  according  as  sand  heaps  are  small  or  large. 
Orab  Buckets,  UDxing,  Gonveying  and  Packing  Sand. 

I  believe  that  few  would  now  claim  that  progressive  found- 
ers are  not  as  wide-awake  and  ready  to  take  every  advantage 
of  machinery  as  are  the  best  leaders  in  other  vocations.  The 
very  recent,  popular  adoption  of  grab  buckets,  by  founders, 
to  mix  sands,  etc.,  further  displays  their  readiness  to  take  the 
greatest  feasible  advantage  of  ways  and  means  to  reduce  labor 
costs  and  hard  work  by  the  use  of  machinery,  consistent  with 
the  production  of  good  castings. 

By  means  of  a  grab  bucket,  designed  and  built  by  Pawling 
&  Hamischfeger  Co.,  Milwaukee,  Wis.,  a  sand  heap,  as  one 
example,  80  ft.  long,  4  ft.  high  and  5  ft.  wide,  has,  after  being 
wet  down,  been  thoroughly  cut,  or  mixed,  ready  for  the  molder 
in  35  minutes,  utilizing  only  the  labor  of  one  crane  operator 
and  one  man  who  handled  the  rope  that  opens  the  buckets. 
After  the  sand  has  been  wet,  the  mixing  is  done  by  raising  it 
and  letting  it  drop  from  a  height.  In  wetting,  prior  to  starting 
the  operation  of  the  grab  buckets,  sufficient  water  may  not 
have  been  thrown  on  it  to  bring  it  to  the  desired  ** temper".  In 
this  case,  more  water  can  be  sprinkled  on,  as  needed,  between 
the  successive  two  or  more  hoistings  required  to  give  it  a 
thorough  mixing.  The  number  of  necessary  lifts  and  droppings 
will  depend  greatly  on  the  skill  in  applying  the  water  and  upon 
the  character  of  the  sand,  as  some  grades  are  always  harder  to 
mix  than  others,  whether  the  mixing  be  done  by  hand  or  power. 

These  buckets  are  also  employed  for  conveying  the  sand 
any  distance  and  for  filling  large  fiasks.    Their  value  in  the 
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latter  use  is  increased  by  the  fact  that  sand  will  pack  itself 
to  a  greater  or  less  degree,  according  to  the  height  from  which 
it  is  dropped.  Large  flasks  may  be  partially  rammed  most 
economically  in  this  way.  Again,  these  buckets  are  found  to 
be  of  value  in  excavating  and  filling  holes  in  floors  of  shops  that 
do  much  ** bedding  in"  work,  as  it  is  here  that  falling  sand, 
packing  itself,  required  little  other  manipulation. 

The  grab  bucket  cooperates  with  the  magnet  in  unloading 
cars,  thereby  assisting  reduction  of  cost  in  handling  raw  ma- 
terials; and  both  are  appliances  which  may  well  be  classed 
with  the  greatest  production  improvements  that  have  for- 
warded the  art  of  founding. 
Increase  in  Quantity  Is  Not  Sacrificing  Quality. 

Founders  of  all  the  various  branches  and  specialties  of 
iron,  steel,  malleable  brass,  aluminum,  white  metal  and  other 
alloy  castings,  while  they  have  utilized  the  molding  machine 
and  sand  mixing  appliances  in  many  ways,  are  to  be  com- 
mended for  not  having  sacrificed  quality  to  quantity.  Quality 
has  kept  pace  with  quantity,  so  that,  today,  castings  of  all 
classes  have  an  exterior  appearance  and  internal  solidity 
greatly  superior  to  that  obtained  ten  to  twenty  years  ago. 

The  improvement  in  quality  has  been  largely  brought 
about  by  the  following  five  factors : 

(1)  By  a  better  understanding  of  the  technical  features 
of  founding,  largely  secured  through  the  liberality  of  experi- 
enced men  and  close  students  who  have  disseminated  their 
knowledge  and  advanced  ideas  on  the  art  by  means  of  associa- 
tion papers  and  original,  practical  writings  published  in  books 
and  by  the  technical  press. 

(2)  By  the  employment  of  brainy  supervisors  who  are 
ever  seeking  improvement  and  who  possess  the  executive  abil- 
ity required  to  achieve  desired  ends,  combined  with  broad  ex- 
perience as  foundrymen. 

(3)  By  specializing  and  using  the  grades  of  sand  and 
facings  most  suitable  to  the  particular  line  of  castings  pro- 
duced, by  employing  scientific  methods  in  mixing  and  fusing 
of  metals,  and  by  using  the  best  modem  appliances  to  clean 
the  castings. 

(4)  By  the  use  of  molding  machines,  which  permit  many 
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thousand  tons  of  perfect  castings  to  be  made  daily  by  machine 
operators  of  ''handy  men";  castings  that  otherwise  could  not 
be  obtained  readily,  if  at  all,  because  of  the  great  scarcity  of 
good,  skilled  workmen  and  necessary  executive  molder  foun- 
drymen  to  supervise  their  labor. 

(5)  ''Last,  but  not  least",  by  the  installation  of  sand- 
mixing,  screening  and  conveying  systems  and  sand-heap  cutters 
that  insure  a  better  "tempering"  than  is  generally  obtainable 
by  hand  labor. 

Influences  Endangering  the  Success  of  Fntnre  Founding,  and 
Needed  Remedies. 

The  number  of  skilled  molders  is  not  increasing  as  rapidly 
as  the  demand  of  the  trade.  This  is  so  true  that  were  there  not 
machines  and  "handy  men"  to  help  make  the  many  thousand 
tons  of  castings  that  are  being  turned  out  this  day  (1915), 
founding  would  be  in  a  sorry  plight  and  unable  to  supply  the 
demand  there  would  be  for  skilled  molders  required  to  produce 
them. 

The  growing  great  scarcity  of  skilled  molders  and  efficient 
molder-founder  executives  is  partly,  if  not  largely,  responsible 
for  the  development  and  introduction  of  the  molding  machine 
and  auxiliaries  as  found  in  many  foundries  today.  Neverthe- 
less, as  there  is  a  limit  to  the  provision  of  substitutes  and  make- 
shifts for  skilled  artisans  and  broadly  experienced  supervisors 
in  founding,  I  wish  it  known  that  many  danger  signals  are  out 
showing  that  there  should  be  a  change  toward  some  radical 
measure  that  will  insure  the  production  of  expert  workmen 
and  molder-founder  executives.  In  this  connection,  it  may  be 
said,  where  there  is  a  will,  there  is  generally  a  way.  If  this 
way  is  not  opened,  the  art  of  founding  must  soon  further  pass 
away.  It  will  then  be  still  more  difficult  to  obtain  the  skilled 
workmen  that  are  necessary  to  produce  certain  lines  of  cast- 
ings. It  will  be  a  much  harder  task  to  find  efficient,  shop- 
trained  production  managers.  Such  a  condition  is  bound  to 
have  a  most  detrimental  effect  upon  the  whole  casting  industry, 
upon  general  engineering,  and  upon  the  prosperity  of  the 
masses;  an  effect  that  the  employment  of  the  best  unskilled 
labor,  of  "handy  men",  and  of  machinery  cannot  annul. 
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DISCUSSION 

Mr.  The  Cliaiiinaii,  Mr.  Geo.  W.  Dickie^  Mem.  Am.  Soc.  M.  K.,  in  opening 

Dickie,  the  discussion  referred  to  the  unfortunate  death  of  Mr.  West  since  the 
preparation  of  this  paper,  to  his  marked  ability  in  this  field  of  work  and 
to  the  great  loss  thus  sustained  by  the  profession. 

Referring  to  the  statement  of  Mr.  West's,  regarding  the  difficulty  of 
getting  molders,  he  said  that  machine  molding  had  been  forced  upon  the 
manufacturers,  that  handy  men  might  be  used  to  meet  the  great  demand 
for  castings. 

Calling  attention  to  the  deep  mold  in  process  of  construction,  it  took 
him  back  some  forty-two  years  when  the  establishment  for  which  he  was 
engineer  at  the  time  took  an  order  for  24  bone-black  filters  for  the 
Spreckels '  Sugar  Co.  The  sections  were  10  feet  inside  diameter  and  3  ft. 
8  in.  in  height.  The  foreman  molder  obstinately  refused  to  use  any  but 
a  loam  mold.  It  took  six  days  to  get  out  the  first  casting  and  he  estimated 
five  days  for  each  of  the  others.  As  they  had  to  be  in  place  within  six 
months,  it  was  evidently  necessary  to  adopt  a  different  method.  He  (Mr. 
Dickie)  determined  to  try  a  dry-sand  mold  and  had  a  new  pattern  made, 
taking  some  three  weeks'  time  and  developing  much  adverse  criticism. 
Upon  the  completion  of  the  pattern  the  flange  and  top  were  first  taken 
off  and  then  the  body  of  the  mold,  and  after  skin  drying  the  top  and  bot- 
tom of  the  molds,  they  were  replaced. 

The  first  casting  was  out  in  four  days  and  the  remainder  at  the  rate 
of  four  per  day,  thus  making  a  profit  in  place  of  a  material  loss.  In  his 
opinion  molders  have  a  strong  feeling  against  apprentices,  so  that  it  is 
difficult  to  keep  up  the  needed  number  of  molders.  There  is  a  great 
hesitancy  for  men  to  go  into  the  molding  trade.  He  considered  molding 
one  of  the  fine  arts,  but  that  molding  machines  eliminate  the  necessity  of 
skilled  men  and  not  many  learn  the  trade. 

Mr.  Mr.  IflOtlier  D.  Barlingame,*  Mem.  Am.  Soc.  M.  £.,  said  that  in  the 

Barlingune.  East  they  had.  found  trouble  in  keeping  up  the  number  of  skilled  molders. 
They  have  school  work  for  the  boys  in  the  foundry,  dividing  the  work 
into  classes,  so  as  to  give  the  men  a  chance  at  different  lines  of  work. 
The  molder 's  apprentice  is  made  to  feel  that  the  trade  is  worth  while 
and  that  there  is  a  chance  for  advancement. 

Inducements  are  offered  to  men  from  the  technical  schools  to  come 
into  the  foundries.  It  is  one  of  the  best  paid  trades  in  the  mechanical 
line. 

Mr.  Mr.  Benj.  D.  Fnller,t  Mem.  Am.  Soc.  M.  E.  (by  letter).    Referring  to 

Fuller,  the  statement  of  Mr.  West,  concerning  the  factors  involved  in  the  ad- 
vancement in  core  making  and  ipolding,  he  believed  that  a  better  knowl- 
edge of  the  proper  material  for  a  given  class  of  castings  has  been  of 

t  ConB.  Engr.,  San  Francisco,  Calif. 

*  Indastrial  Sapt.,  Brown  k  Sharpe  Mfg.  Co.,  Proridence,  R.  I. 

t  Supt.  of  Foundries,  Westinghouse  Elec.  k  Mfg.  Co.,  Cleveland,  Ohio. 
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equal  importance.    In  cores  the  use  of  the  proper  sand,  the  suitable  core     ^r> 
binder  and  the  introduction  of  mixing  machines  to  properly  mix  sand  ^^l®'- 
and  binder,  added  to  the  use  of  better  ovens  to  properly  dry  the  cores, 
have  resulted  in  marked  advancement.     Such  economies  as  the  saving  of 
50%  of  binder  are  made  by  using  mechanical  mixers  over  hand  mixing. 
Better  cores  resalt  from  the  use  of  the  evenly  mixed  and  tempered  sand. 

A  comparatively  recent  and  valuable  addition  to  the  core  room,  and 
one  not  mentioned  by  Mr.  West,  is  the  machine  whereby  the  sand  is  in- 
jected into  the  core  box  by  a  blast  of  compressed  air.  Fine  results  are 
being  obtained  from  the  use  of  this  machine  and  its  possibilities  are  great. 
The  principle  is  also  being  applied  to  a  machine  for  the  making  of  molds, 
but  has  not,  as  yet,  met  with  the  same  degree  of  success  as  the  core- 
making  machine,  although  promising  much. 

In  the  cleaning  room,  in  addition  to  introducing  proper  tools  and  equip- 
ment, much  is  to  be  gained  by  a  study  of  the  proper  lay-out,  in  order  that 
castings  from  the  time  of  leaving  the  molding  floor  may  always  advance 
to  the  shipper,  not  accumulate  and  "back  track'',  causing  congestion, 
delay,  etc. 

As  Mr.  West  says,  ''Thousands  of  dollars  have  been  misspent  in  the 
endeavor  to  use  machinery  equipment,  etc ' '.  This  is  true  and  marks  a  step 
in  the  advancement  of  the  founding  business.  The  molding  machine,  in- 
valuable when  properly  applied  and  used,  is  often  applied  when  a  proper 
study  of  pattern  construction  and  the  use  of  match  boards  with  flasks  to  suit, 
will  produce  better  results  with  a  much  less  outlay  of  money  and  time. 
This  applies  chiefly  to  patterns  from  which  castings  are  ordered  in  limited 
amounts.  When  molding  machines  were  first  introduced  it  was  generally 
thought  that  their  use  applied  to  the  simpler  form  of  pattern  only;  this 
has  been  disproved.  The  proper  pattern  construction,  in  connection  with 
the  machine,  has  resulted  in  astonishing  improvement  in  quantity  and 
quality  of  production. 

Mr.  West  might  well  have  mentioned  the  fact,  that  in  the  pattern 
shop  lies  a  great  factor  for  the  success  or  failure  of  the  foundry.  Where 
the  foundry  manager  is  capable,  he  should  be  consulted  as  to  the  pattern 
construction;  he  should  in  fact  dictate  the  form  and  style  of  construction. 

In  molding  a  barrel-shaped  casting,  if  the  outer  circumference  of  the 
pattern  were  separate  staves  attached  to  a  center  core  or  to  heads  similar 
to  barrel  heads,  the  easting  could  be  made  in  the  drag,  a  simple  form  of 
mold.  But,  naturally,  most  pattern  makers  would  separate  the  pattern  in 
the  center,  forcing  the  construction  of  a  much  more  complicated  mold  and 
resulting  in  an  inferior  casting  due  to  parting  line,  shifts  and  fins. 

Foundries  generally  do  not  attach  sufficient  importance  to  the  tem- 
pering of  sand.  It  will  be  found  a  paying  proposition  in  the  majority  of 
plants  to  employ  sufficient  help  to  work  as  a  night  force,  removing  cast- 
ings from  molding  floors  to  cleaning  room,  wetting  down  and  tempering 
sand,  passing  same  through  a  mechanical  riddling  machine  or  through  an 
inclined  screen  such  as  is  used  in  street  work  or  building  operations  to 
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Mr.  screen  out  gravel.  Sand  on  the  molder  's  floor  after  the  casting  is  shaken 
Fuller,  out,  wet  down,  cut  over  once  and  passed  through  a  screen,  will  be  found  in 
the  morning,  when  the  molder  arrives,  to  be  in  fine  condition,  permitting 
of  his  starting  to  mold  at  once  and  resulting  in  an  improved  product  and 
the  saving  of  many  a  bad  casting,  there  being  no  greater  source  of  poor 
product  than  improperly  tempered  sand. 

The  gases  formed  when  a  mold  is  poured  must  have  full  vent  or  pass- 
age of  escape.  A  mechanically  rammed  mold  being  of  even  density  offers 
less  resistance  to  the  escape  of  gases  than  a  mold  rammed  by  hand,  aa  each 
stroke  of  the  rammer  leaves  a  dense  spot  at  the  rammer's  point.  These 
dense  spots  offer  an  obstruction  to  the  escaping  gases,  causing  the  flow  to 
zig  zag  about  in  a  manner  not  met  with  in  an  evenly  rammed  mold  such 
as  results  from  mechanical  ramming  by  the  jarring  or  squeezing  method. 
This  explains  the  reason  for  the  free  use  of  the  vent  wire  in  hand  work, 
not  found  necessary  in  machine  molding. 

The  proper  handling  of  the  cupola  has  come  in  for  more  attention 
than  in  the  past  and  is  such  an  important  factor  as  to  call  for  careful 
study.  Good  coke,  proper  tuyeres,  proper  blast  pressure,  fluxes,  etc.,  mean 
much.  Our  most  successful  founders  today  fully  recognize  this  and  their 
product  speaks  for  itself. 
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During  the  past  10  years,  great  developments  have  taken 
place  in  the  art  of  forging,  and  over  the  widening  field  of  indus- 
tries, requirements  in  forgings  have  increased  rapidly. 

In  the  first  place,  larger  forgings  are  required,  particularly 
for  the  increased  calibre  of  guns  that  have  been  coming  into  use, 
and  for  turbine  drums,  wheels  and  spindles;  in  many  cases  re- 
quiring an  ingot  of  as  much  as  100  tons  weight. 

In  the  second  place,  forgings  are  being  much  more  exten- 
sively used  in  preference  to  steel  castings.  This  applies  particu- 
larly to  marine  work  where  reliability  is  the  first  consideration, 
and  some  saving  in  weight  is  of  more  consequence  than  economy 
in  production.  It  also  applies  largely  to  forgings  of  all  kinds 
for  general  engineering  work.  When  steel  castings  were  intro- 
duced they  were  used  in  many  cases  to  replace  forgings,  at  first 
often  made  in  iron  and  subsequently  in  steel,  the  steel  castings 
effecting  a  great  saving  in  the  cost  of  machining,  particularly  in 
the  case  of  articles  of  intricate  form.  But  the  introduction  of 
high  speed  steel  during  the  last  15  years  has  so  reduced  the  cost 
of  machining  that  forgings  have  been  replacing  castings,  in  many 
cases  advantageously  as  regards  the  cost  of  production,  and  their 
use  in  this  direction  is  continually  extending.  This  development 
is  greatly  assisted  by  the  improvements  that  have  been  made  in 
the  aH  of  forging. 

For  the  production  of  the  heavier  forgings,  presses  have 
been  used  in  preference  to  hammers  for  as  much  as  30  years  in 
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many  of  the  large  steel  works,  but  such  presses  are  comparatively 
slow  in  their  action  and  it  is  only  within  the  last  10  years  that 
great  improvements  have  been  made  in  their  design  and  con- 
struction, and  more  particularly  in  their  speed  of  working,  which 
have  rendered  presses  suitable  for  almost  all  classes  of  work, 
except  the  lightest  forgings,  which  come  within  the  range  of 
small  steam  hammers  or  drop  stamps. 

COMPARISON  OP  rOBGING  PEESS  AND  STEAM  HAMMER. 

The  press  possesses  many  advantages  over  the  hammer  in 
its  effect  on  the  material,  in  the  manipulation  of  the  forging, 
in  output  and  economy  in  working,  and  in  absence  of  noise  and 
vibration,  which,  in  the  case  of  heavy  hammers,  is  always  objec- 
tionable and  often  detrimental  to  adjacent  buildings  and 
machinery. 
Effect  on  the  Material 

Dealing  first  with  the  effect  on  the  material,  the  squeeze 
of  the  press  penetrates  to  the  centre  of  the  forging,  as  is  evi- 
denced by  the  bulging  of  the  sides  of  the  forging  at  each 
stroke ;  whereas,  the  blow  of  the  hammer  has  much  more  of  a 
surface  effect,  often  leaving  the  sides  of  the  forging  quite  con- 
cave unless  the  power  of  the  hammer  is  very  ample.  As  a 
result  of  this  difference  of  action,  the  hammered  forging  shows 
a  slightly  finer  texture  on  the  surface  but  a  distinctly  more 
open  grain  of  metal  towards  the  centre  of  the  forging ;  whereas, 
the  pressed  forging  shows  a  fairly  fine  and  practically  uniform 
texture  throughout  the  entire  section.  Individual  tests  may 
not  always  show  a  very  marked  difference  between  pressed 
and  hammered  forgings  because  a  good  deal  depends  on  the 
relative  powers  of  press  and  hammer  to  the  size  of  the  forging, 
the  temperature  at  which  the  work  is  done,  and  the  subsequent 
annealing  or  heat  treatment,  but  in  the  course  of  the  regular 
manufacture  of  tyres,  for  example,  it  has  been  found  that  much 
better  and  more  reliable  tests  have  been  obtained  from  the  press 
than  from  the  hammer.  This  advantage  of  the  press  is  recog- 
nized by  Government  requirements  for  forgings  which  stipu- 
late that  for  rolled  or  hammered  steel  the  ingot  must  have  an 
initial  section  8  times  the  finished  section,  whereas  those 
pressed  need  have  only  4  times  the  initial  section. 
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Manipulation  of  the  Forging. 

For  the  expeditious  and  accurate  manufacture  of  forgings, 
a  great  deal  depends  on  the  ease  and  convenience  with  which 
the  forging  itself  and  the  tools  required  for  its  production  can 
be  handled,  and  comparing  the  action  of  a  press  with  the  blow 
of  a  hammer,  it  will  be  readily  understood  that  the  advantage 
in  these  respects  is  entirely  on  the  side  of  the  press.  In  the 
first  place,  it  is  much  more  essential  in  working  under  a  ham- 
mer that  the  forging  should  lie  true  on  the  anvil,  otherwise  a 
fair  blow  cannot  be  struck  and  an  objectionable  shock  may  be 
caused  to  the  crane  carrying  the  forging  and,  perhaps,  also  to 
the  men  who  are  manipulating  it;  whereas  a  press  will  bring 
the  forging  to  its  correct  position  on  the  anvil  without  caus- 
ing any  jar  and  without  interfering  with  the  effect  of  the  forg- 
ing stroke. 

When  using  tools  under  a  hammer,  much  greater  care  must 
be  used  to  place  them  correctly  and  to  hold  them  in  position 
because  the  repeated  blows  of  the  hammer  tend  to  displace 
them.  A  press,  on  the  other  hand,  once  the  tool  is  correctly 
placed,  holds  it  in  position  until  the  cutting  or  forging  stroke 
is  completed.  This  enables  such  work  as  cutting  or  necking  to 
be  done  much  more  easily  and  accurately  under  a  press  than 
under  a  hammer.  For  making  a  tapered  forging  with  a  press,  a 
wedge  shaped  block  to  give  the  correct  taper  can  be  laid  on  the 
anvil  without  any  fixing.  With  a  hammer,  such  an  arrange- 
ment would  require  fixing  to  prevent  its  being  displaced.  To 
forge  accurately  to  size  with  large  presses,  a  scale  or  indicator 
dial  can  be  used,  worked  from  the  crosshead,  which  enables  the 
operator  to  read  the  reduction  made  at  each  stroke  and  to  work 
the  forging  down  to  the  fijiished  size  without  any  measuring. 
With  small  presses,  a  gauge  piece  is  often  used  between  the  tool 
faces  which  enables  the  forging  to  be  made  exact  to  size.  With 
a  hammer  neither  of  these  methods  can  be  used  conveniently. 
Output. 

In  almost  all  classes  of  work,  the  press  has  a  great  ad- 
vantage over  the  hammer  in  the  matter  of  output.  The  blow  of 
the  hammer  produces  a  very  limited  effect,  generally  reducing 
the  forging  by  only  the  fraction  of  an  inch,  whereas  the  press 
will  make  a  reduction  of  several  inches  per  stroke  which,  in 
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Mtrnltfhtforward  coRinng  or  rough  forging  work^  naturally  in- 
i^r<*iiM<tM  tho  output  enormously.    A  good  modem  forging  press 
of  2(H)()  torm  will  make  as  much  as  twenty  3^^  (75  mm)  strokes, 
i>r  A  total  penetration  or  reduction  of  the  forging  of  60  inches 
( inoO  mm)  per  minute.    In  rounding  up  or  finishing  a  forging, 
Nuch  a  pnms  will  work  up  to  60  strokes  a  minute  so  that  it  is  as 
fHNt  HN  a  harrmier  in  finishing  and  much  superior  to  a  hammer 
In  (lotftfiritf  and  rough  forging.    As  an  instance  of  the  output 
ohtiiituiblo  with  a  modern  quick  acting  press,  a  2000-ton  press 
of  \\w  Htoum  intonHifl(»r  type  starting  with  a  45-inch  (1.143  m) 
liiliot  luiN  (*om:k('<1  down  and  finished  a  30-ft.  (9  metres)  length 
of  woll-liuinhod,  lo-iuch  (381  mm)  shaft  in  one  heat,  using  only 
flat  tooU.     With  a  hammer  of  equivalent  power,  this  work 
would  hnvo  ro(|uired  not  less  than  3  heats.     As  another  in- 
HtHUiMS  H  lOOO-ton  prtniH,  working  on  24-inch  (600  mm)  ingots, 
huN  for^od  31  touM  of  15-inch  (375  mm)  round  shafts  in  8  hours, 
auil  m  uuioh  as  34  tons  of  miscellaneous  forgings  have  been 
produ4^od  in  8  hours  by  the  same  press.    These  are  undoubtedly 
porforuuuu*o«  which  could  not  be  approached  by  any  hammer. 
With  forgings  of  a  more  intricate  shape,  the  advantages 
of  A  quiok  noting  press  over  a  hammer  are  even  more  marked, 
booHuse  the  same  advantage  in  speed  of  penetration  is  ob- 
tniutnl  eombiutHi  with  much  greater  facility  in  handling  the 
for>:iug  Hud»  at  the  same  time,  the  production  of  a  forging 
uuKiv  awurate  to  ^hape  and  size.    As  an  instance,  an  800-ton 
)MV>ii^  which  is  nominally  equivalent  to  a  7-ton  hammer,  has 
pr\HluctHl  the  fon;iug8  for  an  anchor  weighing  11  tons  in  3 
vls\\5i.    l>\*|HMrl^\  this  siize  of  work  should  have  been  done  under 
A  pt\t»  ivf  l:XX>  tv>iw  which  cimld  have  cut  the  time  occupied  to 
aKnU  vvne  hiiU\    lu  c^uuimrison,  Mr.  Chester  L.  Lucas  (in  Ma- 
chuicr\\  New  W^rk.  Feb..  15>10\  mentions  an  S-ton  anchor  as 
Ih-^ui^  t\>rvre\l  uuvler  a  iv^tou  hammer,  which  is  eiiuivalent  to  a 
l.HV^tvm  prcTSiK  th^  time  oov*upie\l  being  27  viays.    This  anchor 
\^.^  Uv^  vloubt  vvf  trv^u  which  wvHiUl  take  much  longer  to  n&ake 
•h.ti'^  a  ^t^v{  tVr>5:'ii^.  auvl  the  tiute  ixvupic^l  in  its  manufacture 
*5,  sC'^t  prv^NAbsV-  hvt\e  Kvu  very  cvuu^idcrably  revUuvvl;  but  un- 
vlou>:i.v.>   the  ;ivi> ;i*^tt;fc^  iu  vnitput  of  the  press  in  the  case  of 
^uvh    it:rtc^:e  tVr^^-?:^  ^  itixwh  v:rev^:er  th^u  in  strai^rhtfonrard 
^or^      I;  *j^  ^^*  >ikvU  tv*  tv^dur  lu  miiid  thdi:  the  much  areater 
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accuracy  to  shape  and  size  of  the  forgings  produced  under  the 
press,  compared  with  similar  work  done  under  the  hammer, 
effects  a  great  saving  in  time  and  cost  of  machining. 

Hollow  forging  is  another  class  of  work  for  which  the  press  is 
much  better  adapted  than  the  hammer.  This  is  particularly 
the  case  in  expanding  operations  for  making  hoops  or  drums, 
because  the  mandril  and  its  supports  stand  up  far  better 
against  the  squeeze  of  the  press  than  against  the  blow  of  the 
hammer,  resulting  in  more  expeditious  and  better  work. 
Economy  in  Working. 

The  principal  factor  in  economy  in  working  is  the  much 
larger  amount  of  work  that  can  be  done  in  a  heat  under  a  good 
quick  acting  press  than  under  a  hammer,  as  there  is  not  only 
the  actual  saving  in  time  but  considerably  fewer  heats  are  re- 
quired to  produce  the  same  weight  of  forgings  and  conse- 
quently the  expenditure  in  fuel  in  reheating  is  greatly  reduced. 
Besides  this,  the  steam  consumption  of  a  good  modern  press  is 
barely  half  that  of  a  hammer  for  the  same  output.  Actual 
results  over  extended  periods  with  presses  have  shown  that  in 
the  production  of  solid,  heavy  forgings,  such  as  shafts,  the 
consumption  of  coal  for  steam  production  averages  3  cwt.  (150 
kilogrammes)  per  ton  of  forgings,  but  for  general  work  the  eon- 
sumption  may  be  taken  at  from  3  to  5  cwt.  (150  to  250  kilo- 
grammes) per  ton.  It  is  evident  that  with  a  hammer  a  great 
deal  of  useful  work  is  lost  in  vibrations,  and  in  a  paper  on 
Power  Forging,  with  special  reference  to  forging  presses,  by 
Gerdau  &  Mesta,  published  in  the  Journal  of  the  American 
Engineer,  July,  1911,  it  is  assumed  that  this  loss  amounts  to 
one  third  of  the  useful  work,  which  is  probably  not  over  the 
mark.  A  calculation  by  the  same  authors  gives  the  following 
results  for  equivalent  powers  of  hammer  and  press. 

Steam  hammer,  per   stroke 8  lbs.  (3.73  kilogrammes)  steam 

Steam,  hydraulic  press,  per  stroke 3.7  lbs.  (1.68  kilogrammes)  steam 

An  exact  comparison  is  difficult  to  obtain,  but  the  state- 
ment made  above,  that  the  steam  consumption  of  a  good  mod- 
ern press  is  barely  half  that  of  a  hammer  under  average  work- 
ing conditions,  is  probably  well  within  the  mark. 

When  coal  fired  furnaces  are  used  for  heating  the  forgings, 
it  is  often  possible,  by  means  of  the  waste  heat  from  the  fur- 
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naces,  to  raise  sufficient  steam  for  working  the  press.  This  is 
generally  more  convenient  and  economical  than  using  gas  fired 
heating  furnaces  and  independently  fired  boilers. 

Absence  of  Noise  and  Vibration. 

The  press  with  its  silent  working  and  absence  of  vibration 
contrasts  very  favourably  with  the  hammer  which  causes  much 
inconvenience  and  often  considerable  detriment  to  adjacent 
furnaces  and  buildings  and  to  the  working  of  any  machine 
tools  in  its  vicinity.  In  many  cases,  the  inconvenience  caused 
by  hammers  to  adjacent  establishments  has  been  so  great  that, 
on  this  account,  it  has  been  necessary  to  replace  them  by 
presses.  Besides  this,  the  foundation  required  for  the  press  is 
very  small  and  inexpensive  compared  with  what  is  required  for 
a  hammer,  and  when  the  nature  of  the  soil  is  unfavourable,  this 
difference  is  accentuated.  The  working  of  the  press  is  also 
much  less  detrimental  to  the  tools,  which  can  often  be  of 
cheaper  construction  and  require  less  frequent  renewals. 

Capacity  of  Press  and  Equivalent  Power  of  Hammer. 

The  following  table,  which  gives  the  maximum  diameter 
of  ingot  that  each  power  of  press  is  capable  of  dealing  with  effect- 
ively and  the  equivalent  power  of  steam  hammer,  will  be  of 
assistance  in  making  a  comparison  of  the  two  methods  of 
forging. 


Diameter  of 

Ingot. 

Power  of  Press. 

Power  of  I 

Inches. 

mm. 

Tons. 

Tons. 

5 

125 

100 

0.50 

6 

150 

150 

0.75 

8 

200 

200 

1 

10 

250 

300 

2 

12 

300 

400 

3 

14 

350 

500 

4 

16 

400 

600 

5 

20 

500 

800 

7 

24 

600 

1000 

10 

30 

750 

1200 

15 

36 

900 

1500 

20 

48 

1200 

2000 

40 

60 

1500 

3000 

80 

72 

1800 

4000 

120 

84 

2100 

5000 

96 

2400 

6000 
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Prom  this  table,  it  will  be  seen  that  the  power  of  the  press 
bears  a  fairly  direct  proportion  to  the  diameter  of  the  ingot, 
but  the  power  of  the  hammer  required  increases  much  more 
rapidly,  being  nearly  proportional  to  the  square  of  the  diame- 
ter or  the  sectional  area  of  the  ingot.  For  instance,  for  an 
ingot  24  inches  (600  mm)  diameter,  the  power  of  press  is  1000 
tons  and  the  hammer  10  tons,  but  for  a  48-inch  (1200  mm) 
ingot,  the  power  of  press  is  2000  tons  and  the  corresponding 
hammer  40  tons,  and  consequently  the  heavier  the  work  the 
greater  is  the  advantage  of  the  press  over  the  hammer. 

As  stated  above,  for  the  heavier  classes  of  work,  presses 
have  been  used  in  many  of  the  principal  steel  works  for  as 
much  as  30  years,  the  power  of  such  presses  most  generally 
used,  up  to  20  years  ago,  being  from  2000  to  3000  tons,  though 
during  this  period  some  much  more  powerful  presses  up  to 
10,000  tons  have  been  put  down  for  forging  armour  plate  and 
special  purposes.  During  the  next  10  years,  that  is  up  to  10 
years  ago,  owing  to  the  increased  size  of  guns  and  other  forg- 
ings  required,  a  good  many  presses  of  4000  tons  have  been 
adopted.  During  the  last  10  years,  that  is  up  to  the  present 
date,  owing  to  the  further  increase  in  the  size  of  guns  and  also 
to  the  larger  forgings  required  for  marine  work,  particularly 
turbine  drums  and  spindles,  the  power  of  press  required  has 
increased  correspondingly,  6000  tons  being  the  power  most 
recently  adopted  for  the  heaviest  work  of  this  class. 

METHOD  OF  DRIVING  PRESS. 

To  explain  the  development  in  the  use  of  the  press  some 
mention  must  be  made  of  the  improvements  that  have  been 
introduced  in  the  method  of  driving. 

The  earlier  forging  presses  have  generally  been  driven  by 
means  of  pumping  engines  working  direct  into  the  press  cylin- 
ders, the  working  pressure  being  usually  from  2l^  to  3  tons  per 
square  inch  (400  to  480  kilos  per  cm^).  For  large  presses  this 
method  gives  satisfactory  results,  but  it  has  never  been  used  to 
any  extent  for  presses  of  medium  or  small  power  for  which 
greater  simplicity  and  a  higher  speed  of  working,  especially  in 
finishing,  are  more  essential. 

Another  method  is  to  make  the  press  purely  hydraulic. 
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working  it  from  an  accumulator.  For  certain  special  work, 
such  as  piercing  projectiles  or  billets  for  tube  making  in  which 
a  long  stroke  without  any  pause  is  desirable,  this  system  is 
undoubtedly  the  best.  For  ordinary  forging  operations,  how- 
ever, for  which  a  short  rapid  stroke  is  essential,  this  system  has 
only  been  adopted  to  a  limited  extent  and  is  applicable  only  to 
presses  of  comparatively  small  power. 

The  system  that  fulfills  the  requirements  of  forging  best  is 
the  steam,  hydraulic  intensifier.  For  a  good  many  years  it  has 
been  used  to  some  extent,  but  it  is  only  within  the  last  10  years 
that  it  has  come  into  general  use  and  been  adopted  extensively 
for  presses  of  small  and  medium  power  as  well  as  for  the  heav- 
iest forging  presses.  The  advantages  of  the  steam  intensifier 
press  are  that,  in  its  latest  and  best  form,  it  is  capable  of  ful- 
filling adequately  all  the  requirements  of  forging.  These  in- 
clude sufficient  rapidity  of  action  in  all  its  movements,  that  is, 
the  idle  stroke  when  lifting  the  presshead  and  bringing  it  down 
to  its  work  and  the  forging  stroke  or  penetration.  The  idle 
stroke  should  be  from  6  inches  to  12  inches  (152  mm  to  305  mm) 
a  second,  according  to  the  power  of  the  press  and  the  nature  of 
the  work,  and  the  forging  stroke  up  to  3  inches  (76  mm)  per 
second,  according  to  the  resistance  of  the  forging.  Also  there 
should  be  no  pause  or  dwell  either  when  the  tool  first  touches 
the  work,  that  is,  before  the  forging  stroke  commences,  or  at 
the  end  of  the  forging  stroke;  that  is  to  say,  the  return  stroke 
should  commence  directly  the  penetration  is  completed,  any 
pause  causing  loss  of  time  as  well  as  chilling  the  forging.  The 
length  of  the  forging  stroke  is  usually  from  1  inch  (25  mm)  up 
to  6  inches  (150  mm)  or  8  inches  (200  mm)  in  the  case  of  very 
large  presses,  and  the  speed  of  such  forging  from  10  up  to  50 
strokes  a  minute,  a  total  penetration  of  60  inches  (1500  mm)  a 
minute  being  obtainable  when  the  power  of  the  press  is  well 
up  to  its  work  and  the  forging  handled  expeditiously.  For 
rounding  or  finishing  a  forging,  a  very  rapid  stroke  is  desir- 
able; a  good  intensifier  press  of  as  much  as  6000  tons  being 
capable  of  working  up  to  40  strokes  a  minute  and  smaller 
presses  proportionately  quicker  up  to  100  strokes  a  minute. 
With  these  speeds  of  working,  an  efficient  control  gear  is  desir- 
able both  to  limit  the  forging  stroke  and  also  to  prevent  any 
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oveminning  of  the  intensifier  in  case  the  load  on  the  press  is 
Buddenl;  removed,  owing  to  the  forging  or  tool  slipping  or 
other  accidental  cauae.  So  sueceaBfully  has  efficient  control 
gear  been  applied  to  intensifier  preasea  that  the;  ean  be  worked 
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quite  safely  and  easily  at  the  high  speeds  mentioned.  Presses 
already  constructed  on  this  system  range  from  100  up  to  6000 
tons  power,  the  larger  presses  giving  proportionally  equally  as 
good  results  both  in  forging  and  in  rapid  finishing  strokes. 
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FORGING  OPERATIONS. 

Fig.  1  illustrates  an  up  to  date  forging  press  of  6000  tons 
power,  engaged  in  forging  a  solid  shaft.  This  press  is  driven 
by  two  intensifiers,  arranged  to  work  simultaneously  or  inde- 
pendently by  means  of  catches  on  the  handing  lever.  Work- 
ing simultaneously,  the  intensifiers  give  a  forging  stroke  of  10 
inches  (250  mm)  and  a  speed  of  from  6  to  10  strokes  a  minute 
according  to  the  penetration  required.  When  short  strokes  for 
finishing  are  required,  either  intensifier  can  be  used  and  the 
press  can  be  worked  up  to  40  strokes  a  minute. 

The  full  equipment  for  such  a  press,  to  enable  it  to  deal 
advantageously  with  the  various  classes  of  work,  includes  the 
following : 

Mandrel  gear,  giving  the  mandrel  blocks  a  travel  of 
about  30  ft.  (9  metres)  on  each  side  of  the  press. 

An  extended  base  of  sufficient  strength  so  that  the  full 
power  of  the  press  can  be  exerted  on  the  mandrill  blocks 
when  they  are  spaced  at  the  maximum  distance  apart  re- 
quired for  expanding  work,  such  as  turbine  drums  or  gun 
jackets. 

Manipulating  gear  for  handling  forgings  without  the 
use  of  a  crane.  This  is  particularly  useful  for  certain 
classes  of  work,  such  as  forging  armour  plate  and  turbine 
wheels  and  also  in  some  cases  for  cogging  ingots. 

Transverse  tool  changing  gear.  This  is  useful  for  forg- 
ing crank-shafts  and  similar  work  when  it  is  desirable  to 
change  from  flat  tools  to  V  shaped  or  swaging  tools.  This 
gear  enables  both  top  and  bottom  tools  to  be  changed  very 
quickly  without  taking  the  forging  from  under  the  press. 

Turning  gear  for  rotating  the  forging.  The  most  con- 
venient form  is  a  self-contained  electrically-driven  gear, 
suspended  from  the  crane  hook.  Fig.  2  illustrates  such  a 
gear.  Preferably,  this  should  be  provided  with  a  friction 
clutch  which  slips  during  the  instant  that  the  press  grips 
the  forging. 

A  press  with  the  above  equipment  is  suitable  for  practi- 
cally all  classes  of  heavy  work  and  the  following  examples  of 
forgings  made  under  such  a  press  may  be  of  interest : 

c 
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Fig.  3  representfi  a  solid,  turbine  apindle  forging,  mad« 
from  an  SO-incIi  (2000  mm)  octagon  ingot  weighing  116  tons, 
the  finished  weight  of  the  forging  being  55  tons. 


Tlf .  2.     BlMtrickll]r-diiv*n  Tninlng  0«ai  fsi  Botatloc  Fotgliici. 

Fig.  4  represents  a  turbine  drum,  forged  and  expanded, 
made  from  a  64-inch  (1600  mm)  dia.  ingot  weighing  85  tons, 
the  weight  of  the  forging  being  35  tons. 
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Fig.  5  represents  a  hydraulic  cylinder,  forged  and  ex- 
panded. This  forging  required  an  80-inch  (2000  mm)  ingot 
weighing  116  tons;  the  finished  weight  of  the  forging  was  63^ 
tons  and  its  rough  machined  weight  as  illustrated  42  tons.  Its 
principal  dimensions  being : 

Length,  14'-1''  (4200  mm). 
Dia.  over  collar,  6'-6y2''  (2000  mm). 
Dia.  of  body,  5'-7"  (1700  mm). 
Dia.  of  bore,  46''  (1170  mm). 

For  general  forging  work,  all  large  presses,  down  to  2000 
tons  power,  should  be  fitted  with  mandril  gear  as  that  greatly 
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facilitates  the  work  under  the  press  and  the  handling  of  the 
forgings.  It  can  also  be  used  conveniently  for  changing  the 
tools  when  transverse  tool  changing  gear  is  not  included  in  the 
equipment.  For  medium  sized  presses  of  from  1000  to  1500 
tons,  a  simple  form  of  mandrel  gear  is  often  desirable  and  is 
generally  well  worth  the  comparatively  small  additional  cost. 
Amongst  the  special  classes  of  work  for  which  presses  have 
recently  been  adopted  may  be  mentioned  the  following : 


PRESENT  STATUS  OF  THE  ART  OF  FOBOINQ  63 

Tyre  Forging. 

For  slabbing  and  punching  tyre  blanks,  presses  have  been 
adopted  with  very  satisfactory  results.  Apart  from  the  eco- 
nomical side  of  the  question,  it  has  been  proved  that  tyres 
forged  under  the  press  give  distinctly  better  results  under  test 
than  the  same  steel  forged  under  the  hammer,  and  with  the 
very  high  tests  now  called  for  in  such  material,  this  is  very 
valuable.  The  power  of  press  that  has  generally  been  used 
for  this  purpose  varies  from  1200  tons  to  2000  tons,  but  in  one 
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instance  a  press  of  5000  tons  has  been  put  down  for  this  class 
of  work.  A  press  of  this  power  can  slab  the  largest  tyre  blank 
at  a  single  stroke  and  so  is  capable  of  a  very  large  output.  A 
1200  ton  press,  without  any  mechanical  appliance  for  handling 
the  blanks,  has  produced  as  much  as  40  tons  of  waggon  tyres  of 
200  kilogrammes  apiece  in  an  11-hour  shift,  and  4S  tons  of  loco- 
motive tyres  of  600  kilogrammes  apiece  in  the  same  time.  More 
power  is,  however,  preferable  for  this  class  of  work,  and  re- 
cently presses  of  1500  and  2000  tons  have  been  more  generally 
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used.  The  most  recent  instance  is  a  2000-ton  press  fitted  with  a 
manipulating  gear  and  rotating  table  which  is  illustrated  and 
described  in  the  ** Engineer",  pages  534  and  539,  Dec.  4th, 
1914.  The  rotating  table,  which  is  mounted  on  a  slide,  enables 
the  piece  to  be  carried  under  the  press  and  slabbed  very  rapidly 
by  successive  strokes,  and  the  manipulating  gear  centres  the 
blank  so  that  the  top  punch  can  be  entered  correctly  and  then 
lifts  it  on  to  the  bottom  punch,  ensuring  a  hole  truly  central 
and  without  the  formation  of  any  fin.  This  gear  entirely  dis- 
penses with  any  manual  work  in  handling  the  piece  under  the 
press  and  also  greatly  increases  the  output. 

After  the  slabbing  and  punching,  the  tyres  are  frequently 
passed  straight  on  to  a  roughing  mill  before  the  final  rolling  in 
a  finishing  mill,  but  in  some  cases,  a  second  press  is  used  for 
becking  or  expanding  the  tyres  before  rolling.  This  has  the 
advantage  of  closing  the  material  which  has  been  stressed  to 
some  extent  on  the  periphery  by  the  slabbing.  For  this  process, 
a  press  of  from  500  to  800  tons  is  generally  used  and  is  capable 
of  an  output  of  from  40  to  50  tons  in  a  shift. 
Disc  Wheels. 

During  the  last  few  years  the  use  of  disc  and  Schoen 
wheels  has  extended  very  greatly  and  consequently  the  forging 
of  these  is  a  matter  of  very  considerable  importance.  For  the 
forging  of  these,  two  methods  have  been  adopted.  One  method 
is  to  use  a  press  of  sufficient  power  to  forge  the  wheel  in  one  or 
two  operations,  the  top  tool  covering  the  whole  surface  of  the 
wheel  in  the  final  squeeze.  This  necessitates  a  very  powerful 
press  generally  of  about  8000  tons.*  By  the  use  of  the  quick 
acting  press,  such  wheels  can,  however,  be  forged  under  a  press 
of  much  smaller  power.  In  several  cases,  a  1500-ton  press, 
fitted  with  a  rotating  table  for  revolving  the  work,  has  been 
used.  In  this  case,  the  top  tool,  which  is  about  12  inches  (300 
mm)  wide,  is  made  to  the  section  of  the  wheel  so  that,  as  the 
blank  revolves,  the  successive  strokes  of  the  top  tool  on  its  sur- 
face shape  the  forging  and  spread  it  over  the  whole  surface 
of  the  bottom  circular  tool.  This  method  effects  a  great  saving 
in  the  first  cost  of  the  plant  required  for  such  work. 

*  Ref .  J.  H.  Baker,  Forging  Car  Wheels,  Proceedings  of  Engineers 
Society  of  Western  Pennsylvania,  Vol.  XXV,  pp.  165-190,  1910.  Also 
Schoen  Wheels,  Iron  and  Coal  Trades  Keview,  Vol.  44,  pp.  1124-1127. 
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Axle  Forging. 

In  the  pasty  axle  forging  has  been  done  chiefly  under  ham- 
mers, it  being  easier  with  hammers  to  get  rid  of  the  scale  and 
consequently  to  obtain  a  better  surface.  In  several  cases  re- 
cently, quick  acting  presses  have  been  used  for  the  first  process 
of  cogging  the  ingots  and  forging  the  axles  roughly  to  shape, 
and  as  some  governments  and  many  railway  companies  require 
in  the  case  of  pressed  forgings  only  half  the  sectional  reduc- 
tion that  is  called  for  when  the  ingots  are  cogged  in  a  rolling 
mill  or  under  a  hammer,  the  use  of  a  press  for  this  purpose  is 
additionally  advantageous.  The  output  of  an" 800-ton  press  in 
cogging  from  the  ingot  and  rough  forging  is  from  20  to  30  tons 
of  axles  in  a  shift. 

For  finishing  axles,  the  difficulty  of  the  scale,  mentioned 
above,  presents  itself,  but  this  has  been  to  a  great  extent  got 
over  by  the  use  of  bracken  or  other  suitable  substance  for  de- 
taching the  scale,  and  by  making  the  tools  sufficiently  wide  to 
prevent  the  scale  which  is  detached  from  being  pressed  in.  The 
finishing  tools  have  generally  three  grooves  about  12  inches 
(300  mm)  apart,  and  to  obviate  the  objectionable  side  stresses 
that  would  come  on  the  press  when  finishing  in  the  outer 
grooves,  an  arrangement  has  been  adopted  of  mounting  the 
tools  on  slides,  worked  by  power,  so  that  the  top  and  bottom 
tools  move  simultaneously  and  the  grooves  in  use  can  be 
brought  instantaneously  to  the  centre  of  the  press. 

For  the  first  process  of  cogging  and  rough  forging,  the  use 
of  presses  has  proved  very  advantageous,  and  it  seems  likely 
that  their  use  for  finishing  axles  may  also  extend. 
Cogging  Ingots. 

Many  presses  have  already  been  put  down  for  the  purpose 
of  cogging  ingots  for  special  manufactures,  the  powers  of  press 
generally  used  being  from  600  to  1200  tons.  Trials  on  special 
steels  have  proved  that  much  better  results  are  obtained  by 
cogging  such  material  under  the  press  than  by  hammering  or 
rolling.  In  the  case  however  of  steel  of  ordinary  composition 
but  which  is  required  to  be  of  specially  close  and  uniform  text- 
ure, as  for  instance  for  the  manufacture  of  material  which  has 
to  be  drawn,  it  is  found  that  cogging  under  the  press,  prior  to 
the  subsequent  processes  of  rolling  and  drawing,  produces  a 
very  great  improvement  in  the  texture  of  the  steel.    So  marked 
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is  this  improvement  that  in  some  cases  a  comparatively  small 
reduction  under  the  press  in  the  original  sectional  area  of  the 
ingot  proves  sufficient  to  give  the  desired  result. 
Shell  Forging. 

For  the  purpose  of  forging  externally  armour  piercing 
shell  up  to  the  largest  calibres  at  present  required,  quick  act- 
ing presses  of  from  1200  to  2000  tons  have  been  used  to  a  con- 
siderable extent.  For  the  processes  of  piercing  and  drawing 
which  require  a  long  continuous  stroke,  purely  hydraulic 
presses  worked  from  an  accumulator  are  much  more  suitable. 
Oeneral  Forgings. 

For  the  production  of  engineers'  and  other  general  forg- 
ings, an  up-to-date,  quick  acting  press  has  really  no  competitor. 
Its  general  advantages  over  the  steam  hammer  have  been  al- 
ready enumerated,  but  it  is  only  by  experience  of  its  capabili- 
ties in  actual  use  that  its  superiority  can  be  properly  realized. 
For  the  manufacture  of  forgings  of  simple  form  when  large 
quantities  are  required,  dies  can  be  used  and  in  many  cases  the 
forging  can  be  produced  by  a  single  stroke  of  the  press.  Dies 
can  also  often  be  used  in  the  case  of  forgings  of  more  compli- 
cated form,  but  then  it  is  generally  necessary  to  forge  the  piece 
roughly  to  shape  before  using  the  dies  to  produce  the  exact 
shape  and  dimensions  required.  This  point  is  particularly 
mentioned  because  die  forging  can  be  done  much  more  advan- 
tageously under  a  press  than  under  a  hammer,  providing  there 
is  a  fair  body  of  metal.  Generally  speaking,  it  is  only  quite 
small  forgings  and  especially  those  of  a  very  light  section 
which  are  best  made  under  a  hammer  or  drop  stamp.  With  a 
press,  the  tools  and  dies  can  be  of  a  cheaper  and  lighter  con- 
struction and  they  last  much  better  than  when  used  under 
a  hammer. 

For  many  special  manufactures  requiring  a  considerable 
number  of  similar  forgings  so  that  special  tools  and  dies  can  be 
provided,  the  use  of  high  speed  presses  has  proved  extremely 
advantageous.  Amongst  such  applications  which  have  already 
been  made,  the  following  may  be  mentioned. 

For  locomotive  and  railway  works,  for  general  small  forg- 
ings including  coupling  and  connecting  rods,  presses  of  150, 
500  and  600  tons. 
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For  stamping  crossheads  and  other  forgings  required  for 
boiler  feed  pumps,  a  600-ton  press. 

For  stamping  field-gun  carriage  forgings,  a  500-ton  press. 

For  bridge  and  structural  work,  for  such  work  as  stamping 
link  ends,  presses  of  150  and  300  tons. 

For  shipbuilding  works,  300-  and  500-ton  presses. 

For  anchor  forging,  an  800-ton  press. 

For  forging  well  boring  tools,  an  800-ton  press. 

For  the  manufacture  of  tyres  of  a  flat  rectangular  section 
for  road  vehicles,  for  the  first  process  of  slabbing  and  punching 
and  for  the  second  process  of  expanding  or  becking,  presses  of 
400  tons  of  special  construction. 

An  interesting  example  of  making  special  forgings  is  given 
by  Bruce  Browning  in  the  American  Machinist,  1909,  under 
the  heading  ** Hydraulic  Forging''.  He  describes  the  manu- 
facture of  hubs  under  a  150-ton  quick-acting  press.  These  hubs 
are  made  from  a  piece  of  round  stock.  A  wide  external  flange 
is  first  forced  up  in  the  centre  and  they  are  then  pierced  and 
the  upper  end  cupped  in  special  dies,  the  production  being  100 
hubs  in  10  hours. 

Apart,  however,  from  special  application,  presses  of  small 
and  medium  powers  are  beginning  to  be  used  to  a  very  con- 
siderable extent  for  general  engineers'  forgings  both  in  forges 
and  in  engineering  works.  The  powers  that  have  so  far  been 
used  for  this  purpose  in  engineering  works  range  from  150  to 
800  tons  and  in  forges  up  to  1500  tons,  and  it  can  be  safely 
stated  that  such  presses  have  proved  generally  very  profitable. 
In  an  engineering  works,  it  is  often  preferable  to  have  the  facil- 
ity for  producing  the  smaller  forgings  required  especially  when 
repair  work  is  undertaken,  and  the  much  wider  range  of  work 
that  can  be  done  under  a  press  than  a  hammer  is  a  substantial 
advantage.  In  a  forge,  it  is  desirable  to  have  a  suflBcient  pro- 
portion of  presses  of  medium  power  as  it  is  generally  possible 
to  keep  such  presses  more  uniformly  employed  than  the  heavier 
presses,  and  the  production  is  naturally  more  economical  when 
the  power  of  the  press  is  proportional  to  the  size  of  the  forging. 

In  several  cases,  300-ton  forging  presses  have  been  installed 
in  steel  rolling  mills  for  doing  general  repairs,  and  they  have 
proved  exceedingly  serviceable  for  this  purpose  in  enabling 
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breakdowns,  which  are  liable  to  occur  with  such  machinery, 
to  be  dealt  with  very  promptly  on  the  spot  and  thus  greatly 
reducing  the  stoppage  of  the  mill  or  other  plant. 

Another  application  which  is  of  interest  is  the  use  of  quick 
acting  presses  for  the  manufacture  of  iron  from  the  puddling 
furnace.  With  presses  of  sufScient  rapidity  of  action,  very 
satisfactory  results  have  been  obtained  both  in  quality  and 
output,  the  powers  of  presses  generally  used  for  this  purpose 
being  400  and  500  tons. 

For  naval  repair  shipm,  forging  presses  of  a  specially  com- 
pact construction  have  been  used,  generally  of  150  tons  power. 
The  advantages  of  a  press  for  this  purpose  are  that,  unlike  a 
hammer,  its  working  causes  no  inconvenient  vibration  or  dam- 
age to  the  structure  of  the  ship,  and  that  it  is  capable  of  dealing 
with  repairs  of  a  far  more  extensive  character. 

In  conclusion  it  may  be  stated  that  the  superiority  of 
presses  over  hammers  for  the  heavier  classes  of  work  has  been 
recognized  for  the  past  20  years  and  their  use  frequently 
adopted,  but  within  the  past  10  years,  owing  largely  to  improve- 
ments in  construction  and  particularly  to  increased  speed  of 
working,  their  use  has  become  much  more  general,  and  it  is 
only  within  this  latter  period  that  presses  of  medium  and  small 
powers  have  proved  a  practical  success  and  have  begun  to  be 
freely  adopted. 

Forging  presses  of  all  powers,  and  particularly  of  medium 
and  small  powers,  will  undoubtedly  come  into  much  more  ex- 
tensive use  in  the  near  future  as  foreshadowed  by  the  advance 
made  during  the  past  10  years,  and  more  especially  because  the 
increased  speed  of  working  that  has  been  attained  opens  so 
much  wider  a  field  for  their  useful  application. 
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By 

C.  YON  PHILP,  Mem.  Am.  Soc.  Meeh.  Engn. 
Sonth  Bethlehem,  Pa.,  U.  S.  A. 


By  forging,  the  author  means  the  process  of  working  iron, 
steel  or  softer  metals  into  some  definite  shape  when  they  are  in 
a  more  or  less  hard  or  pasty  condition. 

The  different  methods  of  producing  forgings  treated  in  this 
paper  are : 

Hammering, 

Pressing  and  Squeezing, 

Extrusion, 

Die-Casting, 

Bending. 

HAMMERING. 

By  this  method,  forgings  are  shaped  by  a  series  of  successive 
blows.  The  first  actual  forgings  were  made  in  this  way,  on 
anvils,  by  manual-worked  hammers  and  ordinary  blacksmith 
tools. 

The  steel  was  usually  produced  in  the  knobbling  fire,  by 
stopping  the  process  of  knobbling  before  the  metal  in  the  fire 
had  reached  a  state  of  wrought  iron.  By  this  method,  quite 
large  forgings  were  made — like  good-sized  anchors,  etc.  This 
method,  however,  is  nowadays  almost  solely  used  for  repair  work 
and  for  producing  smaller  special  articles,  since  forgings  of 
larger  size,  or  greater  quantities  of  identical  pieces,  require  bet- 
ter facilities  in  order  to  be  made  in  an  economical  way. 

The  first  step  in  this  direction  came  with  the  introduction 
of  the  trip-hammer,  in  which  the  sledge-hammer  was  substituted 
by  a  hammer-head,  operated  by  gravity  and  lifted  by  means  of 
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a  water-driven  cam  wheel.  As  larger  and  larger  forgings  came 
in  use,  more  powerful  hammers  were  required,  and  the  trip- 
hammer was  superseded  by  the  steam-hammer. 

With  the  development  of  these  hammers,  the  size  of  forg- 
ings that  could  be  made  was  greatly  increased.  The  demand  for 
very  large  forgings,  especially  for  very  large  size  shafts,  guns 
and  armor  plates,  led  to  the  increase  of  size  of  these  hammers, 
until  finally  culminating  in  the  steam-hammer  built  by  the  Beth- 
lehem Steel  Company  some  twenty-odd  years  ago.  This  hammer 
had  a  125  net  tons  falling  weight,  and  a  stroke  of  twenty  feet. 
It  was  provided  with  a  steam  valve  gear,  so  that  a  child  could 
operate  it,  in  contrast  with  those  used  in  some  European  plants, 
where  quite  a  crew  of  husky  men,  sometimes  as  high  as  five  or 
six,  were  on  the  platform.  This  enormous  hammer  was  used 
chiefly  for  armor  plate,  and  also  for  large  size  shafting. 

Die  Forging. 

It  was  foimd  at  an  early  date  that  a  great  number  of  forg- 
ings could  be  very  economically  produced  with  the  aid  of  dies 
under  hammers.  The  use  of  this  method  depends  very  much  on 
the  number  of  identical  pieces  to  be  made,  as  the  cost  of  dies 
often  is  very  high. 

Another  factor  that  governs  the  use  of  this  method  is  that 
forgings  produced  in  dies  are  uniform  and  of  more  exact  di- 
mensions than  those  made  on  an  anvil ;  hence  they  will  require 
less  machining,  and  for  many  purposes  the  forgings  can  be  used 
in  their  rough  state,  or  after  only  superficial  grindings. 

Even  for  a  rather  small  amount  of  forgings,  die  forgings 
may  be  economically  made  by  use  of  cast  dies,  or  by  prelimin- 
arily shaping  the  piece  under  hammer  and  on  anvil,  and  only 
giving  it  a  neat  finish  and  more  exact  dimensions  by  inserting 
it  in  the  die  and  striking  it  a  few  blows  under  the  hammer.  This 
process  developed  the  board  drop  hammer,  which  is  still  in  use 
in  the  manufacture  of  small  arms  and  similar  articles.  For 
larger  forgings  this  hammer  was  superseded  by  the  steam  drop 
hammer. 

This  art  of  forging  has  developed  to  such  an  extent,  that 
all  kinds  of  intricate  forgings  are  now  produced  that  could  never 
be  thought  of  when  the  old  method  was  employed. 
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Swaging  Process. 

In  the  manufacture,  the  general  rule  is,  that,  if  a  certain 
piece  can  be  produced  cold,  not  to  heat  it.  We  find  this  in  the 
cold  swaging  process,  where  material  is  drawn  out  to  a  fine 
point  or  reduced  in  cross-St3ction.  This  is  performed  in  high- 
speed forging  machines,  where  the  work  is  subjected  to  a  large 
number  of  blows  by  dies  shaped  to  the  desired  form.  This 
process  is  especially  applied  to  the  reduction  of  rods  and  tubes. 

F0BGING8  REDUCED   BY  PRESSING   AND   SQUEEZING. 

It  was  found  that  hydraulic  presses  could  be  used  for  con- 
tinuous forging  in  the  same  manner  as  a  steam>hammer,  and 
they  have  rapidly  replaced  the  latter,  especially  for  heavy  forg- 
ings,  as  the  effect  of  the  hammer  on  a  massive  forging  is  more 
superficial  than  that  of  the  press,  which  works  the  material  right 
through  to  the  center  of  the  forging. 

Another  advantage  in  the  press  forging  is  that  material 
that  can  not  stand  a  hammer  blow  will  to  advantage  stand  the 
pressure  from  a  press. 

Still  another  advantage  of  the  press  is  that  the  destructive 
vibrations  from  the  impact  of  the  hammer,  to  machinery  and 
buildings,  are  eliminated. 

This  method  of  producing  forgings  has  greatly  developed, 
and  owing  to  the  high  speed  of  the  modem  forging  presses, 
these  can  now  compete  with  the  hammers  in  producing  forgings 
of  even  comparatively  small  size.  (Fig.  1.)  Early  presses  of 
this  nature  received  their  driving  force  from  accumulators,  later 
on  by  direct  pumping  by  means  of  steam  intensifiers,  where  a 
part  of  the  energy  to  be  supplied  to  the  press  came  from  the 
fly-wheel  of  the  pump.  These  machines  were  of  the  highest 
economy  at  the  time,  but  still  not  of  the  highest  economy  obtain- 
able. 

Forgings  of  a  better  quality  could  be  made  under  these 
presses  than  under  hammers,  and  it  was  also  found  that  hollow 
forgings  could  be  produced  in  a  feasible  and  economical  manner. 

Very  large-sized  presses  of  this  nature  are  built,  for  ex- 
ample, at  the  Bethlehem  Steel  Company's  plant,  where  they 
have  been  running  for  about  twenty  years.    One  of  these,  the 
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largest  press  of  its  kind,  has  a  capacity  of  15,000  tons  and  a 
pumping  capacity  of  approximately  16,000  hp. 

The  most  modem  development  in  the  forging  line  has  been 
in  die  forging  presses. 

It  has  been  found  that,  with  modem  machinery,  the  time 
eliminated  enters  greatly  into  the  possibilities  of  changing  shapes 
of  metals. 

In  order  to  get  the  maximum  economy  out  of  presses  of  this 
kind  and  also  to  be  able  to  get  sufficient  speed,  it  is  necessary  to 
have  accumulators  of  large  capacity,  pumps  for  supplying  same, 
and  of  great  importance  are  the  hydraulic  valves  through  which 
this  water  is  supplied  to  the  machines.  The  author  has  prob- 
ably produced  the  largest  sizes  of  valves  for  this  purpose,  that  is, 
up  to  16  in.  diameter  free  opening.  In  the  running  of  these 
presses,  and  to  produce  the  highest  speed  desirable,  it  was  found 
necessary  for  the  sake  of  economy,  etc.,  to  have  a  supply  of  low- 
pressure  water  to  fill  the  press  moving  the  platen,  upper  or  lower 
as  the  case  may  be,  by  means  of  separate  cylinders  used  and 
operated  for  that  purpose.  By  following  this  method,  100  or 
more  strokes  per  minute  are  obtainable. 

The  modem  forging  press,  be  it  die  forging  press  or  flat  die 
press,  has  made  possible  endeavors  like  the  New  York  Subway, 
which  could  hardly  be  operated  at  the  speed  it  is  without  the 
solid  forged  car  wheels. 

These  presses  are  made  of  very  large  capacities,  up  to  10,- 
000  tons,  and  more,  with  productions  averaging  700  to  800  lbs, 
of  forgings  per  minute.  (Fig.  2.)  By  far  the  largest  propor- 
tions of  forgings  manufactured  in  this  manner  are  used  for  rail- 
road cars. 

One  advantage  of  the  hydraulic  forging  press  is  that  dies 
for  the  same  can  be  made  of  gray  iron  instead  of  steel,  which 
must  be  used  for  drop-hammers. 

Another  way  in  which  forgings  are  produced  by  squeezing 
is  employed  in  the  rolling  mill;  for  example,  in  the  making  of 
stmetural  shapes,  thinner  armor  plates,  car  wheels,  tires  for 
locomotive  wheels,  crushers,  etc.  The  latest  development  in  this 
class  of  forging  is  found  in  the  producing  of  long  pipes  of  large 
diameter.  This  is  accomplished  in  the  pipe-making  machine 
built  by  the  Bethlehem  Steel  Company,  by  bending  a  plate, 
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welding  the  joint  and  afterwards  giving  the  weld  a  smooth  finish 
by  rolling. 

Forgings  produced  by  upsetting  and  heading  (for  example, 
bolts  and  rivets)  are  being  made  chiefly  in  dies  by  power-driven 
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upsetting  and  forging  machines.  (Fig.  3.)  Forgings  of  this 
nature  can  now  be  made  to  advantage  in  hydraulic  presses, 
which  adapt  themselves  very  well  for  this  purpose,  as  in  these 
machines  forging  can  be  done  in  two  or  more  directions.    For 
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example,  the  machine  built  by  the  Bethlehem  Steel  Company 
which  is  the  latest  development  in  this  line. 

EXTRUSION  OF  METAL. 

By  extrusion  of  metal  is  commonly  meant  the  process  of 
pressing  metal,  in  hot  or  cold  condition,  through  a  die  or  open- 
ing of  the  size  and  shape  desired.  The  metal  is  usually  heated, 
but  some  of  the  softer  ones  are  also  worked  cold.  This,  how- 
ever, takes  considerably  more  pressure,  compared  with  what  is 
required  when  the  metal  is  heated.  On  the  other  hand,  the 
metal  by  being  worked  harder  is  improved  in  strength  and 
structure.  Even  when  extruded  at  high  temperature,  the  metal, 
being  compressed,  gets  a  finer  grain  with  a  higher  tensile 
strength. 

Another  advantage  of  this  method  is  that  intricate  cross- 
sections  can  be  given  to  the  material,  and  the  articles  produced 
get  a  very  neat  finish  and  are  so  uniform  in  size  that  the  varia- 
tion is  not  more  than  one-thousandth  part  of  an  inch,  or  even 
less.  For  this  reason,  the  extruded  metal  is  used  without  any 
machining.  This  method  is  used  in  the  manufacture  of  pipes 
and  wires  of  lead,  miscellaneous  shapes  in  brass,  shrapnels  of 
steel,  valves  for  automobile  engines  of  high  grade  steel,  rods,  etc. 

DIE    CASTING. 

Still  another  forging  method,  though  a  new-comer  and  one 
that  it  has  taken  quite  some  time  to  develop,  is  the  forcing  of 
softer  metals  than  steel  into  dies  of  miscellaneous  shapes.  This 
is  commonly  known  as  die  casting,  hot  brass  die  forging,  etc. 

By  this  method,  forgings  of  very  accurate  shape,  sharp 
contours  and  finish  are  obtained.  Even  holes  produced  in  these 
forgings  are  so  true  that  they  are  just  as  good  as  reamed  holes. 

Die  castings,  as  previously  mentioned  of  extruded  metal, 
get  a  very  high  tensile  strength  and  a  fine  and  close  grain ;  this 
on  account  of  the  pressure  to  which  they  are  subjected.  Among 
products  manufactured  by  this  method  can  be  mentioned  car- 
buretors and  instruments. 

BENDING. 

Bending,  as  a  forging  process,  was  mostly  employed  for 
flanging  boiler  heads  and  similar  articles.    Its  use  became  more 
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and  more  general,  and  when  the  steel  freight  car  made  its  ap- 
pearance, it  was  found  that  instead  of  using  stmetural  shapes, 
special  forgings  made  a  more  substantial  and  economical  prod- 
uct.   Large  dies  of  cast  iron  are  used  for  this  purpose. 


It  is  also  largely  used  in  the  ship-building  trade,  where 
flanging  is  done  more  or  less  progressively  with  the  aid  of  sec- 
tional dies;  as,  for  instance,  in  the  sectional  flanging  press,  and 
also  in  the  long  keel  benders,  which  are  made  up  to  six  hundred 
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tons  capacity,  where  plates  thirty  feet  in  length  can  be  bent  in 
one  stroke.     (Fig.  4.) 

Another  kind  of  bending  process  is  the  one  used  in  bending 
armor  plates,  where  dies  are  of  prohibitive  cost  on  account  of 
the  many  different  shapes  needed.  Here,  blocks  and  wedges  are 
used  to  produce  different  shapes,  without  which  one  die  for  each 
piece  would  be  necessary. 

Bending  and  flanging,  as  a  rule,  are  nowadays  done  under 
hydraulic  presses,  as  mentioned  above,  often  of  extremely  large 
sizes  and  capacities.     (Fig.  5.) 

HANDLING   OF  FOBGINGS. 

An  important  factor  in  modem  forging  is  the  handling  of 
the  work,  and  this  is  the  more  important,  the  larger  the  foi^ngs 
are. 

An  up-to-date  plant  for  general  forging  is  equipped  with  a 
crane  or  cranes  for  serving  the  furnaces  and  the  press.  This 
crane  may  be  a  jib  with  a  chain  block  for  small  plants,  or  an 
electric  overhead  traveling  crane  for  larger  ones. 

To  be  able  to  handle  the  work  with  the  crane,  it  is,  before 
being  removed  from  the  furnace,  fastened  in  a  chuck  by  means 
of  heavy  screws,  and  balanced  by  weights  placed  at  the  end  of 
a  bar  extended  from  the  chuck.  For  drawing  down,  and  similar 
operations,  where  the  work  has  to  be  turned  during  the  forging 
process,  use  is  made  of  a  special  turning  rigging  (Fig.  6)  sus- 
pended from  crane  hook.  This  rigging  consists  of  an  endless, 
straight  link  chain  revolved  by  an  electric  motor  through  suit- 
able gearing.  The  whole  apparatus  is  self-contained  and  is 
attached  to  the  crane  hook  by  a  flexible  connection,  thereby  re- 
lieving the  crane  from  undue  strains.  The  chuck,  with  the  work, 
is  placed  on  the  chain  and  turned  by  revolving  the  chain. 

Another  device  which,  especially  for  larger  f orgings,  is  nec- 
essary for  the  economical  handling  of  the  work  and  tools  is  the 
** manipulator''.  This  consists  of  a  bar,  operated  by  hydraulic 
or  other  power,  and  sliding  on  the  top  face  of  the  press  base. 
The  press  base  is,  for  this  purpose,  extended  on  one  or  both 
working  sides.     (Fig.  1.) 

In  hollow  forging  work  of  large  diameter,  such  as  tires,  one 


of  the  anvils  is,  by  operating  the  manipulator  bar,  slid  outside 
the  press  to  permit  the  placing  on  it  of  the  forging  bar  with  the 
work,  by  means  of  the  crane.  The  work  ia  thereafter  brought 
under  the  press  by  the  anvil,  and  when  foiling  is  ended,  the 
work  is  in  the  same  manner  again  brought  in  reach  of  the  crane. 
This  device  is  also  of  great  advantage  in  hollow  forging  work  of 
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great  length,  as  shafts,  etc.,  where  both  the  anvils  are  manipu- 
lated for  feeding  the  work  through  the  press. 

The  manipulator  is  also  of  great  help  for  changing  of  anvils 
and  dies,  as  it  enables  them  to  be  brought  in  reach  of  the  crane. 
It  might  also  be  used  for  stripping  purposes  and  in  straighten- 
ing operations. 
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HEATING  OP  FOEGINGS. 


As  a  last  tiling,  although  of  the  utmost  importance,  may  be 
mentioned  that,  in  heating  the  material,  oxidation  of  metal 
should  be  avoided.  Whatever  fuel  is  used  in  the  furnace,  it  must 
be  combusted  before  it  comes  in  contact  with  the  foiling. 
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DISCUSSION 


The  Cliainiiaii,  Mr.  G.  W.  DlcUe,*  Mem.  Am.  Soc.  M.  E.,  in  opening    Mr. 
the  discussion  stated,  that  in  his  early  days  there  had  been  very  little  Dickie 
in  the  way  of  machine  forgings,  while  at  present  it  was  often  cheaper 
to  remove  excess  material  in  the  machine  shop  than  by  careful  forging. 
Thus  much  of  the  skill  of  hand  forging  had  been  done  away  with. 

In  the  exhibits  in  the  Swedish  Building  at  the  Exposition  it  would 
be  seen  that  when  iron  gets  into  the  hands  of  a  Swede,  it  is  in  the  hands 
of  a  master. 

When  the  first  vessel  of  the  new  navy  was  built  here  in  1888,  it  was 
necessary  to  have  f orgings  for  the  shafting  made  by  Krupp,  in  Germany, 
while  at  present  the  United  States  equals  all  other  countries  in  f orgings 
for  battleships,  both  shafting  and  armor  plate. 

Forgings  are  now  being  done  more  by  pressure  than  blows,  which 
enables  work  to  be  done  which  could  not  be  accomplished  before  the 
advent  of  press  forging  methods. 

Mr.  W.  A.  Doble,t  Mem.  Am.  Soc.  M.  E.,  stated,  that  in  the  art  of    Mr. 
forging,  the  great  advantage  of  the  press  over  the  hammer  is  that  the  ^oble 
force  is  distributed  over  the  mass,  while  in  the  hammer  it  is  more  of 
a  surface  blow.      The  ends  of  a  shaft  overlap  in  hammering,  making 
a  cup  shape,  with  resulting  internal  stresses. 

Some  years  ago,  they  had  made  some  rollers  for  Mr.  Bickie  for  the 
Lick  Observatory.  As  they  came  from  the  hammer,  practically  all  of 
them  were  "piped'',  due  to  the  fact  that,  in  forging  from  the  square  to 
the  round  form,  the  forging  was  rolled  under  the  hammer,  producing  a 
hole  in  the  center. 

This  method  has  been  used  in  producing  hollow  ingots.  Boiling  pro- 
duces a  cross  movement  of  the  outer  particles. 

The  expense  connected  with  the  forging  press,  which  has  retarded  the 
development  of  the  process,  has  been  in  the  installation  of  pumps  and 
auxiliaries  rather  than  in  the  press  itself. 

The  influence  of  high-speed  steel  on  the  forging  art  has  been  greatly 
felt,  for  by  its  use  metal  is  very  quickly  removed  in  the  machine  shop 
and  less  care  is  necessary  in  forging. 

The  art  has  also  been  affected  by  the  production  of  intricate  steel 
castings,  materially  reducing  the  necessity  for  more  finished  work  from 
the  forge. 

Electric  and  oxy-acetylene  welding  has  also  had  its  effect.  Parts  are 
made  separate  and  welded  together. 

Heavy  forging  has  not  advanced  as  rapidly  on  the  Pacific  Coast  as 
in  the  East.  There  is  not  the  demand  here  for  heavy  f orgings  for  guns 
and  armor. 

He  expressed  the  opinion  that  all  steam  hammers  in  California  could 
be  profitably  scrapped  and  replaced  by  high-speed  forging  presses. 

*  Consult.  Engr.,  San  Francisco,  Calif. 

t  Chief  Engr.,  Pelton  Water  Wheel  Co.,  San  Francisco,  Calif. 
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Mr.  Mr.  H.  B.  Ifangillet  asked  for  information  as  to  the  experience  of  any 

Langille.  ^f  ^jj^  members  with  die  casting. 

A  member,  who  stated  that  he  did  not  wish  to  be  quoted,  told  of  the 
making  of  the  parts  of  an  invisible  hinge  at  a  plant  in  Brooklyn. 

The  limitations  of  the  process  were  in  the  nature  of  the  metal  which 
must  be  used.  This  must  be  soft  and  worked  at  high  temperature,  being 
squirted  under  the  pressure  of  a  plunger  into  cast  iron  dies,  no  finish  being 
necessary.    The  possible  materials  were  limited  by  the  flow  under  pressure. 

He  had  also  had  experience  with  die  castings  in  a  circulating  pump 
for  his  automobile.  They  had  not  been  a  success,  as  the  hard  water  ate 
out  the  parts,  and  two  sets  of  castings  had  been  replaced.  Finally  he  had 
substituted  brass  castings,  which  had  proved  satisfactory. 

t  Instructor,  College  of  Mechanics,  Univ.  of  California,  Berkeley,  Calif. 
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MACHINE  SHOP  EQUIPMENT,  METHODS  AND 

PROCESSES. 


By 

H.   F.   L.   ORCUTT 
Bowington,  Warwickshire,  England 


A  review  of  the  subject  of  this  paper  must  necessarily 
include  conditions  both  in  Europe  and  the  United  States.  Al- 
though the  undoubted  home  of  the  newer  engineering  methods 
is  in  the  United  States,  that  country  cannot  claim  a  monopoly 
in  ** modern"  shop  practice.  There  are  certain  conditions  pre- 
vailing in  American  machine  shops  which  are  a  direct  hindrance 
to  the  full  realization  of  the  modern  shop.  In  Europe  there 
are  in  operation  influences  and  conditions  working  distinctly 
to  the  advantage  of  the  European  manufacturer. 

A  gradual  but  certain  extension  of  the  so-called  **  Ameri- 
can" methods  and  processes  is  spreading  over  industrial  Europe. 
That  is  in  regard  to  purely  mechanical  operations,  the  division 
of  those  operations,  the  use  of  types  of  machines  for  special 
classes  of  work  and  the  adoption  of  appliances  and  tools  in  con- 
nection with  definite  types  of  machines.  The  old-fashioned 
European  *' general  engineering"  workshop  still  survives  in 
many  places  and  its  ''methods"  still  largely  influence  and  even 
control  some  of  the  newer  establishments  in  their  processes  and 
standards  of  workmanship.  In  such  shops  the  words  **  inter- 
changeable," ** standards"  and  ''accuracy"  are  glibly  used  but 
the  actual  thing  itself  is  not  carried  out  except  in  a  surpris- 
ingly few  establishments.  The  same  remarks  apply  to  more 
shops  in  America  than  is  commonly  admitted. 

Undoubtedly  the  European  manufacturer  is  gradually 
coming  to  understand  the  "cheapness  of  accuracy"  where  quan- 
tities are  concerned.  It  is  not  however  much  understood  in  any 
country  how  important  it  is  to  economical  production  to  or- 
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ganize  and  fix  ''standards"  even  where  small  quantities  are 
produced,  whether  the  work  be  of  a  light  or  heavy  nature. 

In  America  there  is  undoubtedly  a  growing  tendency  to 
push  for  output  at  the  expense  of  high  quality.  Many  manu- 
facturing establishments  organized  for  the  production  of  large 
quantities  can  rely  on  the  public  taking  articles  which  are  cer- 
tainly good  value  for  the  money,  but  which  have  short  life  and 
^re  not  of  the  highest  standard.  There  is  a  tendency  to  seek 
for  quick  and  rapid  output,  giving  less  attention  than  formerly 
to  fundamental  preparation  necessary  to  secure  accuracy  and 
■durability.  There  are  not  enough  of  the  old  type  of  American 
mechanics  in  the  States  to  meet  demands.  The  mechanic  whose 
brains  and  handiwork  made  the  small  arms,  the  sewing  machine 
And  the  typewriter  of  to-day  possible,  is  a  scarcity  in  the  Amer- 
ican motor-car  industry.  As  contrasted  with  this  it  may  be 
stated  that  the  high  quality  of  the  European  motor  car  or  auto- 
mobile is  chiefly  produced  by  the  aid  of  the  high-grade,  old- 
fashioned  engineer  who  did  his  individual  work  well  and  thor- 
oughly, and  who  is  now  assisted  by  American  designed  machines. 

A  contrasting  condition,  to  the  distinct  disadvantage  of 
the  States,  is  found  in  the  comparatively  large  number  of  good 
workmen  available  in  Europe.  Methods,  systems,  organization, 
planning,  scientific  management,  motion  studies,  time  studies, 
are  much  to  the  front  in  America.  Engineers,  men  to  carry 
out  these  ideas,  who  have  practical  mechanical  training,  are  rela- 
tively scarce.  Workmen  with  fine  touch  and  deep  knowledge 
of  the  highest  mechanical  accuracy  are  not  trained  as  they 
used  to  be,  and  in  numbers  grow  less  and  less,  compared  with 
the  enormous  strides  made  in  ''output."  In  European  engi- 
neering establishments  there  is  still  a  comparatively  large 
sprinkling  of  the  old-fashioned,  well-trained  mechanic.  He  is 
not,  as  in  the  States,  over-run  by  enormous  numbers  of  un- 
skilled men  called  for  by  the  "large  quantity"  demands  that 
exist  in  the  U.  S.  A.  On  both  sides  of  the  Atlantic  there  is  the 
same  indifference  with  employers,  with  educational  bodies  and 
particularly  with  parents,  to  the  necessity  of  the  thoroughly  prac- 
tical training  absolutely  necessary  to  produce  the  requisite 
numbers  of  skilled  men  to  carry  on  our  manufacturing  with 
-economy  and  efficiency.    All  are  after  the  dollar  with  the  least 
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effort,  seeking  the  leisure  and  pleasure  of  retirement  from  work 
in  the  quickest  possible  time.  The  working  man  by  strikes  and 
agitation  is  trying  to  increase  his  wages  without  making  extra 
efforts  to  increase  his  efficiency.  Well-to-do  parents  are  trying 
to  push  their  sons  into  positions  of  responsibility  and  high 
salaries  without  giving  them  the  training  absolutely  necessary 
to  make  intelligent  and  wise  managers. 

IMPROVEMENTS  IN  MACHINE  TOOL  DESIGN. 

There  has  been  comparatively  little  progress  made  in  the 
last  20  years  in  distinctly  new  ** types'*  of  machine  tools. 
Much  progress  has  been  made  in  detailed  development.  Actual 
new  types  of  machines  are  rare,  and  the  same  may  be  said 
of  mechanical  operations.  Detailed  alterations  are  endless  and 
important.  The  ordinary  mechanical  operations  and  types  of 
machines  on  which  these  operations  are  performed  are  so  well 
known  that  they  need  not  be  reviewed.  It  wiU  be  well  how- 
ever to  draw  attention  to  some  of  the  more  important  feat- 
ures of  latter  day  development.  The  details  to  be  reviewed 
have  been  a  step  by  step  growth  during  the  last  15  years.  They 
are  not  always  appreciated  by  those  who  have  under  consideration 
the  purchase  of  machinery  and  are  not  always  used  to  the  full 
benefit  by  manufacturers  in  reducing  costs  and  increasing  output. 

Among  the  most  important  improvements  of  machine  tool 
design  the  following  may  be  mentioned : 

1.  Single  pulley  drive. 

2.  Change  gear  boxes. 

3.  Independent  motor  drive. 

4.  BaU  and  roller  bearings. 

5.  Speeding  up  of  idle  movements,  quick  power  returns  and  auto- 

matic movements  when  not  cutting. 

6.  Provision  for  cutting  and  cooling  fluids. 

7.  Provision  for  better  lubrication. 

8.  Increased  precision. 

9.  Chain  drive. 

10.    Bigidity  in  design. 

No  one  factor  can  be  mentioned  which  has  had  so  much 
influence  on  the  design  of  the  modem  machine  tool  as  the  intro* 
■duction  of  high  speed  steel.  To  get  the  full  benefit  of  this  mar- 
vellous material  it  has  been  necessary  to  alter  details  in  nearly 
Ihe    whole  line  of  machines  that  are  used  in  the  ordinary 
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processes  of  production.  A  machine  tool  in  which  high  speed 
steel  can  be  used  to  full  advantage  should  be  designed  and  con- 
structed to  meet  requirements  in  some  respects  revolutionary 
compared  with  the  older  features  of  construction. 

Higher  cutting  speeds  must  be  maintained.  Great  rigidity 
is  necessary.  Feed  mechanisms  must  be  revised  to  give  greater 
range ;  and  higher  velocities,  more  power  and  positive  drives  are 
essential.  Increased  accuracy  is  desirable  to  withstand  greater 
wear  of  rapid  motions.  Especially,  attention  must  be  given  to 
supply  and  control  of  cutting  fluids.  A  machine  tool  which 
does  not  possess  features  of  design  and  workmanship  covering 
the  above  details  should  not  be  purchased,  if  the  full  benefits 
of  the  use  of  high  speed  steel  are  desired.  Yet  it  is  astonish- 
ing how  many  machines  are  made  and  sold  with  some  or  all 
of  the  features  mentioned  entirely  wanting  or  only  half  devel- 
oped. And  it  is  also  astonishing  how  many  machines  are  in  use 
in  which  these  features  are  well  worked  out,  and  still  little  or 
no  benefit  derived  from  them  by  their  purchasers.  In  view  of 
the  certain  demonstrated  efficiency  of  high  speed  steel,  it  is  won- 
derful how  many  machines  are  being  used  today  (even  with 
cutting  tools  made  of  high  speed  steel)  with  feeds  and  speeds 
that  were  taught  in  our  shops  30  years  ago.  There  is  a  reason 
for  this  condition,  which  will  be  dealt  with  later  on,  that  has 
very  little  to  do  with  the  design  or  construction  of  the  machines. 
At  any  rate  the  machine  tool  makers  know  of  the  possibilities  in 
rapid  production  due  to  the  use  of  high  speed  steels.  Some  of 
the  improvements  made  will  be  briefly  mentioned. 
The  Single  Pulley  Drive. 

This  is  not  a  ** luxury,"  as  considered  by  many,  and  is  a 
necessity  to  rapid  production  except  in  cases  where  only  very 
light  cuts  are  called  for.  It  makes  possible  a  very  strong  belt 
pull  at  all  speeds.  Combined  with  a  good  gear  box,  it  covers  a 
large  range  of  speeds.  In  most  cases  countershafts  can  be  dis- 
pensed with  as  well  as  belting  with  its  uncertainties  and  costs  of 
upkeep. 
Feed  Change  Oear  Boxes. 

These  usually  take  the  place  of  groups  of  small  cone 
pulleys  and  numerous  belts.  They  give  positive  motions, 
quickly  altered,  and  an  increased  variety  of  feeds. 
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Independent  Motor  Driyes. 

They  are  usually  more  practically  applicable  to  the  larger 
machine  tools  than  to  the  small  types.  They  assist  very  much 
in  the  locating  and  grouping  of  heavier  machinery,  making 
possible  the  most  economic  and  methodical  arrangements  of 
plant  regardless  of  main  shaft  drives.  They  are  not  of  much 
value  usually  to  small  machines,  which  are  as  a  rule  arranged 
in  groups  which  can  be  driven  from  a  common  motor  and  line 
shaft.  The  expense  of  individual  motor  drive  is  hardly  war- 
ranted in  small  machinery.  The  ** patch-work"  design  of  many 
machine  tool  makers  in  the  application  of  motor  drive  has  cer- 
tainly done  much  to  discredit  its  extensive  use. 
Ball  and  Boiler  Bearings. 

These  have  been  introduced  in  many  places  in  ma- 
chine tool  design  making  it  possible  to  run  at  high  speeds 
for  long  continuous  service.  They  have  helped  the  designer 
to  meet  diflSculties  hard  to  overcome  in  any  other  way.  The 
ball  bearings  which  have  reached  so  high  a  state  of  perfec- 
tion in  the  motor  car  will  be  used  still  more  extensively  by  the 
machine  tool  designer.  The  roller  bearing  also  is  finding  its 
way,  and  is  replacing  the  ball  bearing  in  many  cases. 
Speeding  np  of  Idle  Movements. 

This  feature  of  machine  tool  construction  has  not  had  the 
attention  it  deserves.  Its  importance  has  not  been  pressed  home 
to  the  user,  due  largely  to  conditions  of  management  and  the 
lack  of  efficiency  studies.  It  is  quite  clear  that  as  actual  cut- 
ting speeds  increase,  the  time  occupied  between  the  cuts  becomes 
relatively  of  much  importance.  When  machine  cuts  can  be 
made  4  and  5  times  faster  (even  more)  with  high  speed  steel 
than  with  ordinary  carbon  steel,  it  is  clearly  obvious  the  next 
stage  in  which  *' machine  times"  can  be  reduced  is  in  the  manip- 
ulation and  handling  of  the  machine.  But  comparatively  few 
machine  tool  makers  have  perfected  designs  for  rapid  returns, 
accelerated  speed  motions  when  no  cuts  are  on  and  quick  power 
motions  of  work  tables.  Yet  they  are  of  just  as  much  impor- 
tance as  it  is  to  have  a  jig  designed  so  that  work  can  be  rapidly 
fixed  and  removed.  The  ideal  is  entirely  automatic  movements 
of  the  work  table  and  tool  holders  at  the  fastest  possible  speeds 
when  machines  are  not  cutting. 
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Provisioii  for  Ontting  and  Cooling  Flnids. 

It  is  astonishing  how  few  machine  tools  are  properly  ar- 
ranged for  the  supply  and  control  of  an  ample  quantity  of  cut- 
ting fluids,  either  oil  or  compounds.  In  spite  of  the  common 
knowledge  that  cuts  can  be  increased  by  a  large  percentage  by 
the  use  of  a  large  volume  of  fluid  (See  Taylor's  paper  on  the 
Art  of  Cutting  Metals)  manufacturers  continue  to  supply  ma- 
chine tools  with  little  or  entirely  inadequate  provision  in  this 
respect.  Looking  through  the  catalogues  of  the  lathe  and  mill- 
ing machine  makers  one  is  struck  with  the  number  of  machines 
with  no  provision  whatever  for  this  important  feature.  A  lathe, 
drilling  or  a  milling  machine  is  really  difiScult  to  flnd  properly 
designed  in  this  detail. 

Grinding  machine  makers  are  about  the  only  ones  who  have 
thoroughly  dealt  with  this  feature. 
Lubrication. 

This  is  now  given  more  attention  than  formerly.     Good 
provision  is  necessary  in  the  modem  machine  with  high  speeds, 
close  flts  and  complicated  mechanisms. 
Precision. 

Undoubtedly  the  general  trend  is  towards  better  work- 
manship. High  speed  steel  has  forced  improvement  in  this 
respect.  A  machine  with  poor  workmanship  cannot  stand  up 
to  strain  of  rapid  motions,  high  spindle  velocities  and  heavy 
bearing  pressures. 
Rigidity. 

This  is  still  a  much  neglected  feature.  Good  work  cannot 
be  produced  rapidly  on  flimsy,  chattering  machines.  It  is  not 
usually  appreciated  that  massive  construction  is  essential  to 
rapid  output  in  many  cases  even  when  comparatively  light  cuts 
are  taken. 
Chain  Drive. 

This  is  a  detail  that  should  not  be  overlooked  in  the 
modem  machine.  Its  efficiency  and  practicability  are  proven. 
It  is  positive,  long  lived,  stands  high  speeds,  is  cheap  and  silent. 
It  will  stand  duties  not  yet  generally  appreciated  by  machine 
tool  makers. 

These  improvements  in  design  of  standard  machines  are 
largely  due  to  necessity  or  natural  causes  following  the  intro- 
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duction  of  high  speed  steel.  They  are  well  developed  in 
detail  bnt  not  yet  extensively  adopted.  As  a  matter  of  course 
they  are  more  commonly  in  use  in  the  States,  where  labor  condi- 
tions force  manufacturers  to  adopt,  more  rapidly  than  in 
Europe,  those  devices  which  directly  reduce  labor  costs.  It  is 
not  necessary  in  the  States  to  give  as  much  consideration  to 
scrapping  old  plant,  and  general  charges  on  labor  directly  due 
to  high  first  cost  of  plant  are  of  less  relative  importance  than  in 
European  shops,  where  wages  are  lower. 

1MPBOVEMENT8  IN  SPECIAL  MACHINES. 

Generally  speaking,  the  States  have  led  in  the  production  of 
specialized  machines  demanded  by  the  manufacturer  who  pro- 
duces large  quantities,  and  who  can  afford  to  install  a  special 
machine  for  one  particular  operation.  Machines  of  this  type 
of  a  generally  useful  nature  include: 

Gear-tooth  bobbing  machines. 

Gear-tooth  milling  machines. 

Broaching  machines. 

Automatic  chucking  machines. 

Multiple  drilling  machines. 

Grinding — ^Intemal  cylindrical,  external  cylindrical,  flat. 

Turret  machines  of  certain  design. 

Key  seaters. 

Cutting-off  machines. 

Gear-tooth  grinding  machines. 

Worm-gear  machines. 

Thread  milling  machines. 

Helieal-gear-tooth  machines. 

Practically  all  of  the  above  are  now  made  by  European 
machine  tool  manufacturers  who  turn  out  a  first  class  article, 
in  some  cases  superior  to  those  made  in  the  States.  The  types 
are  all  well  known,  and  call  for  no  special  comment. 

The  most  important  advances  recently  made  in  particular 
types  of  machines  meriting  special  attention  are  in : 

1.  Grinding  machines. 

2.  Gear-cutting  and  tooth-finishing  machines. 

3.  Auto-chucking  machines. 
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Orinding  MachineB. 

Although  External  Cylindrical  Orinding  with  abrasive 
wheels  has  been  done  for  many  years,  it  is  practically  a  new 
and  a  not  fully  developed  art.  Its  successful  use  involves  the 
correct  combination  of  (1)  the  most  suitable  machine,  (2)  the 
most  suitable  grinding  wheels,  (3)  the  intelligent  use  of  the 
trueing  diamond.  The  leading  wheel  makers  have  a  wide  ex- 
perience in  selecting  the  most  economical  article  adapted  to 
give  rapid  and  accurate  finish.  They  are  ready  to  make  trials 
and  tests  to  meet  special  demands  of  customers. 

Machines  especially  for  cylindrical  grinding  are  well  devel- 
oped. The  selection  of  abrasive  wheels  is  largely  empirical. 
The  importance  of  the  diamond  for  trueing  the  wheel  is  decid- 
edly in  the  background.  The  modern  shop,  to  derive  the  im- 
mense benefits  of  the  grinding  machine  of  today,  can  purchase 
good  machinery  from  a  number  of  well  known  makers.  It  must 
work  closely  with  wheel  makers  to  secure  the  right  wheel  for 
various  classes  of  work.  It  must  train  men  in  the  art  of  true- 
ing and  manipulating  the  wheel.  There  is  not  sufficient  atten- 
tion given  to  the  training  of  expert  grinding  men  who  in  the 
future  will  rank  in  importance  with  the  turner,  fitter  and  the 
tool  maker. 

The  operation  of  cylindrical  grinding  is  looked  upon  by 
most  manufacturers  as  one  to  be  adopted  only  where  extreme 
accuracy  is  required.  In  reality  the  modern  grinding  machine 
combined  with  fast  roughing  lathe  is  one  of  the  most  economical 
machines  known  for  producing  ordinary  cylindrical  parts.  The 
increased  accuracy  secured  by  finish-grinding,  is  in  many  cases 
as  one  might  say  ** thrown  in".  It  is  believed  that  the  savings 
which  can  be  made  in  maintenance,  repairs  and  running  costs 
due  directly  to  the  accurate  finish  possible  only  on  the  grinding 
machine  are  scarcely  realized.  The  recent  experience  of  an  im- 
portant concern  who  adopted  grinding  as  a  finishing  process  is 
most  suggestive.  It  is  recorded  that  savings  in  repair  to  soft 
metal  bearings  amounting  to  $3,000  per  month  were  made  in 
one  concern  after  the  cylindrical  bearings  were  finish-ground 
instead  of  being  turned. 

Internal  Cylindrical  Orinding  is  in  its  infancy.  It  has  been 
forced  upon  us  chiefly  by  the  requirements  of  motor-car  work 
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on  hardened  gears  and  cylinders.  Its  progress  is  confined  on 
account  of  restrictions  in  size  of  grinding  wheel.  It  does  not 
seem  to  have  been  the  subject  of  as  much  scientific  study  and 
tests  as  the  external  work.  It  is  particularly  lacking  in  that  all- 
important  feature  to  successful  grinding^  i.  e.,  copious  fluid  sup- 
ply. The  development  of  good  machinery  of  this  type  is  lim- 
ited to  either  the  grinding  out  of  comparatively  small  holes  or 
of  larger  holes  in  light  parts.  Its  usefulness  can  be  much  ex- 
tended when  makers  bring  out  suitable  machines  for  grinding 
holes  in  large,  heavy,  manganese  parts.  The  manganese  gear 
and  bushing  so  far  as  tested  show  most  remarkable  wearing 
qualities  (from  5  to  10  times  that  of  ordinary  steel)  and  re- 
sistance  to  shock.  Its  more  extensive  use  is  limited  by  the  want 
of  economically  working  internal  grinding  machinery. 

Flat  or  Surface  Orinding  is  still  more  or  less  a  ''tool  room" 
operation.  Recent  developments  however  in  the  vertical  spin- 
dle cup  wheel  grinder  have  shown  good  results  where  the 
abrasive  wheel  competes  successfully  with  the  milling  cutter  but 
not  with  such  profitable  returns  as  are  secured  through  working 
the  disk  wheel  grinder  in  combination  with  the  roughing  lathe. 
Undoubtedly  the  most  striking  results  in  fiat  grinding  have  been 
achieved  with  the  very  wide  faced  grinding  wheel  in  the  planer 
type  machine,  using  a  wheel  10  inches  wide.  In  this  machine 
the  diamond  trueing,  as  in  cylindrical  grinding,  plays  an  impor- 
tant part.  Wonderful  accuracy  has  been  attained  as  well  as 
rapid  production.  It  is  not  going  too  far  into  the  realms  of  the 
imagination  to  conceive  that  much  hand  scraping  may  event- 
ually be  replaced  by  the  fiat  grinding  process. 
Oear  Tooth  Orinding  Machines. 

In  the  machinery  for  finish-grinding  the  teeth  of  spur  gears 
we  find  the  most  striking  single  example  of  a  new  mechanical 
operation  that  can  be  mentioned.  Industrially  it  is  most  im- 
portant. In  the  first  place  it  is  the  only  machine  in  which  the 
last  operation  on  the  hard  spur  gear  is  done  last,  i.  e.,  finishing 
the  tooth.  Secondly  the  peculiar  process  of  tooth  finishing  in 
the  machine  referred  to  is  accurate  beyond  any  possibility  of 
competition  with  any  other  known  process.  It  overcomes  one 
of  the  most  troublesome  details  to  master  in  the  production  of 
the  motor-car  as  well  as  other  mechanisms,  that  is,  the  produc- 
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tion  of  the  accurate  hardened  gear.  The  machine  referred  to 
grinds  from  the  teeth  sufficient  material  to  take  out  all  hard- 
ening distortion,  reducing  the  roughing  out  of  teeth  to  a  gash- 
ing operation  with  no  accuracy  beyond  that  of  the  most  ordi- 
nary milling  machine  practice. 

One  other  important  feature  in  connection  with  this  process 
should  be  mentioned.  The  engineer  designer  can  now  make 
use  of  accurate  hardened  spur  gears,  making  use  of  material, 
speeds  and  tooth  pressures  which,  without  this  process  to  assist 
him,  it  would  be  impossible  to  adopt.  He  can  make  extensive 
use  of  the  manganese  gear,  the  teeth  of  which  can  be  accu- 
rately finish  ground. 
Gear  Tooth  Cutting  Macbmes. 

Modem  gear  tooth  cutting  machinery  is  distinguished  by 
notable  advances  in  accuracy  of  workmanship  and  speed  of  out- 
put. This  statement  applies  to  spur,  worm  and  bevel  machines. 
For  the  best  spur  gear  work  the  automatic  machine  is  now 
made  with  refinements  to  satisfy  the  most  exacting,  as  far  as 
machine  work  is  concerned.  In  fact  the  limit  of  accuracy  with 
the  ordinary  automatic  gear  tooth  milling  machine  lies  more 
in  the  exactness  and  manipulation  of  the  cutter  than  in  the 
machine  itself. 

In  the  hands  of  the  ordinary  machine  shop  operator  prob- 
ably the  generating  machine  is  the  most  satisfactory  for  the 
highest  class  work.  For  rapid  production  where  accuracy  is 
not  essential  there  is  a  good  variety  of  very  efficient  machines 
of  the  bobbing  type.  The  bevel  gear  planer  is  now  a  highly 
perfected  machine,  giving  all  that  is  required  in  ordinary  bevel 
gear  production.  The  latest  addition  to  this  type  is  found  in 
the  new  machine  for  producing  spiral  bevels.  Machines  are 
also  well  developed  for  producing  accurate  double  helical  gear- 
ing so  much  demanded. 

There  are  also  on  the  market  various  patterns  of  machines 
for  the  production  of  worms  and  worm  gears.  In  these  ma- 
chines there  are  many  new  features  which  assist  the  manufac- 
turer to  turn  out  a  product  highly  accurate  and  efficient.  In 
no  country  has  the  refinement  of  the  production  of  the  worm 
and  worm  gears  been  so  thoroughly  developed  as  in  Great 
Britain. 
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Generally  speaking  there  is  a  constantly  increasing  demand 
for  the  accurate  gear.    There  is  not  however  a  very  wide  reali- 
zation of  the  fact  that  the  quiet,  efScient  gear  is  nothing  more 
nor  less  than  the  accurate  gear. 
Antomatiic  Chucking  Maclime. 

The  automatic  chucking  machine,  although  it  has  been  on 
the  market  several  years,  is  comparatively  an  innovation. 
Where  quantity  production  is  concerned  it  is  rapidly  displacing 
the  ordinary  hand  operated  chucking  lathes.  It  is  (in  Europe 
at  least)  being  adopted  in  many  cases  by  those  who  have  pre- 
viously had  no  organized  ** chucking"  outfit  or  department. 

It  has  the  usual  advantages  of  the  automatic  machine  in 
saving  labor  costs.  It  is  open  to  question  if  it  has  not  been 
adopted  in  many  places  where  labor  is  not  expensive,  with  little 
or  no  saving  in  cost  of  production.  Original  purchase  value 
and  high  machine  upkeep  charges  are  not  always  properly  com- 
pared with  the  old  costs  on  low  priced  simple  outfits. 
Oatting-off  Orinding  Machines. 

Cutting-ofF  grinding  is  a  new  process  which  should  be 
mentioned.  Remarkable  results  have  been  attained  with  a  thin 
abrasive  wheel  used  in  a  specially  designed  machine.  In  this 
machine  alloyed  metals  which  cannot  be  easily  operated  upon 
with  ordinary  tool  steel  can  be  rapidly  cut. 

DEVELOPMENTS  IN  PEACTICE. 

In  addition  to  improved  details  on  standard  types  of  ma- 
chines, there  have  been  most  important  developments  in  par- 
ticular directions,  such  as : 

1.  Extended  use  of  high  speed  steel. 

2.  Uses  of  alloyed  metals  and  uses  of  the  laboratory. 

3.  Application  of  limit  gauge  system. 
High  Speed  Steel. 

High  speed  steel  is  easily  the  leader  in  changes  of  a  revo- 
lutionary character  in  machine  shop  practice.  Its  introduction 
forced  machine  tool  makers  to  give  consideration  to  designs 
principally  in  respect  to 

1.  More  rapid  speed. 

2.  Paster  feeds. 
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3.  Greater  strength  and  rigidity. 

4.  The  liberal  use  of  cutting  fluids. 

The  publication  of  Fred  Taylor's  paper  on  the  Art  of  Cut- 
ting Metals,  as  read  before  the  American  Society  of  Mechanical 
Engineers  in  December,  1906,  was  an  epoch  making  event.  The 
data  recorded  in  the  Taylor- White  experiments  is  an  invaluable 
guide  to  the  design  of  modem  machine  tools.  To  the  user  it 
reveals  the  possibilities  of  rapid  output,  chiefly  limited  by  the 
strength  of  the  part  to  be  machined  in  holding  up  to  rapid  feeds 
and  speeds. 

There  is  of  course  a  large  amount  of  light  work  on  which 
the  use  of  high  speed  steel  is  not  an  economy.  On  such  work 
expense  of  the  high  speed  cutting  tool  is  hardly  justified  and 
the  heavy  high  speed  machine  tool  is  not  necessary.  It  will  be 
found  however  that  there  is  a  large  amount  of  light  repeti- 
tion work  where  high  speed  tools  are  warranted  alone  on  ac- 
count of  the  long  time  they  will  hold  to  size  with  comparatively 
little  wear. 

Purchasers  of  machinery  will  find  it  well  to  consider  care- 
fully if  it  is  not  profitable  in  many  cases  to  pay  the  extra  price 
asked  for  the  many  mechanical  devices  which  distinguish  the 
modern  machine  from  the  older  type  made  only  for  carbon  steel 
cutting  tools.  These  devices  include  power  movements,  quick 
returns,  gear  box  feeds,  etc.  Actual  cutting  times  are  so  reduced 
by  high  speed  steel  that  further  economies  in  times  of  opera- 
tions are  only  possible  by  the  aid  of  the  above  mechanisms,  com- 
bined of  course  with  all  time  savings  possible  in  the  supply  and 
removal  of  parts. 

In  view  of  the  demonstrations  and  tests  made  by  Taylor 
as  to  the  value  of  the  liberal  use  of  cutting  fluids  in  connection 
with  high  speed  steels,  it  is  astonishing  how  badly  nearly  all 
machine  tools  are  designed  to  properly  handle  a  large  flow  of 
cutting  compound. 

Taylor  states  in  his  paper  that,  **The  average  gain  through 
the  use  of  water  on  the  tool  for  hard  and  soft  forgings  is  about 
40  per  cent.''  Again,  using  **the  best  of  modern  high  speed 
tool",  there  is  a  gain  of  15  per  cent  in  cutting  a  hard  forging: 
a  gain  of  16  per  cent  in  cutting  cast  iron.    Yet  in  spite  of  these 
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statements  makers  continue  to  supply  and  purchasers  continue 
to  buy  lathes,  milling  machines,  drilling  machines,  grinders, 
turret  machines  and  all  sorts  of  machinery  with,  in  most  cases, 
no  proper  provision  for  dealing  with  cutting  fluids,  and  in  the 
majority  of  cases  only  apologies  of  devices  for  supplying  a  large 
stream  of  fluid.  In  many  cases  when  pumps  and  pipes  are  sup- 
plied, evidently  the  machine  shop  floor  is  relied  on  as  the  final 
receptacle  of  the  cutting  liquid. 

Use  of  Laboratory— Alloyed  Metals. 

Undoubtedly  the  modem  shop  is  beginning  to  realize  the 
value  of  the  laboratory  (1)  as  a  guide  in  the  selection  of  ma- 
terials and  (2)  as  an  assistant  in  compiling  practical  specifica- 
tions and  inspection  data. 

Although  there  is  hardly  an  article  from  a  bedstead  to  a 
battleship  in  which  an  exact  knowledge  of  material  is  not  desir- 
able, comparatively  few  manufacturers  make  use  of  the  labora- 
tory facilities  now  common. 

Large  concerns  can  support,  with  profit,  their  own  scien- 
tific staff.  Small  concerns  can  make  use  of  the  numerous  cen- 
tral laboratories  which  are  well  equipped  and  staffed,  and 
which  exist  in  nearly  every  engineering  centre.  The  results 
of  taking  advantage  of  the  scientific  resources  referred  to, 
should  be : 

1.  Selection  of  the  best  material  for  specified  purposes. 

2.  The  purchase  of  the  cheapest  material  for  this  purpose. 

3.  The  scientific  inspection  of  material  as  it  comes  from 
the  supplier  so  as  to  ensure  a  uniform  quality. 

4.  A  scientific  and  correct  routine  of  heat  treatment  of 
material,  hardening,  annealing  and  tempering. 

The  motor-car  industry  alone  has  shown  us  possibilities  in 
the  use  of  alloyed  metals  that  are  of  immense  benefit  to  engi- 
neering generally,  revealing  to  us  a  choice  of  metals  in  which 
we  find  the  wonderful  combination  of  light  weight,  great 
strength  and  high  wearing  qualities.  One  illustration  of  this 
is  shown  in  the  nickel-chrome  steel  as  used  for  gear  wheels 
in  the  transmission  box  of  the  ordinary  motor-car.  A  com- 
parison is  made  with  ordinary  case  hardening  steel. 
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Ordinary         ^r*  t.  i  r%L. 
Both  after  treatment  ease  hard-         NicM-<^rome 

ening  steel  Steel 

Elastic  limit  in  tons  per  square  ineh 20  105 — ^110 

Tensile  strength  in  tons  per  square  inch 30  120 — 125 

Elongation  in  2  inches 80  9—10 

Ck>ntraction   of  area.^ 60  25—30 

BaU  test  (BrineU's) 131  477 

The  enormous  diflference  in  tensile  strength  in  the  above 
metals  shows  what  a  comparatively  small  section  of  nickel- 
chrome  material  can  be  used  to  carry  a  heavy  load.  The  com- 
parative hardness  test  is  equally  instructive,  as  showing  possi- 
bilities in  wearing  qualities. 

Another  interesting  example  of  the  development  in  mod- 
em metallurgy  is  found  in  the  manganese  casting.  Long  tests 
for  various  purposes,  as  in  rails  and  gearing,  show  that  mangan- 
ese has  wearing  and  shock  resisting  qualities  giving  from  5  to 
10  times  the  life  of  ordinary  steel.  There  will  undoubtedly  be 
an  increasingly  extensive  use  of  the  manganese  parts  as  soon 
as  grinding  machinery  is  made  for  finishing  this  material,  which 
it  is  impossible  to  machine  with  the  ordinary  cutting  tool. 

The  practical  value  of  the  scientific  man  to  the  engineer  is 
admitted,  but  co-operation  is  not  yet  on  a  broad  enough  basis. 
It  is  too  much  restricted  to  the  large  industrial  concerns.  The 
modern  machine  shop,  either  large  or  small,  can  make  profitable 
use  of  laboratories  in  chemical  analysis,  physical  tests,  and 
accurate  heat  treatment  routine  to  replace  the  old  rule  of  thumb. 
The  Limit  Gkinge  System. 

The  so-called  limit  gauge  system  is  as  old  as  the  manufac- 
ture of  interchangeable  work.  It  is  extensively  used  in  certain 
industries  which  cannot  do  without  it.  It  is  used  by  many  who 
have  little  understanding  of  its  value  and  correct  application. 
It  is  neglected  entirely  by  the  majority  of  manufacturers. 

Broadly  speaking,  it  is  the  use  of  a  tool  (the  limit  gauge  or 
any  other  gauge)  by  which  the  workman  produces  parts  with 
clearances  determined  by  the  engineer  and  not  left  to  judg- 
ment of  the  individual  worker.  Its  practical  field  is  limited  on 
one  side  by  extremely  fine  fits,  on  the  other,  by  very  loose  fits. 
The  so-called  ** limit"  gauge  is  not  the  only  gauge  for  all  classes 
of  work.    It  is  often  best  made  use  of  in  conjunction  with  the 
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micrometer.  The  gun  and  rifle  maker,  the  manufacturer  of 
sewing  machines,  typewriters,  etc.,  needs  no  instruction  in  its 
application.  It  is  in  the  general  engineering  work  where  it  is 
either  wrongly  or  foolishly  adopted,  or  not  in  use  at  all,  even 
when  it  is  of  much  practical  value. 

It  is  not  necessarily  connected  with  production  in  large 
quantities  only.  Its  principles  may  be  adopted  in  the  produc- 
tion of  one  piece.  In  this  no  ** limit''  gauge  may  be  used  but 
limits  of  accuracy  may  be  fixed  in  the  drawing  office.  Possibly 
the  gauging  may  be  done  by  ordinary  spring  calipers. 

The  adoption  of  the  limit  gauge  system  in  any  shop  should 
be  preceded  by  careful  accurate  measurements  of  parts  which 
are  known  to  be  of  the  right  dimensions.  These  dimensions 
should  then  be  tabulated  and  classified.  After  this,  an  intelli- 
gent study  should  be  made  of  the  forms  of  gauges  or  measuring 
instruments  to  be  adopted.  How  far  the  system  can  be  applied, 
with  profit  and  good  results,  should  be  determined  by  actual 
use. 

The  working  application  should  not  be  undertaken  too  ex- 
tensively at  first.  A  gauging  system,  like  a  card  system,  de- 
pends for  its  intelligent  and  profitable  use  on  the  correct  habits 
of  those  who  use  it.  These  habits  cannot  be  acquired  except  by 
careful  methodical  training  of  staff  and  operators.  Start  with 
a  certain  few  sizes  of  standard  clearances,  get  them  well  work- 
ing in  drawing  ofiice,  shops  and  inspection  department,  and 
gradually  build  into  and  extend  them. 

If  this  method  of  introduction  is  followed,  results  will  be 
most  quickly  attained  with  a  minimum  expenditure  for  outfit, 
and  limit  gauges  will  not  be  condemned  as  an  extravagant  and 
useless  fad. 

In  addition  to  machinery  and  tools,  should  be  mentioned 
those  details  of  general  shop  equipment  as  lighting,  heating  and 
ventilating,  shop  fittings  and  furniture,  etc.,  all  of  which  receive 
much  more  attention  than  formerly.  These  details  which  con- 
duce to  order,  cleanliness  and  comfort  are  no  longer  looked 
upon  as  luxuries,  but  economies.  Nearly  every  item  of  this 
class  of  equipment  has  been  the  subject  of  detailed  study  on 
the  part  of  the  specialist  in  much  the  same  maimer  as  the 
machine  tool. 
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SHOP  ORGANIZATION  AND  MANAGEMENT. 

A  review  of  shop  methods  is  not  complete  if  no  reference 
is  made  to  those  essentials  of  organization  without  which  suc- 
cessful administration  is  impossible.  Gilbreth  classifies  present- 
day  shop  management  as  follows : 

1.  TraditioiiaL 

2.  Tnuudtory. 

3.  Seientifie. 

These  terms  are  comprehensive.  They  can  be  well  applied 
in  the  self-examination  to  which  every  manager  should  submit 
himself.  In  this  examination  he  is  sure  to  find  in  one  form  or 
another  some  or  all  of  the  elements  of  organization  given  below, 
usually  in  the  Traditional,  or  the  Transitory,  rarely  in  the  Scien- 
tific stage. 

There  are  three  broad  divisions  of  management : 

1.  Technical. 

2.  Commercial. 

3.  Production. 

It  must  8ufi9ce  to  merely  give  some  of  the  main  items  under 
each  of  these  divisions,  which  must  receive  attention  in  every 
shop,  large  or  small. 

Technical.  OommerclaL 

1.  Design.  1.    General   Management. 

2.  Experiment  and  Testing.  2.    Purchasing. 

3.  Estimating. 

4.  Sales. 

5.  Valuation  and  Depreciation. 

6.  Statistical  Betums. 

7.  General  Accounting. 

Production. 

1.  Standardization. 

2.  General  organization  of  plant. 

3.  Designs  of  special  plant,  tools,  fixtures,  etc. 

4.  Tool  room. 

5.  Power  plant  and  maintenance. 

6.  Inspecting. 

7.  Stores  organization. 

8.  General  costing. 

9.  Bate  fixing. 

10.  Time  studies. 

11.  Progress  department. 

12.  Works  accounting. 

13.  Welfare  and  apprentice  systems. 
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The  special  object  of  this  paper  is  to  discuss  details  of  mod- 
ern mechanical  equipment  and  processes.  The  successful  (i.  e., 
profitable)  use  of  the  best  mechanical  outfit  is,  however,  so 
dependent  on  good  management  that  it  is  thought  best  to  briefly 
touch  upon  the  development  which  has  taken  place  in  relation 
to  so-called  ''scientific  management." 

We  can  point  to  many  examples  of  elaborately  equipped 
factories  working  with  little  or  no  profit,  to  many  badly 
equipped  factories  making  money.  Instances  of  well  equipped 
works  operated  under  scientific  management  and  in  complete 
harmony  with  the  sales  department,  and  paying  dividends,  are 
not  so  common.  Ujidoubtedly  this  latter  is  the  ideal  money 
making  establishment.  A  scientifi.eally  managed  plant  is  noth- 
ing more  nor  less  than  one  in  which  maximum  output  is  secured 
at  the  lowest  cost.  The  elements  of  such  a  management  are 
known  and  tabulated.  Their  practical  working  is  demonstrated. 
A  complete  working  establishment  is  a  rarity.  Not  one  is  known 
in  Europe.  A  machine  can  be  bought,  paid  for,  delivered,  set 
up  and  made  to  turn  out  work.  Scientific  management  cannot 
be  passed  over  the  counter  for  a  fixed  price.  It  requires  talent, 
backing  and  co-operation  to  ensure  its  successful  working.  It 
is  understood  least  of  all  by  those  who  are  in  leading  positions 
in  our  industrial  concerns,  on  whom  original  initiative  falls. 

Generally  speaking,  mechanical  outfit  proportionally  re- 
ceives too  much  attention  as  a  means  of  increasing  efficiency. 
In  nine  factories  out  of  ten,  costs  can  be  reduced  and  output 
increased  by  scientifically  operating  existing  plant  with  much 
more  profitable  returns  than  are  possible  by  installing  new  ma- 
chinery. It  is  not  putting  it  too  strongly  to  state  that  it  is 
practically  impossible,  in  any  other  manner  than  that  pointed 
out — ^by  scientific  management — ^to  reap  the  full  benefit  of  high 
speed  steel  and  of  our  highly  developed  mechanical  outfit.  The 
inventor  is  not  as  much  wanted  as  the  organizer.  It  is  quite 
easy  to  purchase  with  other  people's  money  new  machines.  It 
is  hard,  slogging,  uphill  work  to  install  an  up-to-date  system  of 
efficient  management.  To  those  who  attempt  it  no  better  words 
can  be  quoted  than  the  following  from  Hamilton  Church:  **Few 
people  understand  that  the  principal  work  of  an  expert  or- 
ganizer is  not  the  designing  of  elaborate  blanks  and  cards,  but 
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the  fostering  with  tireless  patience  of  correctly  adjusted  habits 
in  each  member  of  the  staff." 

In  respect  to  commercial  management  and  sales  work  the 
^'modern"  shop  makes  exacting  demands.  In  limited  com- 
panies especially,  the  *' policy"  or  lack  of  policy  of  the  Board  of 
Directors  is  often  a  perpetual  handicap  to  profit  making.  Again 
the  sales  department  may,  by  continually  disregarding  engi- 
neering difficulties,  saddle  works  with  execution  of  unsuitable 
orders,  preventing  the  realization  of  profits  and  make  it  imposs- 
ible to  perfect  methods  of  production  and  refinements  of  de- 
sign. The  more  energetic  the  salesman  is  in  this  case  the  more 
harm  he  does  to  the  business. 

The  thoroughly  ** modem"  shop  is  one  in  which  we  find  the 
best  mechanical  equipment  operated  under  scientific  manage- 
ment, controlled  by  a  commercial  policy  fully  appreciating  engi- 
neering requirements. 

DISCUSaiON 

Mr.  Mr.  James  Hartness,*  Mem.  Am.  Soc.  M.  E.,  in  opening  the  discussion 

Hftrtnesi.  stated  that  there  was  no  man  on  earth  better  qualified  than  Mr.  Orcutt 
to  review  machine-shop  practice.  He  was  an  American  in  a  way,  was 
acquainted  with  German  practice  and  lately  had  been  an  Englishman. 

In  commenting  on  the  statement  of  Mr.  Orcutt  that,  "There  are  not 
enough  of  the  old  type  of  American  mechanics  in  the  States  to  meet  de- 
mands", he  said  that  men  of  thorough  mechanical  training  were  scarce 
and  that  there  was  in  consequence  a  great  opportunity  for  young  men  in 
this  field. 

These  young  men  must  always  know  that  we  are  dealing  with  human 
beings  as  well  as  machines.  We  must  realize  that  every  man  has  a  heart. 
Unless  we  bear  this  in  mind,  we  fall  short  of  carrying  out  the  ideas  Mr. 
Orcutt  has  so  well  set  forth. 

Mr.  Mr.  Oarl  O.  Bartli,t  Mem.  Am.  Soc.  M.  E.,  expressed  agreement  with 

Barth.  Mr.  Hartness.    He  thought  the  best  way  of  treating  the  man  in  the  shop 

was  to  make  the  equipment  the  very  best  possible.     By  taking  care  of 

the  machinery  you  would  be  treating  the  men  kindly,  which  was  what 

he  did. 

Mr.  Blr.  H.  B.  LangiUet  asked  for  information  as  to  results  in  the  use  of 

LtangiUe.  ball  and  roller  bearings  in  machine  tools. 


*  Pres.,  Jones  ft  LamHon  Mch.  Co.,   Springfield,  Vt. 

t  Cons.   Eng.,   Philadelphia,    Pa. 

X  Inatr.,  College  of  Mechanics,  I'^niversity  of  California,  Berkeley,  Calif. 
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Mr.  Oarl  O.  Barth  stated  that  sixteen  years  ago,  while  with  the  Beth-  Mr. 
lehem  Steel  Co.,  they  had  trouble  with  a  Pratt  and  Whitney  boring  Barth. 
machine.  They  had  been  asked  if  they  wanted  ball  bearings  in  the  mill, 
bat  having  been  brought  up  with  Mr.  F.  W.  Taylor,  who  had  influenced 
him  against  them,  he  had  said  ''no".  Since  then  he  had  changed  his 
mind,  and  had  been  the  first  to  put  ball  bearings  as  thrust  bearings  in  a 
drill  press.  During  late  years,  he  had  placed  ball  and  roller  bearings  in 
a  great  deal  of  machinery,  and  had  never  had  any  trouble  with  them. 
He  thought  they  were  the  coming  thing  and  that  we  would  have  very 
inefficient  machinery  without  them. 

Hr.  Hartnesa  said  that  perhaps  due  to  ignorance  on  his  part  in  the      Mr. 
matter  of  design,  he  had  found  difficulty  in  putting  ball  bearings  in  lathe  Hartneea. 
spindles.     They  had  chatter  trouble  and  the  ball  bearings  seemed  to 
increase  it.    While  it  seemed  unfair  to  ball  bearing  people  to  charge  it 
to  ball  bearings,  it  wtis  his  experience. 

He  thought  that  thrust  bearings  could  be  made  of  ball  bearings  to 
advantage  in  lathes  and  drill  presses.  They  were  very  important  in  small 
gearing  and  should  be  used  on  transmission  shafts. 
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Many  important  developments  in  machine  shop  equip- 
ment and  practice  have  occurred  recently,  and  while  it  is  pos- 
sible to  collect  and  review  only  a  few  of  these  in  the  space 
allotted  to  this  article,  the  few  examples  presented  may  be  con- 
sidered as  fairly  representative  of  the  progress,  and  may,  in  a 
measure,  indicate  present  trend  of  development. 

It  is  about  fourteen  years  since  Messrs.  Taylor  and  White 
discovered  the  special  treatment  which  gave  to  the  world  high- 
speed steel,  and  while  it  was  early  predicted  that  the  use  of  this 
steel  would  revolutionize  machine  tool  equipment  and  methods 
of  manufacture,  it  naturally  took  some  time  for  machine  tool 
builders  and  users  to  fully  realize  the  changes  which  had  to  be 
made  in  equipment  and  methods,  in  order  that  the  demands  of 
the  new  steel  might  be  met  in  an  efl5cient  manner.  The  greatly 
increased  feeds,  speeds  and  depths  of  cut,  which  were  possible 
by  the  use  of  the  new  steel,  made  it  necessary  for  the  builders  of 
machine  tools  to  redesign  their  tools  along  heavier  lines,  with 
greater  pulling  power,  and  later  to  equip  the  machines  with 
quick  changing  and  automatic  or  semi-automatic  attachments 
to  facilitate  the  handling  between  cuts. 

The  large  manufacturer  had  to  be  particularly  careful  in 
adopting  high-speed  steel  when  it  was  first  introduced,  his 
equipment  not  being  suitable  for  its  economical  use;  also,  hav- 
ing a  large  stock  of  carbon  and  mushet  steel  tools,  it  was  rea- 
soned, and  rightly  so,  that  the  change  to  high-speed  steel  must 
be  made  gradually.    The  new  steels  also  made  it  possible  for  the 
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machine  operators  to  increase  their  productive  capacity  without 
an  equivalent  effort  on  their  part,  and  it  naturally  followed  that 
time  and  money  values  on  work  had  to  be  adjusted  to  meet  the 
new  condition.  Shops  working  under  the  premium  plan  of  pay- 
ment, or  similar  systems  having  a  sliding  scale  of  pay  depending 
on  the  time  taken  to  perform  work,  were  in  a  position  to  adopt 
the  new  steel  in  many  cases  before  values  were  adjusted  to  meet 
the  new  conditions.  Under  piece  work  or  similar  systems  of 
payment,  however,  it  was  absolutely  necessary  to  promptly  ad- 
just the  price  paid,  in  line  with  the  savings  in  time  made  with 
the  new  steel,  and  there  is  no  doubt  that  this  fact,  in  a  great 
many  cases,  retarded  considerably  the  general  adoption  of  the 
steel.  During  the  period  between  1898  and  1900,  Messrs.  Taylor 
and  White  discovered  and  developed  the  process  of  treating 
tools  made  from  chromium-tungsten  steels;  and  while  shortly 
after  this  time  it  was  generally  known  that  steel  of  this  kind 
heated  nearly  to  the  melting  point  would  do  considerably  more 
work,  comparatively  few  took  full  advantage  of  the  steel  until 
Mr.  Taylor's  paper  "On  the  Art  of  Cutting  Metals"  was  pub- 
lished in  1906.  This  paper  created  a  profound  and  world  wide 
interest  in  steel ;  and  while  the  paper  dealt  only  with  the  results 
obtained  with  forged  cutting-edged  tools  of  lathe  and  planer 
types,  its  value  was  well  known,  and  the  new  steel  was  rapidly 
substituted  for  the  steels  which  were  being  used  for  drills,  mill- 
ing-machine cutters  and  other  kinds  of  cutting-edged  tools. 

Before  entering  into  a  detailed  discussion  of  these  matters, 
it  may  be  well  to  state  that  for  convenience  the  subject  matter 
has  been  arranged  in  four  groups,  which  will  be  taken  in  the 
following  order: 

Special  alloy  steels  and  Stellite 

Machining  with  edge  tools 

Grinding 

Electric  driving  for  machine  tools 

Special  alloy  steels:  their  composition,  treatment,  applica- 
tion and  effect  on  machine  shop  practice. 

Shortly  after  the  publication  of  the  paper  '*0n  the  Art  of 
Cutting  Metals",  many  steel  manufacturers  became  highly  in- 
terested in  the  subject,  and,  as  a  result,  many  varieties  of  the 
tungsten-chromium  steels  were  rapidly  placed  upon  the  market 
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by  both  home  and  foreign  producers.  The  so-called  **air  hard- 
ening" steel,  introduced  by  Robert  Mushet  about  the  year  1870, 
contained  the  essential  elements  of  a  high-speed  tool  steel,  and 
required  only  the  special  treatment  discovered  by  Messrs.  Tay- 
lor and  White  to  improve  the  high  speed  cutting  qualities.  Con- 
siderable development  was  necessary,  however,  before  the  high 
cutting  speeds  and  durability,  which  are  common  today,  were 
rendered  possible.  The  annexed  table  indicates  some  of  the 
changes  which  have  been  made  in  the  chemical  composition  of 
high-speed  steel  up  to  the  present  date : 
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While  this  research  and  development  finally  benefited  the 
user,  he  was  at  first  involved  in  considerable  expense  in  efforts 
to  select,  from  the  many  brands  available,  the  best  steels  to 
use  for  different  purposes.  The  following  investigation  is 
typical  of  the  tests  which  were  carried  out  by  users  at  about 
that  time. 

Twenty  different  brands  of  tool  steel — ^ranging  in  price 
from  $0.38  to  $1.00  per  pound  ($0.84  to  $2,205  per  kilogram)— 
were  selected  and  tested  in  order  to  determine  which  kinds 
would  be  the  most  eflBcient  for  the  work  in  hand.  From  each 
brand  of  steel,  tools  were  forged,  hardened  and  ground  under  the 
direction  of  a  specialist.  The  heat  treatment  was  carried  out  in 
accordance  with  the  steel  manufacturer's  instructions,  and 
standard  cutting  angles  and  shapes  were  closely  adhered  to. 
The  tools  were  first  tested  on  axle-steel  shafts,  containing  ap- 
proximately 0.45  per  cent  carbon,  at  a  cutting  speed  of  103  feet 
(or  31.39  meters)  per  minute,  the  feed  being  1/40  of  an  inch 
(0.634  mm)  and  the  average  depth  of  cut  5/32  of  an  inch  (3.97 

*  Tr  indicates  trace. 
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mm).  A  stream  of  <;uttmg  compound  was  directed  on  the  tool. 
It  is  interesting  to  note  the  wide  variation  in  the  amount  of 
work  done  by  the  different  kinds  of  steel.  Pig.  1  shows  that  the 
tool  giving  the  best  performance  removed  570  cubic  inches 
(9336  cu.  cm)  of  metal  for  each  grinding,  whereas  the  tool  at 
the  bottom  of  the  list  removed  only  38  cubic  inches  (622  cubic 
cm)  of  metal  per  grinding.  Three  tools  were  made  from  each 
kind  of  steel,  and  the  best  result  from  each  set  of  tools  was 
recorded  in  the  chart. 
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A  second  test  was  made  on  malleable  cast  iron  spiders, 
which,  haying  four  ribs  each,  provided  an  intermittent  or  broken 
cut,  thus  giving  the  tools  a  more  severe  test  than  would  have 
occurred  had  the  cut  been  continuous.  A  cutting  speed  of  55 
feet  per  minute  (16.73  metres  per  minute)  was  used  on  the  first 
four  spiders;  this  was  increased  to  60  feet  (18.29  metres)  per 
minute  on  the  next  four  spiders,  and  a  speed  of  65  feet  per  min- 
ute (19.81  metres  per  minute)  was  maintained  on  all  subsequent 
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Spiders  until  the  tool  was  ready  for  regrinding.  In  all  cases, 
1/12-incIi  (2,12  mm)  feed  was  used,  and  the  average  depth  of 
cat  was  7/32-ineh  (5.56  mm).  Fig.  2  shows  the  amount  of  metal 
removed  for  eseh  grinding  of  the  various  tools;  the  symbols 
shown  on  the  curves  were  for  purposes  of  identification  of  the 
steels  Dsed. 

Superior  grades  of  high-speed  steel,  though  of  high  effic- 
iency from  a  cutting  standpoint,  are  often  rejected  on  account 


of  the  high  cost  of  the  investment.  Tool  holders  reduce  this 
investment  to  some  extent,  however,  but  their  use  is  somewhat 
limited,  owing  to  the  fact  that  in  many  places  a  solid  tool  can 
be  manipulated  to  greater  advantage. 

Prom  time  to  time,  various  tests  have  been  made  on  butt- 
welded  tools  and  on  tools  formed  by  welding  tips  of  high-speed 
steel  to  low  grade  carbon  steel  shanks.  The  electrical  welding 
process  as  applied  to  work  of  this  kind  is  quite  successful.  A 
very  important  consideration,  however,  is  the  one  of  relative 
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cost  of  solid  and  welded  tools.  To  illustrate  this  point,  consider 
a  %-in.  by  1%-in.  (19.04  by  38.1  mm)  round-nosed  lathe  tool 
made,  first,  as  a  solid  high-speed  tool ;  secondly,  from  low  grade 
carbon  steel  shank  with  two  inches  of  high-speed  steel  butt- 
welded  on  same;  thirdly,  from  carbon  steel  shank  with  small 
high-speed  steel  tip,  welded  on.  Reference  to  the  annexed 
table  will  show  the  first  costs  of  solid,  butt-welded  and  welded- 
tip  tools  to  be  $2.74,  $1.08  and  $0.80  respectively,  the  figures 
being  based  on  high-speed  steel  at  $0.60  per  pound  ($1.32  per 
kilogram). 

8oUd  Tool— 94  by  1%  by  12  in.  Long.  (19.05  by  38.1  by  304.8  mm) 

Cost  of  first   tool $2.74 

Six  additional  ref  orgings  and  hardenings 1.20 

69  additional  grindings 5.17 

Total  cost  during  life  of  tool 9.11 

Salvage    1.07 

Net  cost  $8.04 

Bntt-Welded  Tool— %  by  1^  by  8^  in.  Carbon  Steel  (19.05  by  38.1  by 
216  mm)  3  Pes.  %  by  1%  by  2  in.  (19.05  by  38.1  by  50.8  mm)  H.  S.  S. 

Cost  of  first  tool $1.08 

Two  additional  pes.  of  high-speed  steel 80 

Preparing  for  and  welding  (2  welds) 46 

Six  additional  ref  orgings  and  hardenings 1.20 

69  additional  grindings 5.17 

Total  cost  daring  life  of  tool 8.71 

Salvage 04 

Net  cost  $8.67 

W^lded-Tip  Tool 

Cost  of  first  tool $  .80 

Six  high-speed  steel  tips  2.04 

Preparing  for  and  welding  (6  welds) .  1.20 

69  additional  grindings 5.17 

Total  cost  daring  life  of  tool 9.21 

Salvage 04 

Net  cost $9.17 

Thus  the  initial  outlay  for  the  solid  tool  is  considerably 
greater  than  that  for  the  welded-tip  tool.  The  cost  of  up-keep 
must  be  considered,  however,  and  further  reference  to  the  table, 


lf»  /<rr;i:j>  4;/;/*r«r.  at  Crvt  *IjAt-  that  ti.*-  aC'>vai>H^>e-  f<-r  salva^  on 
%t^.  v^,y;  Vi*'/I  JE%  fe^^h.  hnX  M\i*fii  h  is  eoas:«i*T*Ki  tliat  serap  ends 
ar*:  f/yrif<^J  *\'fycu  ar*d  «5a^  f'/T  sn3aal[<er  \w^  or  the  teeth  of  miU- 
;/> if  <«r.'/**v>tr».  h  fr  Jl  b#f  «^ieii  that  the  depreeiation  is  very  smalL 

Tf»/;  PitiiMlUttUm  r/f  highnipo^  st^  fcr  earbco  steel  and 
/r/'i^hHl  M/r#rl  riaUiralJy  t/^/k  plaee  first  in  those  eases  where  tools 
^4^^  eofftffHrHiively  siraple  in  eonstmetion — as  in  lathe  and 
pihf$*fr  Up^4^  -and  while  the  increased  ootpat,  due  to  greater 
4cHiU$$u,  *f/^r''/J*  and  feeds,  was  tmlr  remarkable,  there  was  a 
%U\\  tuhTH  remarkable  inerease  in  the  output  from  the  drills  and 
rfiiUifH(  UiHf'M'uum,  utter  these  latter  had  been  equipped  with  the 
new  Hieel  Ufoln,  Thin,  no  doubt,  was  due  in  a  measure  to  the 
ffuci  thai  in  the  (tBm  of  the  lathe  and  planer,  the  transition  was 
fn'/|ijently  made  from  mushet  steel,  with  its  cutting  speed  of 
af;f;roximMtely  W)  tttt^  (9Ai  metres;  per  minute  to  high-speed 
nU'4*l  of  perhaps  W  feet  nS.28  metres)  per  minute  cutting  speed; 
w(M'reaM,  in  th^;  ease  of  the  drill  and  the  miller,  the  change  was 
made,  in  the;  majority  of  eases,  from  slow-speed  steel  tools 
(liviu'ily  to  the  new  hi^h'Speed  steel  tools. 

ll\nh-H\uu*Al  steels  are  now  commonly  used  in  modem  ma- 
cUUui  Nhops  for  turning,  boring,  planing,  shaping,  milling,  drill- 
Uiu  Hrid  ptJiK^hing,  the  most  noteworthy  exceptions  to  this  rule 
hv'iuu  found  in  shops  where  the  product  consists  chiefly  of  arti- 
v\vH  made  from  the  softer  metals  or  their  alloys,  in  which  cases 
tiin  v.nrhim  hUh*.\h  are  often  preferred.  There  are  many  purposes, 
howov(ir,  for  which  carbon  steel  tools  are  used  and  will  continue 
to  1x1  iiHod  in  all  shops.  High-speed  steels  are  also  being  used 
with  NtKMMmH  in  the  manufacture  of  slotting  dies.  There  are  at 
InuNt.  two  rc»HMons  why  the  use  of  high-speed  steel  for  this  pur- 
poH(i  liHN  boon  Boniowhat  delayed,  the  first  being  that  the  speed 
of  H  punoh  or  Hhear  press  is  usually  determined  by  the  speed  at 
whioh  work  can  bo  fod;  the  second  being  due  to  the  risk  in 
hnrdoninp:  oxponsive  dies.  The  following  record  of  tests  made 
with  dioH  of  onrbon  stoel  and  high-speed  steel  is  interesting. 

Tho  work  nolooted  was  the  punching  of  notches  in  sheet 
Ntool  of  0.0172  inoh  (0.436  mm)  thickness.    This  was  done  on  an 
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automatic  notching  macluDe  which  runs  at  the  rate  of  300 
notches  per  minute — the  mazunvun  speed  at  which  the  work 
could  be  indexed  with  accuracy.  Carbon  and  high-speed  steels 
were  run  at  the  same  speeds,  and  it  was  found  that  carbon  steel 
dies  required  grinding  oftemer  than  the  high-speed  steel  dies  in 
the  ratio  of  2.4  to  1.  The  curres  given  in  t^g.  3  show  the  num- 
ber of  notches  punched  for  each  grinding  of  the  die.  It  can  be 
seen  that  at  the  end  of  the  tenth  grinding  the  die  made  from  the 


Number  of  Orindings 

"••    •■  (NO,,,,, 

high-Speed  steel  bad  pouched  1,239,000  notches,  whereas  the 
carbon  steel  die  had  punched  506,000  notches. 

The  use  of  high-speed  steel  dies  increases  the  production 
somewhat,  as  they  do  not  require  grinding  so  often  as  carbon 
steel  dies.  The  greatest  saving,  however,  is  to  be  found  in  the 
cost  of  the  dies  themselves.  From  data  collected  h-om  tests  sim- 
ilar to  the  above,  it  has  been  found  that  the  relative  costs  of  car- 
bon steel  dies  and  high-speed  steel  dies,  for  a  given  production, 
are  approximately  as  two  is  to  one.  The  loss  due  to  hardening 
is  very  small,  being  slightly  under  one  per  cent. 
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HEAT  TBEATMENT  OF  TOOIB. 
The  heat  treatmeut  of  the  new  steels  has  remained  fonda- 
mentally  the  same  since  they  were  introduced.  Modifications 
have  been  made  in  the  apparatus  used  for  the  heat  treatment  of 
tools.  Electrically  heated  oil  baths  provide  a  handy  means  of 
drawing  the  temper.  Lead  baths  are  also  used,  with  thermo- 
couples and  galvanometer  for  temperature  control.    The  galva- 


s 


nom^ttr  has  svvi'rmi  ront^ots — (ue  for  each  thermo-conple  and 
m^  fi>r  th^  ott  p««ilioo.  The  accuracy  of  each  electric  pyrometer 
u  checked  ocvaiiionaily  with  a  stanitard  insinunent.  which  is 
kept  ftir  that  purpose.  Heat  treatment  rcv-ords  are  conveniently 
k»pl  in  a  card  index. 

When  a  n<Tr  br^ud  ot  steel  is  intrv»duced.  the  determina- 
Ijvw  of  its  critical  ter.it>eraiure  is  usually  necessary.  This  is 
ev»nYer,;en:l^v  caTTie\i  out  by  means  of  a  small  electric  furnace. 
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in  conjunction  with  a  thermo-couple  and  galvanometer.  Small 
pieces  of  steel  under  test  are  clamped  to  the  side  of  the  thermo- 
couple and  inserted  in  the  furnace.  The  temperature  of  the 
furnace  is  raised  slowly,  and  simultaneous  readings  of  time  and 
temperature  are  taken,  from  which  the  critical  temperature 
curve  of  the  steel  is  plotted.  Fig.  4  shows  such  a  curve  which 
was  taken  from  a  piece  of  1.04  per  cent  carbon  steel. 

STBLLITE. 

A  substance  placed  upon  the  market  under  the  name  of 
Stellite  is  claiming  considerable  attention  as  a  high-speed  cut- 
ting material.  Stellite  is  not  a  steel.  A  recent  analysis  of  a 
sample  gave  the  following  chemical  composition : 

Cobftlt      Ghromliiiii     Tungsten        Iron  Nickel    Manganese    Silicon  Molybdennm 

52.03  29.36  12.71  5.35  0.45  0.24  0.09  Trace 

Stellite  cannot  be  forged,  rolled  or  machined,  is  extremely 
brittle  and  tools  made  from  it  must  be  well  supported  close  to 
their  cutting  edges.  It  is  supplied  by  the  makers  in  short  cast 
bars  of  such  sections  as  may  be  ground  to  form  tools  of 
simple  outline  and  construction;  hence  its  uses  are  at  present 
somewhat  limited. 

Stellite  tips  may  be  brazed  or  electrically  welded  to  shanks 
of  carbon  steel,  and  when  so  treated,  may  be  used  until  re- 
peated grindings  render  the  stellite  very  thin.  Pig.  5  shows  two 
turning  tools  which  were  formed  by  welding  stellite  tips  to  car- 
bon steel.  These  tools  continued  to  cut  well  until  their  tips 
were  reduced  in  thickness,  by  repeated  grindings,  to  the  condi- 
tion shown.  The  photograph  also  shows  two  tool  holders  which 
support  their  tools  close  up  to  the  cutting  edges  and  are,  there- 
fore, especially  suitable  for  stellite. 

Under  favorable  circumstances,  cutting  speeds  may  be 
greatly  increased  by  the  substitution  of  stellite  for  high-speed 
steel.  Many  cases  are  on  record  where  cutting  speeds  on  ma- 
chinery steel  have  been  quadrupled.  The  following  instances 
may  be  of  interest.  Thin  cast  iron  frames,  which  were  very  hard 
on  account  of  their  being  somewhat  chilled,  were  successfully 
faced  at  a  cutting  speed  of  300  feet  (91.44  metres)  per  minute  by 
the  use  of  stellite,  whereas  the  speed  for  high-speed  steel  was  45 
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feet  (13.72  metres)  per  minute.  In  this  case,  there  was  also  a 
decided  reduction  iu  the  time  spent  on  grinding  tools,  the  stell- 
ite  tool  finishing  nine  pieces  for  each  grinding  as  against  one 
piece  finished  for  each  grinding  of  the  high-speed  steel  tool.  On 
an  axle-steel  shaft  of  0.45  carbon,  the  cutting  speed  was  in- 
creased from  100  feet  (30.48  metres)  per  minute  to  305  feet  (93 
metres)  per  minute,  when  stellite  was  substituted  for  the  usual 
high-speed  tool,  Sandy  brass  castings  have  also  been  machined 
with  considerable  success  by  the  use  of  stellite  tools — Xhe  cut- 
ting speeds  being  doubled.     At  present,  stellite  does  not  give 
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good  results  where  the  cutting  is  irregular  or  broken,  but  where 
a  continuous  cut  of  uniform  depth,  with  small  feed,  can  be  used, 
it  will  frequently  be  found  that  a  high  rate  of  cutting,  together 
with  a  uniform  size  may  be  maintained. 

MACHINING  WITH  EDGE  TOOLS. 
Machine  tool  manufacturers  have  shown  considerable  enter- 
prise during  late  years  in  dealing  with  the  problems  and  possi- 
bilities presented  by  the  introduction  of  the  new  steels.  Since 
greater  cutting  speeds,  feeds  and  cuts  were  possible,  it  became 
at  once  apparent  that  machine  tools  of  greater  strength  and 
rigidity,  combined  with  closer  speed  regulation,  were  highly 
desirable.  Also,  since  the  cutting  speed  had  been  increased,  the 
handling  time  became  of  greater  relative  importance;  conse- 
quently, machine  tools  have  been  produced  in  which  the  leading 
features  and  improvements  are  rigid  construction,  large  wearing 
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surfaces,  improved  means  of  lubrication,  superior  balance — both 
in  the  parts  of  the  machine  and  in  the  tool  reactions — an  in- 
creased number  of  available  cutting  speeds  and  feeds,  closely 
graduated  indexes,  enhanced  facilities  for  simultaneous  opera- 
tion and  automatic  and  semi-automatic  time-saving  devices. 
Thus,  the  selection  of  the  most  suitable  machine  for  a  specific 
manufacturing  operation  has  become  a  matter  which  requires 
considerable  skill  and  experience. 

The  selection  of  machinery  for  machine  shop  purposes  must 
depend  not  only  upon  the  design,  size,  accuracy  and  finish 
required  by  each  class  of  work,  but  also  upon  the  quantities 
which  may  be  manufactured  and  carried  in  stock  at  one  time. 
The  following  practice,  which  calls  for  the  use  of  parting-oflE 
machines,  centering  machines,  special  rough-turning  and  spot- 
ting lathes,  cylindric  grinding  machines  and  milling  machines 
has  been  found  satisfactory  for  the  manufacture  of  accurately 
finished  steel  shafts,  which  range  in  size  from  1^2  in-  dia.  (38.1 
mm)  by  15  inches  (381  mm)  long  to  4Mj  in.  dia.  (114.3  mm)  by 
5^  feet  (1.68  metres)  long  and  are  manufactured  in  quantity. 

The  material  from  which  the  shafts  are  made  is  hot-rolled 
axle  steel,  which  has  been  carefully  selected  under  rigid  inspec- 
tion at  the  mills.  It  contains  about  0.44  per  cent  carbon  and 
0.55  per  cent  of  manganese.  The  ultimate  tensile  strength  must 
not  be  greater  than  90,000  pounds  per  square  inch  (6328  kg  per 
sq.  cm)  or  less  than  75,000  pounds  per  square  inch  (5273  kg  per 
sq.  cm),  and  the  elongation  in  2  in.  (50.8  mm)  must  not  be  less 
than  18  per  cent.  The  material  is  in  about  22-foot  (6.7  metres) 
lengths,  when  received  from  the  mills,  and  is  cut  to  the  desired 
lengths  after  arrival  at  the  works,  these  lengths  being  usually 
1/32  inch  (0.79  mm)  to  1/16  (1.59  mm)  longer  than  the  finished 
lengths  of  the  shafts.  Several  kinds  of  machines  are  used  for 
cutting  this  material  to  lengths.  The  hollow-spindle  cutting-oflf 
machine,  with  its  forged  steel  tools,  has  been  largely  abandoned 
in  favor  of  the  revolving-cutter  type  of  cutting-off  machine. 
In  the  external  revolving-cutter  type,  high-speed  steel  cutters, 
which  are  adjustable,  are  inserted  in  the  rim  of  the  revolving 
disk.  The  machine  is  provided  with  a  very  handy  pneumatic 
clamping  device  by  means  of  which  the  work  is  rigidly  and 
rapidly  fixed  in  position.     In  another  machine,  the  cutters  are 


114 


MACHINE  SHOP  EQUIPMENT  AND  PBOOESSES 


arranged  around  an  inner  circumference  of  an  annular  disk. 
This  machine  is  built  to  take  stock  up  to  6  inches  (152.4  mm) 
in  diameter,  and  the  cutting  is  done  by  eight  inserted  high-speed 
steel  cutters.  Pour  of  these  cutters  are  round-nosed  for  rough- 
ing and  four  are  square-nosed  for  finishing,  so  arranged  that 
each  square  tool  follows  a  round-nosed  tool.  The  machine  is 
driven  by  a  constant  speed  motor  of  710  revolutions  per  minute, 
which  gives  a  cutting  speed  of  47.6  feet  (14.5  metres)  per  min- 
ute. The  length  of  bar  stock  is  conveniently  adjusted  by  means 
of  hand  wheel,  rack  and  gearing,  one  of  the  round  ways 
upon  which  the  carriage  slides  being  graduated  in  feet  and 
inches.  A  pneumatic  clamping  device,  similar  to  the  one  used 
with  the  external  machine,  is  also  used  with  this  machine.  As 
these  machines  are  used  on  rectangular  and  round  bars,  both 
external  and  internal  designs  are  desirable,  the  latter  being  more 
suitable  for  round  stock.  Some  idea  of  the  relative  values  of 
the  hollow-spindle  cutting-oflf  machine  and  the  internal  cutting- 
oflf  machine  may  be  obtained  from  the  following  figures,  which 
were  obtained  by  tests  made  on  an  axle-steel  stock  4.75  inches 
(120.65  mm)  diameter  by  22.5  feet  (6.86  metres)  long. 


Cutting  speed 

Feed  per  min.  .. 
Total  time  on 
six  cuts 


6  in.    (152.4  mm)   Hollow- 
Spindle  Cntting-Off  Machines 

64.5  ft.  (19.66  metres)  per  min. 
0.25  in.  (6.35  mm)  per  min. 

1  hr.,  16  min.,  10  sec. 


6  in.  (152.4  mm)  Int. 
Ontting-Oif  Machines 

47.6  ft.  (14.5  metres)  per  min. 
2.0  in.  (50.8  mm)  per  min. 

83  min. 


Centering.  After  the  shafts  have  been  cut  to  length  they 
are  next  centered  in  a  double-head  centering  machine,  which 
has  two  self-centering  chucks.  By  this  machine,  true  align- 
ment of  centers  is  secured,  and  as  only  one  setting  is  required 
for  centering  both  ends,  this  method  is  quicker  than  the  older 
method  in  which  a  single  head  was  used.  Due  to  rough  turn- 
ing operations,  the  centers  are  subject  to  very  heavy  stresses, 
and  where  the  centers  are  not  in  alignment  these  stresses  are 
greatly  increased,  the  centers  wear  rapidly  and  the  shaft  does 
not  run  true.  This  renders  necessary  an  increased  allowance 
of  metal  for  grinding.    The  centers  are  drilled  with  a  combina- 
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tion  center  drill,  which  drills  the  pilot  hole,  counter  sinks  to  60 
degrees  and  also  counter  bores  the  shaft  to  a  depth  of  tV  ^^^^ 
(1.59  mm).  As  all  shafts  on  one  order  must  have  their  centers 
of  uniform  depth,  so  that  length  stops  may  be  used  on  the 
lathe,  the  center  drill  is  provided  with  a  stop. 

Bough-turning  Shafts  for  Orinding.  The  third  operation 
on  shafts  is  that  of  rough  turning  and  spotting.  Shafts  from 
1%  inches  (38.1  mm)  dia.  by  15  inches  (381  mm)  long  up  to  4V^ 
inches  (114.3  mm)  diameter  by  5V^  feet  (1.68  metres)  long 
may  be  conveniently  rough  turned,  spotted  and  threaded  in  a 
special  lathe.  This  lathe  is  equipped  with  adjustable  stops  for 
length  and  cross  feeds,  which,  after  the  first  setting,  render 
calipering  unnecessary  and  insure  uniformity  in  the  spotting 
for  grinding.  There  are  three  tools,  one  for  roughing,  one  for 
spotting  and  one  for  rough  cutting  the  thread.  Four  cuts  are 
taken  with  the  threading  tool,  after  which  an  adjustable  die 
head,  arranged  over  the  tail-stock  spindle  and  lathe  center, 
cuts  the  threads  to  within  (0.254  nmi)  0.010  inches  of  the 
finished  size.  The  thread  is  brought  to  size  by  means  of  a  hand 
die  after  all  the  chief  operations  have  been  performed  on  the 
shaft;  this  insures  a  true  thread  and  corrects  any  abuse  which 
the  thread  may  have  received  in  handling,  while  going  through 
the  various  operations. 

Milting  Eeyways,  The  next  operation  is  that  of  milling 
the  keyways.  These  are  milled  on  a  heavy  vertical  milling 
machine  built  for  work  of  this  class  and  provided  with  a  two- 
fluted  end-mill  cutter.  The  cutter  or  end-mill  is  held  in  the 
spindle  of  the  machine  by  a  draw  in  collet,  run  at  a  high  speed 
and  flooded  with  cutting  compound.  The  shaft  is  located  in  the 
machine  by  a  self-centering  device  and  an  end  stop.  The  key- 
way  is  then  cut  by  feeding  the  cutter  down  to  a  depth  stop 
by  hand,  after  which  the  longitudinal  feed  is  used  and  auto- 
matically thrown  out  by  a  stop  which  is  set  to  suit  the  length 
of  the  keyway. 

If  the  ends  of  keyways  are  not  required  to  fit  round-ended 
keys,  it  is  found  economical  to  place  a  number  of  shafts  on 
^'Y"  blocks  and  mill  them  by  means  of  gang  milling  cutters, 
which  are  carefully  spaced  on  the  arbor.  Where  keyways  have 
been  cut  by  this  latter  method  and  the  design  calls  for  round- 
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ended  keys,  it  is  necessary  to  transfer  the  shafts  to  an  end- 
milling  machine;  and  experience  shows  that  it  is  more  eco- 
nomical to  complete  the  operation  on  one  shaft  at  a  time  on  a 
vertical  machine,  because  the  extra  handling  and  time  taken 
to  re-set  the  work  for  end  milling  more  than  offset  the  gain 
made  by  milling  several  keyways  simultaneously. 

Grinding.  The  final  machining  operation  on  the  shafts  is 
that  of  grinding.  Satisfactory  grinding  results  can  only  be 
obtained  by  the  use  of  rigid  and  accurately  aligned  grinding 
machines,  in  which  the  work  is  well  supported  by  centers  and 
steady  rests,  and  where  due  attention  has  been  paid  to  the 
grade  of  wheel,  its  diameter,  width,  peripheral  speed  and  also 
speed  and  traverse  of  the  work.  Careful  attention  must  also 
be  given  to  the  truing  of  the  wheel,  if  a  true  and  high  finish  is 
desired.  The  method  of  handling  and  grinding  shafts  depends 
somewhat  on  their  size  and  the  quantities  manufactured  at  one 
time.  On  all  heavy  shafts  it  is  the  practice  to  rough  and  finish- 
grind  complete  the  entire  shaft  before  removing  it  from  the 
grinding  machine,  except  in  those  cases  where  the  shaft  has  a 
taper,  in  which  case  the  shaft  is  transferred  to  another  ma- 
chine to  receive  the  taper  grinding  operation.  In  the  grind- 
ing of  heavy  shafts,  the  fits  are  first  ground  to  size  and  the 
journals,  or  bearings,  are  rough-ground  to  approximately  .003 
inches  (.076  mm)  larger  than  the  finished  size,  the  wheel  is 
next  trued  up  and  the  bearings  finished.  In  dealing  with 
shafts  which  may  be  easily  handled  by  hand,  the  better  prac- 
tice is  to  rough-grind  journals,  grind  the  fits  to  size  and  re- 
move shafts  from  the  machine.  After  about  50  shafts  have 
been  so  treated,  the  wheel  is  carefully  trued  up,  the  shafts  re- 
placed in  the  machine  and  the  journals  finish-ground  to  size. 

MILLING. 

Great  advances  are  being  made  in  milling  practice  as  a 
result  of  recent  experiments  with  ** stream  lubrication".  These 
experiments  have  shown  that  cutter  and  work  can  be  kept  cool 
under  very  high  speeds  and  feeds  by  the  application  of  a  su£S- 
cient  quantity  of  cutting  compound.  The  compound  is  conveni- 
ently and  effectively  applied  to  the  cutter  and  work  by  means 
of  a  hood. 
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Some  idea  of  the  importance  of  "stream  lubrication"  may 
be  gathered  from  the  following  data,  which  have  been  taken 
from  various  tests.  By  using  stream  lubrication  while  cutting 
the  teeth  of  a  long  pinion,  it  was  possible  to  increase  the  speed 
71  per  cent  and  to  increase  the  feed  164  per  cent.  The  speed 
at  which  keyways  in  chrome-nickel  steel  shafts  were  milled 
was  increased  36  per  cent  and  the  feed  90  per  cent.  By  the 
same  means,  the  speed  for  milling  the  teeth  of  machinery  steel 
sprockets  was  increased  86  per  cent  and  the  feed  50  per  cent. 

Stream  lubrication  is  being  used  to  advantage  in  cases 
where,  owing  to  limited  capacity  of  the  machine,  speeds  and 
feeds  cannot  be  increased.  The  following  is  an  instance  of  such 
a  case.  In  milling  grooves  to  form  bars  of  **H"-shaped  sec- 
tion, it  was  possible  to  mill  300  pieces  for  each  grinding  of  the 
cutter — stream  lubrication  being  used — whereas,  with  the  or- 
dinary lubrication,  the  cutter  had  to  be  ground  after  15  or  20 
pieces. 

While  stream  lubrication  gives  excellent  results  on  steel  of 
various  kinds,  it  is  not  always  satisfactory  when  used  on  cast 
iron.  This  appears  to  be  the  case  where  the  hard  skin  of  cast 
iron  must  be  encountered  at  all  parts  of  the  traverse,  as  for 
instance  where  the  cutter  is  wider  than  the  surface  of  the 
casting,  and  the  vertical  edges  of  the  casting  skin  are  pre- 
sented to  the  cutter  at  two  places  only,  which  are  separated 
by  a  distance  equal  to  the  width  of  the  casting. 

Since  the  cutting  speeds  and  feeds  have  been  greatly  in- 
creased, it  is  evident  that  the  ratio  which  the  handling  time 
bears  to  the  total  time  of  any  milling  operation  will  be  greatly 
increased,  unless  improved  handling  and  chucking  facilities 
commensurate  with  the  increased  cutting  capacity  be  installed. 
It  is  also  evident  that  the  highest  efficiency  can  be  obtained 
from  operator  and  machine,  only  when  the  cutting  proceeds 
continuously.  This  condition  may  be  obtained,  approximately, 
by  what  has  been  called  the  ** -continuous"  method  of  operation. 
The  ** continuous"  method  may  be  used  where  the  work  is  of 
such  a  size  and  shape  that  a  circular  milling  attachment  or  a 
machine  having  two  or  more  revolving  tables  can  be  used.  Con- 
tinuous milling  is  employed  in  finishing  the  base  plates  of 
electric  sad  irons  by  mounting  them  on  a  circular  milling  at- 
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tachment.  This  circular  attachment  is  provided  with  10  in- 
dependent chucks  for  holding  the  castings,  thus  allowing  the 
operator  time  to  take  out  the  machined  castings  and  put  in 
other  castings  while  the  cut  proceeds.  The  efficiency,  in  this 
example,  may  be  gauged  by  the  fact  that  the  work  was  for- 
merly done  by  one  operator  on  two  vertical  milling  machines 
fitted  with  transverse  feed,  magnetic  chuck  and  high-speed 
cutters.  The  output  was  doubled  and  50  per  cent  of  the  floor 
space  saved  by  the  new  method. 

Brass  cable  terminals  are  also  milled  continuously. 

In  a  comparatively  recent  machine  for  continuous  milling, 
two  tables,  which  carry  the  work,  revolve  about  a  central 
column,  the  revolving  and  indexing  being  actuated  by  means 
of  a  foot  lever.  The  operations  of  this  machine  are  so  arranged 
that  the  time  for  setting  up  the  work  is  equal  to  or  less  than 
the  time  required  to  make  the  cut.  Under  these  circumstances, 
the  only  lost  time  between  cuts  is  10  seconds,  the  time  required 
to  revolve  and  index  the  tables — ^to  which  must  be  added,  where 
the  work  is  short,  the  time  required  to  traverse  the  work  to  and 
from  the  cutter  at  the  beginning  and  end  of  each  cut.  As  an 
instance  of  the  saving  effected  by  this  machine,  may  be  cited 
a  case  where  steel  keys  9  inches  by  ll^  inches  wide  (288.6  by 
31.75  mm),  set  up  two  at  a  time  on  each  table,  were  milled  on 
both  faces  in  an  average  time  of  3.45  minutes  each;  whereas 
the  time  required  to  do  this  work  on  an  ordinary  milling  ma- 
chine was  7  minutes  each.  By  mounting  6  pieces  on  each  table, 
the  time  per  piece  was  reduced  from  3.45  to  1.5  minutes  each. 

The  uses  of  the  spline  miller  have  been  extended,  so  as  to 
include  curved  slots  and  forms  in  endless  variety,  by  an  in- 
genious and  inexpensive  camming  attachment.  The  attach- 
ment consists  of  an  angle  bracket  which  is  bolted  to  the  platen 
and  carries  a  supporting  roller  for  the  cam.  A  face  plate,  or 
carriage,  to  which  the  work  is  attached  slides  on  the  angle 
bracket,  being  actuated  by  a  small  roller  as  it  travels  upon  the 
upper  edge  of  the  cam.  The  pressure  between  roller  and  cam 
is  regulated  by  a  spring.  One  end  of  the  cam  is  fixed  by  a 
tap-bolt  to  the  frame  of  the  machine,  the  other  end  being  sup- 
ported by  a  roller.  Straight  slots  may  be  produced  by  fixing 
the  face  plate  to  the  angle  bracket  by  means  of  a  wing-nut 
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and  stud.    This  camming  attachment  has  been  found  remark- 
ably efScient  for  rounding  oflf  the  ends  of  pinion  teeth. 

As  an  example  of  heavy  milling,  Fig.  6  shows  the  milling 
of  axle-cap  seats  in  a  large  steel  railway  motor  frame.  It  will 
be  noticed  that  six  surfaces  are  being  milled  simultaneously. 
High-speed  steel,  inserted  cutters  are  used,  the  cutting  speed 
being  67  feet  (20.4  metres)  per  minute,  the  feed  per  minute 
l|f  inches  (49.2  mm)  and  the  depth  of  cut  ^/^  inch  (12.7  mm). 

DBILLS    AND    DEILLING    MACHINERY. 

Although  the  first  cost  of  high-speed  drills  is  much  more 
than  that  of  carbon-steel  drills,  high-speed  steel  is  now  in  general 
use  for  all  drills  above  A  i^ch  (4.76  mm)  diameter;  and  while 
carbon  steels  are  frequently  preferred  for  the  smaller  sizes 
where  the  material  to  be  drilled  is  chiefly  brass  or  cast  iron,  it 
will  be  found  economical  to  use  high-speed  drills  for  the  small 
sizes  where  much  steel  has  to  be  drilled.  There  are  several 
reasons  why  high-speed  drills  are  so  generally  used,  the  first 
of  which  is  undoubtedly  their  great  cutting  capacity.  Carbon- 
steel  drills  are  commonly  used  on  machinery  steel,  with  0.005 
to  0.01  inches  (0.127  to  0.254  mm)  feed  per  revolution,  at  a 
peripheral  speed  of  20  feet  (6.09  metres)  per  minute,  while 
high-speed  drills  are  ordinarily  driven  at  a  peripheral  speed  of 
70  feet  (21.33  metres)  per  minute,  with  feeds  ranging  from 
0.010  to  0.015  inches  (0.254  to  0.381  mm)  per  revolution;  and 
cases  are  on  record  where,  under  best  conditions,  high-speed 
drills  have  been  used  successfully  at  a  peripheral  speed  of  135 
feet  (41  metres)  per  minute,  with  a  feed  of  0.06  inches  (1.52 
mm)  per  revolution.  Another  reason  why  high-speed  drills 
are  preferable  is  found  in  the  saving  of  grinding  time.  Still 
another  reason  appears  in  the  reduction  of  the  number  of 
drills'  carried  in  stock,  for,  owing  to  the  frequent  grindings 
necessary  with  carbon-steel  drills,  operators  frequently  carried 
three  or  four  drills  of  the  same  size,  so  as  to  save  the  time 
which  would  otherwise  be  lost  in  walking  to  and  from  the 
emery  wheel. 

As  in  other  machine  tools,  the  adoption  of  high-speed  steel 
for  cutting  has  been  followed  by  the  re-design  of  the  machines, 
due  regard  being  paid  to  the  element  of  rigidity  and  the  power 
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required  to  drive  the  new  drills  to  the  limits  of  their  capacity. 
Belt-driven  feeds  have  been  largely  saperseded  by  spur-geared 
feeds,  and  cast  iron  gears  have  given  place  to  cut  steel  and 
bronze  gears.  All  important  bearings  are  bushed  with  bronze. 
Spindles  are  of  forged,  high-carbon  steel,  accurately  ground 
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and  fitted  with  ball  thrust-bearings,  instead  of  the  fibre  wash- 
ers previously  used.  Automatic  time-saving  devices  have  re- 
ceived much  attention.  Attachable  multiple-drill  heads,  having 
adjustable  centers  arranged  to  take  2,  3,  4,  5  or  6  driUs,  have 
found  many  suitable  applications.  High-speed  drills  have  en- 
couraged the  practice  of  multiple  drilling,  and,  on  repetition 
work,  multiple-drilling  machines  are  often  arranged  to  drill 
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complete  at  one  setting.     Such  machines  may  be  arranged  for 
drilling  in  five  or  more  directions  at  one  time. 

GRINDING   AND   GRINDING   MACHINES. 

Since  Mr.  E.  G.  Acheson  produced  the  substance  known  as 
Carborundum,  about  25  years  ago,  investigators  and  manufac- 
turers of  abrasives  have  given  great  attention  to  the  grain, 
grade  and  bonding  of  their  products,  with  the  result  that  today 
we  have  abrasive  wheels  and  discs  of  emery,  carborundum, 
aloxite,  alundum  and  crystolon  in  great  variety  of  size,  shape, 
grain  and  grade,  of  superior  quality,  and  adapted  to  a  wide 
range  of  service. 

The  demand  for  accurately  finished  parts  of  machinery  at 
a  low  cost  has  been  largely  responsible  not  only  for  the  develop- 
ment in  abrasives,  but  also  for  the  great  improvement  in  grind- 
ing machinery.  Since  manufacturers  of  machinery  began  to 
realize  that  abrasive  discs  and  wheels  were  truly  cutting  in- 
struments, in  which  innumerable  cutting  points  and  edges  were 
presented  to  the  work,  much  work  that  was  previously  per- 
formed on  millers,  planers  and  lathes  has  been  transferred  to 
the  grinders. 

Dry  Disc  Orinding  Versus  Milling. 

Considerable  saving  is  being  effected  by  the  use  of  disc 
grinders  on  many  flat  surfaces  that  were  formerly  milled.  This 
is  more  noticeable  in  dealing  with  castings  that  are  liable  to 
be  chilled  and  brittle.  Grinding  also  possesses  decided  ad- 
vantages where  the  shape  of  the  casting  or  forging  is  such 
that,  in  order  to  prevent  springing,  great  care  is  necessary  in 
chucking  or  -clamping  the  work  in  the  milling  machine. 

Motor  driven,  double  disc  grinders  are  in  use,  in  which 
the  discs  are  of  steel,  23  inches  (584.2  mm)  diameter  and  run- 
ning at  1450  revolutions  per  minute.  The  abrasive  circles  are 
glued  to  the  discs  by  a  cold  glue,  which  is  readily  soluble  in 
water.  When  the  abrasive  circle  becomes  somewhat  worn,  it 
may  be  used  on  the  corners  or  edges  of  work  or  upon  work 
which  presents  surfaces  of  comparatively  small  area,  and  when 
worn  out,  the  abrasive  circle  may  be  removed  from  the  steel 
disc  by  immersion  in  a  tank  of  warm  water.  As  disc  grinders 
of  this  kind  are  invariably  dry  grinders,  they  must  be  con- 
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nected  up  with  a  dust  extracting  8>^tem,  and  on  account  of 
the  dust,  it  is  not  considered  good  practice  to  install  these 
machines  near  other  machinery. 

In  another  type  of  disc  grinder,  two  constant-speed  motors 
are  used,  one  of  which  is  fixed  on  the  bed,  while  the  position 
of  the  other  is  adjustable  along  the  bed  by  means  of  rack  and 


be  controlled  by  a  micrometer  stop.  By  this  means,  work  hav- 
ing parallel  surfaces  may  often  be  rapidly  and  accurately 
finished.  Fig.  7  shows  such  a  piece  of  work  in  such  a  machine. 
Each  of  the  three  bosses,  seen  in  the  figure,  is  1*^  inches  di- 
ameter by  V2  '°ch  thick  (38.1  by  12.7  mm)  and  the  finish  re- 
quirements call  for  the  thickness  to  be  held  within  a  limit  of 
0.001  inch  (0.0254  mm).  The  grids  shown  are  of  cast  iron  and 
are  finished  on  the  bosses  at  the  rate  of  45  grids  per  hour. 

Instead  of  the  abrasive  circles  mentioned  above,  ring 
wheels  may  be  used  with  advantage  for  roughing  off  scale  and 
stock  which  are  too  rough  to  be  ground  economieally  by  abrasive 
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cloth  circles.  There  is  another  advantage  possessed  by  the  ring 
wheel,  in  that  the  life  of  the  wheel  is  much  longer  than  that  of 
the  abrasive  circle.  The  case  of  the  grid  cited  above  furnishes 
a  good  example  of  the  relative  wear  of  circle  and  wheel. 
Wheels  of  15  inches  (381  mm)  outside  diameter,  9  inches  (228.6 
mm)  inside  diameter  and  3  inches  (76.2  mm)  thickness  were 
used  instead  of  abrasive  cloth  circles,  and  it  was  found  that 
each  wheel  was  worn  down  ^  inch  (1.59  mm)  on  the  face  after 


Tig.  B.    Hotiiontil  DUe  Qrlndar. 

one  month's  work;  whereas,  two  abrasive  circles  are  usually 
worn  out  by  4  days'  work. 

Another  form  of  dry  disc  grinder,  in  which  the  disc  is  48 
inches  (1.219  metres)  diameter  and  rotates  at  the  rate  of  400 
r.p.m.  in  a  horizontal  plane,  is  shown  in  Fig.  8.  This  machine 
represents  the  most  recent  addition  to  the  family  of  dry  disc 
grinders,  and  is  remarkably  efficient  on  certain  kinds  of  work. 
Its  chief  peculiarity  lies  in  the  fact  that  the  work  bears  directly 
on  the  abrasive  and  is  ground  by  the  pressure  exerted  by  its 
own  weight,  hence,  frail  castings  which  are  difficult  to  machine 
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on  the  millJtig  machines  because  of  the  tendency  to  spring  while 
being  clamped,  may,  in  many  instances,  be  faced  truly  and 
economically  by  this  process,  which  requires  comparatively  un- 
skilled labor.  Figure  9  is  taken  from  castings  which  have  been 
faced  by  the  horizontal  grinding  process,  and  the  following 
table  shows  the  savings  due  to  this  method: 

Name  of  Piece  Operation 

Junction  Box, "  A ' ' Tace 

Controller  Baae,  "  B ' ' Face  boseeB 

Half  Bearing, "  C ' ' .Face  joint 


Time  on 

Time 

Time   Savecl 

Milling 

Each 

Mach: 

Grinder 

Piece 

n^.  S.     Ok*U&ga  OrDond  on  Hoilwmtal  DUe  Oilndw. 

Wet  Qrindlng. 

For  the  production  of  true  Sat  surfaces  on  hardened-steel 
punches  and  dies,  the  vertical  surface  grinder  has  been  found 
highly  efficient.  A  cup  wheel  16  inches  (406.4  mm)  in  outside 
diameter,  running  at  a  constant  speed  of  1000  r.p.m.,  is  used. 
The  work  is  held  and  presented  to  the  wheel  by  means  of  a 
strong  magnetic  chuck,  which  forms  the  machine  table;  this 
latter  has  six  different  speeds  of  rotation.  The  feed  mechanism 
is  so  graded  as  to  allow  of  feeds  ranging  from  0.0002  inch 
{0.005  mm)  to  0.005  inch  (0.127  mm)  in  increments  of  0.0002  in. 
(0.005  mm).  A  sheet  iron  guard  surrounds  the  wheel,  and 
splash  guards  prevent  the  cutting  compound  from  being  thrown 
beyond  the  machine. 

Much  of  the  work  now  done  on  the  vertical  machines  was 
formerly  done  on  grinders  of  an  old  type,  having  horizontal 
s|iindles  and  cylindrical  wheals.  The  superiority  of  the  vertical 
machine  is  due  chiefly  to  the  adjustable  feeds  and  speeds,  also 
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to  the  method  of  chucking,  and  face  contact  instead  of  line 
contact  of  the  wheel. 

In  the  up-keep  of  wheels,  the  vertical  grinder  costs  five 
times  more  than  the  obsolete  horizontal  machines  mentioned 
above,  but  since  the  vertical  grinder  produces  from  50  to  75 
per  cent  more  work,  the  wheel  cost  per  die  is  very  little  more. 
On  small  dies,  having  surfaces  up  to,  say,  3  inches  by  6  inches 
(76.2  by  152.4  mm),  the  saving  due  to  the  vertical  machine  is 
about  75  per  cent;  on  large  dies  up  to  30  inches  (762  mm)  dia. 
(the  maximum  capacity  of  the  machine),  the  saving  is  about  50 
per  cent. 
Oylindric  Orinding. 

The  finishing  of  cylindric  surfaces  on  cast  iron  and  steel 
by  grinding  has  been  a  well  established  machine  shop  process 
for  many  years.  It  is  common  practice  on  shaft  grinding  up  to 
6  inches  (152.4  mm)  diameter  to  use  wheels  of  2  inches  (50.8 
mm)  face,  and  to  give  a  work  traverse  of  from  i/^  to  %  of  the 
wheel  width  per  revolution  of  the  work.  With  the  correct 
combination  of  work  and  wheel  speeds,  wheel  grain,  grade  and 
material,  each  pass  of  the  wheel,  when  roughing,  may  remove 
from  0.003  to  0.004  inch  (0.076  to  0.102  mm)  from  the  diam- 
eter of  the  shaft.  At  the  end  of  each  stroke,  or  pass,  the  longi- 
tudinal movement,  or  traverse,  is  suspended,  while  the  work 
makes  from  one  to  two  revolutions.  The  total  number  of  passes 
required  to  rough  grind  any  fit,  therefore,  depends  on  the 
amount  of  stock  which  has  been  allowed  for  grinding.  This 
allowance  varies  considerably  in  different  machine  shops  ac- 
cording to  the  class  of  work,  the  condition  of  the  roughing 
lathes  and  the  inspection  of  the  rough-turned  shafting.  In 
general,  however,  the  amount  allowed  for  grinding  depends 
on  the  diameter  and  the  length  of  the  work,  and  tables  have 
been  constructed  which  give  this  allowance  for  any  shaft  or 
given  diameter  and  length.  From  what  has  just  been  said,  it  is 
evident  that  a  considerable  reduction  in  grinding  time  may  be 
effected  by  increasing  the  width  of  wheel.  In  the  latest  de- 
velopment of  cylindric  grinding,  which  someone  has  called 
** slabbing",  the  advantages  of  the  very  wide  wheel  are  ob- 
tained. This  new  method  appears  to  have  possibilities  which 
are  limited  only  by  the  width  of  the  grinding  wheel  and  the 
rigidity  of  the  machine.    Fig.  10  shows  the  application  of  the 
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"slabbing"  process  to  a  shaft  1.4  incbes  (35.56  mm)  diameter 
by  30  inches  (762  mm)  long;  from  which  it  will  be  seen  that,  with 
the  exception  of  one  fit,  the  wheel  exceeds  the  length  of  each 
shaft  fit.  By  this  means,  the  end  traverse  of  wheel  or  work 
is  in  a  large  measure  eliminated,  and  a  corresponding  decrease 
in  grinding  time  realized. 


Fig.  ID.      "Slmb  Grludlni"   ■  BtuM. 
FILE  SHARPENING. 
Although  for  a  number  of  years  attempts  at  file  sharpen- 
ing have  been  made,  it  is  only  within  the  last  few  years  that 
the  process  has  become  a  commercial  success.    A  sand  blasting 
being  used  for  file  sharpening,  with  success,  by 
!  manufacturing  establishments.     This  apparatus 
sheet-iron  chamber  provided  with  uptake,  settling 
mixing-tank,  slurry  overflow-pipe,   air  agitating 
•ry  projector.    A  door  gives  access  to  the  inside  of 
The  slurry  projector  is  inclined  to  the  horizontal 
f  25  degrees,  and  the  nozzle  extends  slightly  within 
This  projector  consists  essentially  of  a  bronze 
ch  are  fitted  steam  pipe,  slurry  suction-pipe  and 
steam  supplies  sufficient  water  for  the  slurry. 
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The  files  are  sharpened  by  being  held  in  the  slurry  jet  in 
sach  a  manner  as  to  expose  the  backs  of  the  file  teeth  to  the 
cutting  action  of  the  sand.  After  the  file  has  been  sharpened, 
it  is  cleaned  and  dried  by  the  steam,  after  the  slurry  supply 
has  been  cut  oflf  by  a  foot  lever. 

Success  in  file  sharpening  depends  on  the  skillful  selection 
of  the  files  to  be  sharpened,  maintenance  of  the  correct  angle 
between  files  and  jet  while  sharpening,  and  the  selection  of  a 
suitable  sand.  Experience  shows  that  a  sharpened  file  often 
does  as  much  work  as  a  new  one,  and  the  cost  of  sharpening 
averages  about  one-fifth  of  the  cost  of  new  files.  The  following 
results  have  been  obtained  under  ordinary  manufacturing  con- 
ditions and  may  be  taken  as  representative  of  the  economies 
which  are  effected  by  the  efficient  use  of  this  apparatus. 

Total  Cost 

Sand 

Blasting 

$  0.88 

9.96 
14.20 
15.07 
28.98 
26.69 
22.64 

6.28 


No.  of  Files 
Treated 

109 

4 

1245 

..  6 

1333 

8 

943 

10 

1206 

12 

831 

14 

566 

16 

143 

..18 

Size 


in.  files 


Price 

Becut 

of  New 

Price 

Files 

$  11.99 

136.95 

199.95 

$56.00 

169.74 

96.48 

241.20 

99.72 

174.51 

90.56 

124.52 

27.17 

34.32 

ELECTBIC    DBIVING    OF    MACHINE    TOOLS. 

That  the  electrically-driven  machine  shop  possesses  ad- 
vantages, is  evident  from  the  rapidity  with  which  electric  driv- 
ing has  been  substituted  for  mechanical  driving.  Among  the 
advantages  claimed  for  electric  driving  are  the  following: 

Power  may  frequently  be  obtained  from  a  public  supply 
corporation  at  a  less  cost  than  would  be  possible  were  it  gen- 
erated in  a  private  power  station.  In  such  a  case  the  first  cost 
of  a  private  generating  plant  is  unnecessary. 

Where  an  electrically  driven  shop,  having  its  own  power 
station,  is  in  the  vicinity  of  a  public  supply  system,  power  may 
be  obtained  for  machine  shop  purposes  when  the  private  station 
is  idle. 

Where  electric  driving  is  used,  the  position  of  the  power 
house  may  be  determined  by  a  convenient  source  of  fuel  and 
water  supply  and  facilities  for  the  disposal  of  ash;  whereas, 
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mechanical  transmission  usually  makes  a  definite  relation  of 
machine  shop  and  power  house  imperative. 

Transmission  shafts,  counter  shafts,  fixings  and  belts,  with 
their  expensive  delays  and  repairs,  are  eliminated.  As  a  result 
of  the  elimination  of  belting,  there  is  less  obstruction  to  light. 

Electrically  driven  machinery  may  usually  be  more  easily 
arranged  to  suit  the  sequence  of  manufacturing  operations,  and 
where  the  machines  are  individually  driven,  any  machine  may 
be  operated  irrespective  of  others.  Closer  and  more  con- 
veniently obtainable  cutting  speed  regulation,  with  a  conse- 
quent increase  of  from  15  to  25  per  cent  in  output,  together 
with  a  great  reduction  of  moving  parts,  is  usually  made  pos- 
sible by  the  substitution  of  electric  for  mechanical  control  of 
machine  tools. 

Great  improvements  have  been  made  recently  in  the  de- 
sign and  construction  of  machine  shop  electrical  equipment. 
Motors  have  been  reduced  in  weight  and  increased  in  mechani- 
cal strength  by  the  substitution  of  pressed  steel  for  cast  iron 
and  cast  steel.  Automatic  starters  and  controllers  have  been 
improved  and  are  now  used  to  advantage  on  machines  which 
art^  frequently  started  and  stopped. 

Among  the  advantages  secured  by  automatic  control — 
sometimes  called  **push  button"  control — may  be  cited  the  fol- 
lowing : 

Simplicity  and  safety  in  operation 

Spetni  regulation  to  suit  the  hardness  of  material  to  be  cut 

Protection  of  motor  from  excessive  starting  current 

Protection  of  motor  from  overload. 

Convenient  location  of  the  push  buttons  greatly  facilitates 
the  setting  up  of  work  on  the  machine.  This  feature  is  highly 
desirable  for  planers  and  boring  mills.  A  very  full  description 
of  automatic  control  for  industrial  motors  may  be  found  in  the 
Kloi»trio  Journal  of  December,  1914. 

It  frequently  happens  that  existing  machine  tools  may  be 
rtnidily  altered  and  greatly  improved  by  the  substitution  of 
oltvtrieal  for  meohanioal  control,  as  in  the  following  case:  A 
lathe,  in  whioh  the  work  speeds  were  obtained  through  numer- 
ous spur  gears,  olutehes,  levers  and  fitting,  had  caused  consid- 
erable expense  and  delay  due  to  repairs,  and  it  was  decided 
that  a  ehauire  fn>ni  mei*hanioal  to  eleetrieal  control  should  be 


MACHINE  SHOP  EQUIPMENT  AND  PROCESSES  129 

tried,  as  a  possible  means  of  reducing  the  repair  bill.  Fourteen 
spur  gears,  two  double  clutehes  and  their  levers  and  fittings 
were  removed  from  the  headstoek  and  an  adjustable  speed 
motor  and  controller  were  installed.  After  the  change,  in- 
stead of  the  nine  original  speeds,  thirty-two  were  available 
under  the  new  conditions.  In  addition  to  the  advantages  of 
closer  speed  regulation  and  reduction  of  wearing  parts,  an 
appreciable  reduction  in  power  used  is  recorded,  and  speed 
changes  are  obtained  with  less  effort. 

From  what  has  been  said  with  reference  to  modern  cutting 
tools  and  machinery,  it  is  evident  that  rapid  advances  have 
been  made  in  machine  shop  methods  and  equipment ;  it  is  also 
a  fact  that  the  cost  of  equipment  has  increased  greatly.  Also, 
the  first  cost  of  buildings,  with  the  superior  hygienic  conditions 
under  which  men  work ;  the  increased  cost  of  management  due 
to  the  more  highly  developed  and  complex  manufacturing  con- 
ditions and  competition;  and  other  items  connected  with  the 
production  of  machinery,  all  combine  to  swell  the  total  over- 
head factory  expense.  Under  these  circumstances,  it  is  essen- 
tial that  a  high  state  of  efiiciency  be  maintained  in  the  machine 
shop,  and  this  can  be  secured  only  when  the  machinery  is  kept 
running  at  or  near  its  maximum  capacity.  There  are  many 
factors  involved  in  the  realization  of  this  latter  condition,  not 
the  least  of  which  is  the  ability  of  the  machine  tool  operator ; 
and  in  order  that  the  operator  may  work  to  the  best  advantage, 
it  is  now  customary,  in  large  organizations  where  a  great  many 
tools  are  used,  to  employ  a  staff  of  expert  demonstrators,  whose 
business  it  is  to  instruct  operators  and  demonstrate  the  capa- 
bilities of  machines.  The  demonstrator  is  also  expected  to  keep 
himself  abreast  of  the  latest  developments  in  his  class  of  work, 
and  to  devise  means  for  simplifying  and  improving  machining 
operations.  The  paper  read  by  Mr.  G.  0.  Gridley  on  **Safe 
Selling  Guarantees"  before  the  National  Machine  Tool  Build- 
er's Association,  in  the  fall  of  1913,  brings  out  very  forcibly 
the  benefits  to  be  derived  by  machine  tool  builders  from  the 
demonstration  of  the  value  of  their  machinery. 

The  buyer  of  machinery  is  naturally  influenced  by  the  dcr 
sign  and  workmanship  in  the  tools  offered,  but,  generally  speak- 
ing, his  final  decision  in  making  a  purchase  will  rest  upon  th^ 
quantity  and  quality  of  the  work  which  the  tools  will  produce 
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in  a  definite  time  and  under  working  conditions  which  are  con- 
dacive  to  a  reasonably  long  period  of  usefulness  and  efficiency. 
Therefore,  the  machine  tool  builders  who  are  in  a  position  to 
study  the  requirements  of  their  customers  and  to  furnish  data 
as  to  how  work  should  be  done  and  the  time  in  which  the  work 
can  be  done,  have  decided  advantages  over  those  who  do  not 
render  such  service.     The  market  now  offers  a  great  many 


t\-9igh'of  Tip   o.z^»s. 
of  3fee{\iieJ{  ib,\So/af  To^' 


V^ 


Cost  of  Steel  in  dollars  per  Pounil 

ni.  11. 

competitive  machines  for  doing  practically  the  same  class  of 
work,  and  it  is  not  to  be  expected  that  the  users  can  always 
accurately  decide  what  is  best  for  their  requirements. 

Before  making  a  guarantee  that  a  machine  tool  will  per- 
form a  definite  piece  of  work  in  a  certain  time,  the  builder  of 
the  machine  should  be  in  a  position  to  demonstrate  that  the 
work  can  be  performed  in  the  time  specified;  otherwise,  it  is 
unsafe  to  make  such  a  guarantee.  Actual  demonstration  is  con- 
vincing, and  its  influence  as  a  selling  agent  is  very  far  reach- 
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ing.  Demonstration  provides  a  means  of  obtaining  the  most 
suitable  arrangement  of  tools  and  the  best  combination  of 
feeds,  speeds,  and  cuts  for  the  work  in  hand.  During  a  dem- 
onstration, an  itemized  record,  or  time  study,  can  be  made  of 
the  operations,  the  material,  the  cutting  feeds,  speeds  or  cuts, 
the  handling  time  and  the  time  consumed  in  manipulating  the 
machine.  Such  records,  when  conveniently  filed,  form  a  valu- 
able source  of  information,  which  may  be  used  to  advantage 
when  estimating  the  cost  of  similar  work. 

DISOUSSIOK 

Mr.  Oarl  O.  Barth,*  Mem.  Am.  Soc.  M.  E.,  stated  that  the  use  of    ifr. 
welded  high-speed  steel  points  on  carbon-steel  tools  did  not  work  out  as  B^Tth. 
to  relative  eosts  as  determined  by  Mr.  Norris.    He  had  made  a  number 
of  experiments  on  welded  tips,  and  as  he  treated  them  they  gave  a  more 
efficient  tool.     He  had  taken  the  tail  end  of  a  solid  tool,  using  it  as  a 
tip  and  got  a  great  deal  more  efficient  tool  in  each  ease. 

With  reference  to  the  statement  that  belt  feeds  were  supplanted  by 
positive  feeds,  he  felt  that  all  make  mistakes  by  generalizing.  He  had 
rebuilt  tools  in  a  number  of  shops,  and  had  made  a  specialty  of  belt  feeds 
and  got  a  perfect  progression  of  speeds.  If  one  makes  two  large  eones  of 
exactly  the  same  size,  or  takes  one  and  cuts  it  in  two,  putting  one  above 
and  one  below,  an  absolutely  arithmetical  progression  of  speeds  oaa  bo 
obtained.  The  trouble  with  belt  feeds  is  generally  due  to  using  too  small 
belts.    In  England,  they  are  putting  in  belt  feeds  with  large  belts. 

As  to  the  use  of  bronze  bushings,  he  stated  that  they  were  a  mistake, 
as  they  gave  trouble.  They  had  replaced  them  with  cast  iron  bushings 
which  gave  no  trouble. 

He  had  used  high-speed  steel  for  lathe  centers  with  great  success  and 
advantage. 

He  felt  that  there  was  too  much  buying  of  fast-moving  machinery, 
which  was  too  expensive. 

The  range  of  feeds  and  speeds  of  drill  presses  on  the  market  was  al- 
together too  limited.  By  rebuilding  a  drill  press  they  had  obtained  a 
much  better  press  than  any  on  the  market. 

He  had  been  the  first  to  want  feeds  of  millers  independent  of  revolu- 
tions. Scientifically,  there  should  be  a  proper  feed  for  every  tooth  in  the 
cutter.  We  should  have  ''feed  per  revolution''  and  ''feed  per  minute "^ 
and  should  be  able  to  get  the  same  ratio  of  feed  per  revolution  at  all 
speeds. 

Manufacturers  put  on  their  machines  data  of  the  speeds  and  feeds 
they  tried  to  get,  rather  than  of  the  ones  they  actually  got.  What  is 
needed  is  to  get  at  the  ratio  expressed  in  per  cent  rather  than  in  minutes. 

*  Oons.  Engr.,  Philadelphia,  Pa. 
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Mr.  It  is  highly  desirable  that  all  tool  manufacturers  should  agree  upon  the 
Barth.  mathematical  ratios  for  f eeds,  speeds,  etc.,  and  make  their  use  universal. 
A  m&n  may  study  out  a  drill-press  job  for  one  particular  machinCi 
but  other  machines  may  be  different.  It  should  be  possible  for  a  man  to 
learn  one  drill  press  with  its  speeds  and  feeds  and  their  application  to  all 
classes  of  work;  then  when  he  is  familiar  with  one  press,  he  would  be 
familiar  with  all. 

Mr.  Mr.  James  Hartaess  stated  that  they  were  doing  their  best  to  get 

HartneH.  their  speeds  and  feeds  to  the  slide-rule  system  of  Mr.  Barth,  but  in- 
vention comes  first,  then  they  have  to  check  up  their  work  at  the  last 
and  cannot  always  work  like  a  slide-rule. 

Mr.  Mr.  E.  'BL  Norria  (by  letter)  in  replying  to  Mr.  Barth  said  that  the 

Norris.  solution  of  the  question  on  relative  costs  of  "solid"  and  "tip-welded" 
tools  must  depend  largely  upon  the  cost  of  the  high-speed  steel  tip  which 
is  welded  to  the  carbon-steel  shank.  Becent  advances  in  the  cost  of  high- 
speed' steel  have  compelled  us  to  investigate  very  thoroughly  this  ques- 
tion of  relative  costs.  Figure  11  gives  the  results  of  our  investigations 
with  a  tip-welded  tool  having  a  tip  weighing  0.24  lbs.  in  the  rough. 
Ordinates  in  this  diagram  show  the  factory  costs,  which  include  all 
dressing,  grinding,  welding  and  hardening  expenses  incurred  in  upkeep 
during  the  life  of  one  tool,  and  an  allowance  for  salvage  on  the  worn-out 
tool.'  The  total  number  of  grindings  received  by  the  solid  tool  equalled 
the  total  number  received  by  the  tip-welded  tool. 

On  referring  to  the  diagram,  it  will  be  seen  that  under  the  condi- 
tions stated,  the  use  of  tip- welded  tools  becomes  economical  when  the 
cost  of  high-speed  steel  exceeds  $1.20  per  lb. 

With  regard  to  "taking  the  tail  end  of  a  solid  tool  and  using  it  as 
the  tip",  we  entirely  agree  with  the  remarks,  as  a  heavy  tool  will  almost 
invariably  do  more  efficient  roughing  duty  than  will  a  light  on&— other 
conditions  being  equal. 

While  recognizing  the  fact  that  belt  drives  are  desirable  under  cer- 
tain conditions  where  large  belts  may  be  used,  it  is  our  experience  that 
belt-driven  feeds  have  been  largely  superseded  by  spur-geared  feeds  where 
I>ositive,  compact  and  readily  changeable  feed  mechanisms  are  required. 

Bushed  bearings  are  desirable  for  several  reasons,  one  of  which  is 
that  when  a  bearing  is  worn  the  bush  may  be  driven  out  and  another 
put  in  with  a  minimum  loss  of  time,  and  the  original  alignment  secured 
where  bearings  are  connected  by  rigid  frame-work,  such  as  we  find  in 
most  kinds  of  machinery. 

With  regard  to  the  merits  of  bronze  and  cast  iron  bushes,  we  find 
cast  iron  bushes  giving  excellent  results  where  the  wearing  surfaces  are 
ample  for  the  pressure  sustained  and  where  care  is  taken  to  get  and 
keep  the  wearing  surfaces  in  good  condition.  We  also  find  that  bronze 
bushes  give  excellent  results  when  properly  used;  they  will  stand  more 
neglect  than  cast  iron  bushes,  and  if  by  accident  they  are  allowed  to 
run  dry,  they  are  not  so  liable  to  damage  the  journal. 
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The  term  "Automatic"  (meaning,  from  derivation,  "self- 
moving")  is  a  relative  one  in  its  general  use.  From  an  early 
period  lathes  and,  later,  drilling  machines  have  been  provided 
with  self -actuating  feeds;  they  are  thus  "automatic"  to  that 
extent ;  and  it  is  not  so  many  years  ago  that  the  term  disappeared 
from  descriptions  of  ordinary  machine  tools.  As  self-actuating 
feeds  became  the  rule  rather  than  the  exception,  something  more 
was  required  to  justify  the  use  of  the  term.  It  has  of  late  years 
only  been  applied  to  machine  tools  in  which  practically  all  the 
movements  are  self-actuating. 

Thus  not  the  feed  motion  alone,  but  the  return  of  the  tool 
to  its  starting  point,  the  bringing  of  new  tools  into  position  for 
cutting,  the  changing  of  speeds  and  feeds,  and  the  starting  and 
stopping  of  the  machine,  are  among  the  features  which  entitle  a 
machine  tool  to  be  called  "automatic"  in  the  present  meaning 
of  the  word,  when  these  various  functions  are  self-performed 
by  the  mechanism,  without  any  interference  by  the  operator  after 
the  preliminary  adjustment.  In  extreme  cases  of  automatic 
action  the  mechanism  also  measures  the  work  and  adjusts  the 
cutting  tool,  inserts  the  work  in  the  machine  and  removes  it 
after  completion,  and  even  transfers  the  work  from  one  machine 
to  another. 

In  American  shop  parlance,  the  term  "automatic",  used  as 
a  noun,  has  a  more  restricted  meaning  than  given  above.  It 
usually  denotes  a  machine  belonging  to  the  lathe  family,  such  as 
an  automatic  screw  machine  or  turret  lathe.    Particular  atten- 
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tion  will  therefore  be  given  to  these  machines,  though  not  with- 
out first  reviewing  progress  in  the  broader  field.  In  the  first 
place,  descriptions  will  be  given  of  certain  machines  selected  to 
illustrate  the  various  types  of  automatics. 

AUTOMATIC  ACTION  APPLIED  TO  STANDARD  MACHINE  TOOLS. 

The  punch  press  is  often  equipped  with  an  intermittent 
roller  feed,  for  cutting  out  and  forming  work  from  a  continuous 
strip  or  ribbon  of  metal.  The  machine  operates  continuously  and 
without  attention  until  the  stock  is  all  used  up,  and  thus  fur- 
nishes an  example  of  true  automatic  action.  A  later  develop- 
ment is  the  application  of  the  '*dial  feed"  to  the  punch  press, 
in  which  an  intermittently  rotating  disk  or  dial  carries  the 
blanks  to  be  operated  upon  to  the  die,  or  even  through  a  series 
of  dies,  so  that  complicated  punching,  forming  and  drawing 
operations  may  be  performed  in  one  machine.  The  operator's 
duty  is  to  keep  the  dial  supplied  with  blanks.  The  machine  itself 
usually  ejects  the  finished  work.  With  the  dial  feed,  the  opera- 
tor can  often,  and  with  the  roller  feed  usually,  tend  more  than 
one  machine;  and  there  is  the  added  advantage  of  safety  in 
operation  over  hand  feeding. 

An  interesting  case  of  automatic  action  in  this  class  of 
machinery  is  the  equipment  furnished  for  making  tin  cans  for 
preserving  fruits  and  vegetables.  Here  the  sides  and  cover  are 
cut  out,  formed,  fluxed  and  soldered  together  practically  with- 
out the  assistance  of  the  operator,  although  attendance  is 
required  for  inspection  of  the  finished  work  and  adjustment  of 
the  mechanism.  This  is  an  example  of  the  extreme  case  of  auto- 
matic mechanism,  in  that  the  equipment  comprises  what  is  really 
a  group  of  machines,  with  mechanism  for  carrying  the  work 
from  one  machine  to  another  and  assembling  the  separate  parts 
into  the  complete  product. 

An  important  recent  development  in  milling  is  the  use  of 
the  vertical  milling  machine  with  a  continuously  rotating  table, 
as  shown  in  Fig.  1.  This  table  is  provided  with  a  series  of  fix- 
tures about  its  periphery,  holding  a  circular  row  of  pieces  to  be 
milled.  These  pieces  are  located  close  together,  so  as  to  make 
the  surface  to  be  finished  as  nearly  continuous  as  possible.    The 
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operator  stands  in  front  of  the  rotating  table,  takes  out  the 
finished  work  as  it  leaves  the  cutter  and  replaces  it  with 
work  to  be  maehiaed.  The  mill  thus  cuts  without  intermis- 
sion, there  being  do  stopping  and  running  back  of  the  table 
to  change  the  work. 


ng.  1.  A  Siewn  *  Sbupi  TarUed  lOllra  AM 
TabU  and  S«iU>  ol  Jl|i  In  OanUanmu  I 
itoptdni  B0U17  rMd. 

A  recently  developed  automatic  milling  machine  is  shown 
in  Fig.  2.  In  the  form  shown,  it  is  a  modification  of  the  Lincoln 
type  of  miller,  largely  used  in  the  interchangeable  manufacture 
of  small  arms,  typewriters,  sewing  machines,  etc.  It  is  also 
famished  as  a  single-  or  double-head  face  milling  machine.    The 


automatic  feature  is  the  control  of  the  longitudinal  feed  of  the 
table.  By  an  ingenious  arrangement  of  stops  and  connected 
mechaniam,  it  may  be  set  for  any  one  of  the  various  series  of 
movements  given  below. 

a.  Table  feeds  rapidly  until  cutter  approaches  work,  thai 
slows  down  to  cutting  feed,  either  stopping  at  end  of  cut  or 
returning  quickly  to  starting  point  as  desired. 

b.  Same  as  above  except  that  fast  motion  may  be  thrown  in 
momentarily  to  carry  the  cutter  past  open  spaces  when  the  sur- 
face to  be  milled  is  intermittent  instead  of  continuous. 


Hi-  S-  Olndnutl  Antonutic  HUUng  IfMUnl,  pTorldad  vlU  Sdf-letlns  OOBtrol 
of  both  Bkpld  TnT«iw  ind  WotUug  Ftsd,  m  mil  u  Quia  Batom.  &i  OM* 
■hovn,  F**d  U  Hit0ni»tlc>Il7  ipoodad  np  vhlla  Onttar  pwM)  span  (pMa  ia 
(MUM  of  work,  of  whleli  aunpl*  li  iliowii,  iTlng  an  and  ol  Work  Tkbla. 

c.  With  work  held  in  vise  or  fixture  at  each  end  of  table, 
table  moves  rapidly  until  cutter  approaches  work,  then  slows 
down  to  cutting  feed,  stopping  at  end  of  cut ;  meanwhile  work 
has  been  changed  at  other  end  of  table.  A  touch  of  the  control 
lever  runs  the  table  rapidly  back  until  cutter  approaches  work 
at  other  end,  then  the  slow  feed  throws  in  until  the  completion 
of  the  cut,  when  the  feed  stops.     Jleanwhile  the  work  at  the 
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first  end  of  the  table  has  been  changed,  and  the  cycle  is  repeated. 
YarioQS  other  combinations  are  possible.  This  mochanifim  per- 
mits increase  of  output  by  the  reducing  of  idle  time,  by  saving 
the  operator  from  fatigue,  and  sometimes  by  pennittit^  him  to 
run  more  than  one  machine. 

A  more  elaborate  automatic  milling  machine  has  recently 
been  brought  out  by  Potter  &  Johnston,  in  which  two  complete 


work  tables  are  provided.  The  work  on  one  of  these  tables  is 
being  milled  while  that  on  the  other  is  being  changed.  At  the 
conclusion  of  the  cut  the  tables  change  places.  Milling  is  thus 
practically  continuous. 

Automatic  control  applied  to  a  light  drill  press  is  illustrated 
in  Fig.  3.  The  design  of  this  mechanism  is  such  that  the  ma- 
chine may  be  operated  fully  automatically,  semi-automatically 
or  as  plain  hand-feed  machine.  In  the  full-automatic  type,  all 
the  movements  of  the  spindle  are  automatic;  all  the  operator 
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has  to  do  is  to  change  the  work  between  strokes,  operating  as 
many  spindles  as  the  nature  of  the  work  will  allow.  The  semi- 
automatic is  that  type  in  which  the  tripping  of  the  feed  and  the 
return  of  the  spindle  are  automatic,  but  the  feed  must  be  re- 
engaged by  hand.  Here  the  operator  needs  time  to  arrange  his 
work  under  the  spindle.  When  ready,  he  re-engages  the  feed 
and  goes  to  the  next  spindle  doing  the  same,  and  so  on  for  as 
many  spindles  as  he  can  take  care  of.  Each  spindle  in  turn 
drills  to  the  pre-arranged  depth,  trips,  returns  and  stops.  The 
plain  hand-feed  is  obtained  by  merely  throwing  out  the  auto- 
matic features.  When  the  automatic,  or  semi-automatic  feed  is 
in  use,  the  feed  is  by  worm  and  worm  wheel,  and  the  quick 
return  is  by  weight,  checked  by  an  air  dash-pot  at  the  top  of 
the  stroke.  Quick-acting  jigs  are  necessary  for  getting  the  full 
advantage  from  a  machine  of  this  type.  The  number  of  spindles 
an  operator  can  keep  going  is  limited  only  by  the  rapidity  with 
which  he  can  change  the  work.  Convenience  in  the  supply 
of  work  is  also  a  factor.    Both  points  are  well  illustrated  in  Fig.  3. 

Gear-cutting  machines,  completely  automatic  except  for 
changing  the  work,  have  been  in  use  for  many  years.  The  de- 
velopments of  the  past  decade  in  this  line  consist  in  the  exten- 
sion of  automatic  action  to  the  generating  of  bevel  gears,  and  to 
the  development  of  various  new  methods  of  gear  cutting,  in 
which  the  automatic  feature  is,  however,  no  more  elaborated 
than  in  the  older  methods. 

For  cylindrical  grinding  of  small  pins  and  studs  in  large 
quantities,  various  manufacturers  have  occasionally  supplied 
grinding  machines  with  complete  automatic  control.  The  op- 
erator places  the  work  in  a  hopper  or  magazine,  as  the  machine 
is  completely  self-feeding.  The  attendant  inspects  the  work 
occasionally  and  adjusts  the  wheel  as  necessary  to  compensate 
for  wear.  He  also  trues  it  with  the  diamond  when  required. 
Otherwise,  the  grinder  is  completely  self-acting. 

AUTOMATIC  SCREW  MACHINES. 

With  the  introduction  of  the  original  Spencer  automatic 
screw  machine  in  the  early  eighties  began  the  extensive  use  of 
'^automatics"  as  an  important  factor  in  modem  machine-shop 


practice.  This  machine  was  simply  a  small  turret  lathe  or 
"screw  machine"  fitted  with  a  modified  form  of  the  Parkhurst 
wire  or  rod  feed;  but  the  various  motions  usually  operated  by 
hand  were  controlled  instead  from  various  cams  on  a  single  cam 
shaft,  extending  under  the  machine  for  its  whole  length. 
Changes  in  feed  and  length  of  cut  were  made  by  changes  in 
simple  strap  cams.  The  time  taken  for  the  idle  movements  was 
shortened  by  giving  a  quick  movement  to  the  cam  shaft,  auto- 
matically changing  to  the  slow  feeding  movement  when  the  cut- 


ting tools  approached  the  work.  Machines  of  practically  the 
original  design  are  still  in  successful  use,  and  one  or  two  firms, 
notably  the  English  firm  of  Alfred  Herbert,  Ltd.,  have  brought 
out  modernized  variations  of  the  original  design,  which  rank 
with  the  most  successful  machines  of  their  kind. 

A  recent  American  example,  showing  descent  from  the 
Spencer  machine,  is  the  Hartford  Automatic  Screw  Machine 
illustrated  in  Pig.  4.  The  original  standard  turret  is  changed 
for  a  turret  of  the  barrel  type,  and  the  change  of  feeds  is  facili- 
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tated  by  the  multiple-track  cam  shown  beneath  the  turret.  See 
also  the  Cleveland  Automatic,  illtistrated  in  Fig.  19,  and  de- 
scribed later. 

The  first  machine  to  break  away  from  the  Spencer  type  was 
the  Brown  &  Sharpe,  shown  in  its  latest  form  in  Fig.  5.    This 
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antomatie  employs  disk  cams,  which  are  usually  special  for  the 
particular  piece  being  made.  Unlike  the  Spencer  machine,  these 
cams  have  a  rotating  motion  at  continuous  speed,  all  the  idle 
movements  being  operated  by  intermittent  clutch  connections 
with  a  fast-running  lay  shaft.     The  machine  is  remarkable  for 
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its  aeenracy,  and  for  the  quickness  of  its  motions — an  important 
point  in  email  work.  It  has  been  built  in  great  numbers  and 
is  familiar  to  all  screw-machine  specialists.  The  machine  il- 
lustrated is  of  the  single-pulley-drive  type.  As  is  the  case 
with  most  of  the  modem  machines,  it  may  be  fitted  with 
varions  automatic  attachments  for  milling,  cross  milling,  screw 
slotting,  etc. 

The  original  field  of  the  automatic  screw  machine  was,  as 
its  name  implies,  the  making  "of  screws.     This  was  quickly  en- 
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larged  to  take  in  the  making  of  all  varieties  of  small  nute,  wash- 
ers, pins,  collars,  etc.  The  Qridley  Automatic,  shown  in  Pig.  6, 
may  justly  claim  to  have  led  in  the  further  extension  of  the 
field  to  the  making  of  studs,  shafts,  etc.,  of  several  inches  in 
length.  The  turret  is  of  the  drum  type,  with  the  tools  mounted 
on  long  slides  on  its  periphery.  This  permits  long  feed  move- 
ments and  the  mounting  of  two  or  more  tools  in  tandem.  Ma- 
chines of  this  type  are  doing  a  class  of  work  that  could  previ- 
ously only  be  handled  on  the  small  engine  lathe,  or  on  that  type 
of  turret  lathe  which  is  particularly  designed  for  bar  work. 
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While  the  machines  just  described  have  led  in  widening 
the  field  of  the  "automatic",  there  has  been  another  line  of  de- 
velopment which  has  greatly  increased  production  in  those 
classes  of  work  for  which  screw  machines  were  first  used.  This 
is  the  multiple-spindle  automatic  screw  machine,  of  which  the 
National-Acme  design,  shown  in  Fig.  7,  may  be  considered  as 
representative.  In  this  machine  the  turret  is  dispensed  with, 
and  its  place  is  taken  by  a  tool  holder  which  feeds  forward  four 
or  more  tools  to  operate  on  bars  of  stock  held  in  the  same  number 


of  opposing  wot^  spindles.     It  is  a  drum  or  carrier  containing 
these  spindles  which  "indexes",  instead  of  the  tool  holder  or 

tORttt 

After  the  tool  holder  has  concluded  its  working  stnAe  and 
rvtirvd,  the  work  spindle  carrier  is  revolved,  bringii^  each  bar 
of  stock  to  the  next  to«>l  in  rotation.  The  final  tool  positioD  pro- 
vitles  for  a  cut-off  blade,  and  a  complete  piece  is  finished  and 
cut  <^  at  each  indfsing.  One  or  more  forming  slides  are  also 
provided  at  difTcn'ut  ptttitionsL  \^ith  this  machine,  of  coarse, 
all  (he  cutting  twls  arc  working  on  each  f(>«>»ling  stroke,  as  each 
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has  a  bar  of  stock  presented  to  it,  instead  of  having  to  wait  its 
torn  on  a  single  bar  of  stock. 

The  Oridley  Multiple  Spindle  Automatic  is  another  well 
known  maehine  of  this  type. 

Among  the  other  makes  of  multiple-spindle  automatics,  the 
Davenport  machine,  shown  in  Fig.  8,  may  be  mentioned.     It  is 
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designed  to  combine  the  high  output  of  the  multiple-spindle 
machine  with  the  accuracy  of  the  high-grade  single-spindle  on 
small,  close  work.  It  also  provides  for  separately  adjustable 
feeding  movements  for  the  different  tools,  instead  of  feeding 
them  all  forward  together  in  the  same  holder;  thus  tending  to 
increase  the  output  considerably.  For  ordinary  work,  the  adjust- 
ments provided  permit  the  use  of  standard  cams. 
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NOTES  ON  MECHANISM. 

While  this  paper  is  not  particularly  concerned  with  prob- 
lems of  meehanism,  it  will  be  worth  while  to  stop  long  enough 
at  this  point  to  note  the  various  ways  in  which  these  problems 
have  been  attacked.  The  various  forms  of  control  that  have 
been  used  for  automatics  are  the  following: 

1.  Direct  cam  control.  See  machines  illustrated  in  Figs. 
4,  6,  7,  10,  14,  15  and  19. 

2.  Cam  control  for  feeds,  and  lay-shaft  control  for  fast 
motions.    See  machines  in  Figs.  5,  8,  9  and  17. 

3.  Lead-screw  control.  See  machines  in  Figs.  11,  12 
and  16. 

4.  Hydraulic  control,  shown  in  Fig.  13. 

5.  Pneumatic  control,  in  various  small  watchmaking  ma- 
chinery, and  applied  experimentally  to  larger  automatics. 

In  changing  feeds  for  different  set-ups  and  different  cuts 
in  the  same  set-up,  the  following  methods  are  in  use : 

1.  Changing  the  cam,  as  in  Figs.  5,  6,  7,  10,  14  and  15. 
In  all  these  cases,  however,  the  whole  cycle  of  operations  can  be 
accelerated  or  retarded  in  toto  by  changing  gears. 

2.  Changing  gears  for  separate  operations,  in  Figs.  11  and 
12;  or  changing  a  friction  drive,  in  Fig.  19,  such  changes  are 
made  automatically. 

3.  Setting  adjustable  link  motions,  in  Fig.  8. 

4.  Changing  capacity  of  pump,  in  Fig.  13. 

Of  these  various  schemes,  that  of  the  *'lay  shaft*'  is  per- 
haps the  only  one  that  requires  special  explanation.  A  simpli- 
fied application  of  this  principle  is  shown  on  a  Brown  &  Sharpe 
Automatic  Wire-Feed  Screw  Machine  in  Fig.  9.  The  worm 
wheel  A  on  the  front  of  the  headstock  is  given  a  constant  rota- 
tion at  a  good  rate  of  speed.  The  hand  lever  B  operates  a  trip, 
which  tjontrols  a  single  revolution  clutch  C  similar  to  those  used 
on  punch  presses.  When  this  lever  is  operated,  cam-shaft  G  is 
given  a  single  revolution  by  worm  wheel  A.  The  attached  cam 
D  operates  the  chuck  through  an  interior  connection,  while  cam 
E  feeds  the  stock  through  the  link  motion  F,  which  is  adjustable 
for  the  desired  length  of  stock. 

This  principle  of  the  lay  shaft  makes  it  possible  to  execute 
the  idle  movements  with  the  greatest  rapidity,  leaving  the  slow- 
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moving  cams  to  control  the  feeding  motions  only.  While  shown 
in  use  in  Fig.  9  on  a  hand  machine,  it  finds  a  more  complete  use 
in  the  Automatic  machines  in  Figs.  5,  8  and  17.  It  is,  in  gen- 
eral, a  somewhat  more  complicated  scheme  than  the  simple  cam- 
operated  arrangement,  but  is  less  complicated  than  the  lead- 
screw  type  of  control. 

AUTOMATIC  TURBET  LATHES. 

The  Potter  &  Johnston  Automatic,  shown  in  Fig.  10,  deserves 
the  credit  of  opening  up  the  field  of  chuck  work  for  automatic 
operation.  While  the  automatic  screw  machine  had  been  adapted 
in  particular  cases  to  the  machining  of  small  castings,  such  as 
sewing-machine  balance  wheels,  there  had  been  no  serious  attempt 
to  use  it  in  the  general  run  of  small-  and  medium-sized  f  orgings, 
castings  and  chunk  stock.  .The  machine  is  a  turret  lathe  in  the 
strictest  sense  of  the  word,  but  with  turret  slide,  cross  slides, 
and  feed  and  speed  changes  all  controlled  automatically  by  cams. 

The  Oisholt  Automatic,  shown  in  Fig.  11,  is  tooled  in  much 
the  same  way  as  the  Potter  &  Johnston,  and  is  intended  for  the 
same  class  of  work.  The  mechanism  is  entirely  diflEerent,  how- 
ever, as  most  of  the  movements  are  controlled  by  lead  screws 
instead  of  cams. 

The  multiple-spindle  screw  machine  has  been  noted.  Par- 
alleling this  development  in  the  screw  machine,  there  has  lately 
been  a  corresponding  activity  on  the  part  of  turret-lathe  de- 
signers, resulting  in  what,  for  want  of  a  better  name,  may  be 
•called  a  multiple-spindle  automatic  turret  lathe.  The  BuUard 
^'Mtdt-automatic",  shown  in  Fig.  12,  is  an  example  of  this  type. 
It  may  perhaps  be  described  as  a  series  of  small  boring-mill 
tables  mounted  in  a  ring  about  a  central  column,  and  provided 
with  mechanism  for  being  indexed  to  successive  positions  under 
successive  tool  holders  carried  at  the  top  of  the  column.  The 
machine,  while  similar  in  principle  to  the  multiple-spindle  auto- 
matic, is  vertical  instead  of  horizontal,  and  is,  of  course,  vastly 
larger,  being  designed  for  machining  castings  and  forgings  of 
•considerable  size.  As  each  spindle  or  table  returns  to  the  first 
position  at  the  front  of  the  machine,  the  workman  changes  the 
•completed  piece  for  a  rough  one.  Changes  in  feeds,  speeds,  etc., 
Are  made  automatically  for  the  different  positions,  and  particu- 
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lar  eare  has  been  takeo  to  so  interlock  the  various  independent 
mechanisim  as  to  avoid  all  danger  of  interference  and  breakage. 
The  Conradson  Machine,  while  similar  to  the  machine  just 
described  in  its  general  arrangement,  is  controlled  hj  entirely 
difFerent  mecbanism.  Tbe  tool  and  work  movem^its  are  similar, 
except  that  tbe  Conradson  machine  uses  side  beads  for  facing. 
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where  the  Bullard  machine  gives  a  cross  feed  to  the  regnlar 
tool  holder.  The  control  of  the  machine  shown  in  Pig.  13  is, 
however,  almost  entirely  hy  hydraulic  pressure,  oil  being  the 
medium  employed.  The  feeding  is  by  a  differential  scheme;  the 
pressure  for  the  return  motion  is  on  continuously,  but  is  over- 
balanced by  a  pressure  on  a  larger  piston  area  for  the  forward 
movement.  This  arrangement  is  employed  to  give  firm  control 
and  absence  of  backlash  to  the  various  movements. 

The  New  Britain  Automatic,  shown  in  Fig.  14,  is  an  older 
machine  for  somewhat  similar,  but  smaller  work.  It  is  hori- 
zontal, and  particularly  adapted  for  such  operations  as  drill- 


ing, countcrboring,  facing,  tapping,  etc.,  the  work  being  station- 
ary while  the  tools  revolve.  The  work  is  held  in  a  series  of  vises 
or  fixtures  on  an  indexing  plate,  there  being  one  station  always 
free  of  tools,  for  changing  work.  This  machine  is  also  made  in 
a  double  type,  in  which  work  is  clamped  in  the  middle  and  pre- 
sented for  tool  operation  on  both  sides. 

AUTOMATIC  LATHES. 

There  is  still  a  further  line  of  development  which  has  re- 
sulted in  what  may  be  called,  strictly  speaking,  the  "automatic 
lathe".  This  type  of  machine  has  headstock  and  tailstoek  simi- 
lar to  the  standard  engine  lathe,  but  with  carriage  and  supple- 
mentary facing  and  forming  tools  automatically  controlled.  The 
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original  machine  in  this  field  is  the  Fay  Automatic  Lathe,  shown 
in  E^g.  15.  It  is  used  for  rough  forgings  which  may  be  held 
on  centers,  such  as  automobile  steering  knuckles;  but  its  prin- 
cipal use  is  for  work  held  on  &n  arbor.  It  is  thus  a  second-opera- 
tion machine,  completing  work  that  has  previously  been  chucked 
and  otherwise  partly  finished  on  the  driU  press  or  turret  lathe. 
The  machine  is  cam  actuated,  and  provision  is  made  for  taper 
and  form  turning  and  bevel  facing.  The  operator  chaises  the 
work  on  an  extra  arbor  while  the  machines  are  running,  thus 
reducing  the  idle  time  of  the  machine  to  a  minimnm.    The  turn- 


ing tools  relieve  automatically  on  the  return  stroke,  so  as  not  to 
score  the  work,  and  the  machine  stops  itself  at  the  conclnsion 
of  the  cut.  By  using  all  the  tools  the  work  will  stand,  and  by 
putting  two  or  more  pieces  of  work  on  the  same  arbor,  when 
p(»8ible,  a  high  rate  of  production  may  be  obtained.  There  is 
also  the  advantage  of  the  accuracy  which  comes  from  doing 
second-operation  work  on  a  true  arbor,  between  true  centers. 

Another  somewhat  simpler  machine  for  simple  work  of  the 
same  class  is  the  Beed-Prentice  Automatic  Lathe,  shown  in  Fig. 
16.  This  lathe  is  also  intended  particularly  for  continuous  run- 
ning on  the  same  work,  without  change  of  speeds  or  feeds.  In- 
stead of  using  cams,  the  feed  is  by  regular  lathe-apron  mechan- 
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ism,  released  at  the  end  of  the  cut  aud  returned  quickly  hy  a 
weight. 

The  foregoing  descriptions  by  no  means  include  all  the  auto- 
matics in  regular  and  successful  use  at  the  present  time.  Space 
limits  and  the  intended  scope  of  the  paper  do  not  permit  a 
complete   description   and  classification.     The   machines  shown 
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were  selected  for  their  value  as  illustrating  various  standard 
types,  thus  giving  a  ground  work  for  the  general  description 
which  follows. 

TENDENCIES  IN  DESIGN. 

From  what  has  been  said,  it  will  be  seen  that  the  first  step 
from  the  hand-controlled  machines  was  in  the  direction  of  com- 
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paratively  simple  single-spindle  machines,  which  were  after- 
wards refined  to  give  greater  accuracy  and  output.  The  next 
step  was  the  application  of  the  multiple-spindle  idea;  this  was 
tried  first  for  work  in  which  great  accuracy  is  not  essential, 
owing  to  the  difficulties  introduced  by  the  multiplicity  of  bear- 
ings, and  particularly  by  the  great  accuracy  required  in  the 
indexing  of  the  multiple  machine.  As  expert  attention  has  been 
more  and  more  applied  to  these  points,  the  multi-spindle  ma- 
chine has  been  found  better  adapted  to  work  of  the  best  quality. 

As  an  example  of  this  line  of  development  within  the  walls 
of  a  single  shop,  the  case  may  be  instanced  of  one  of  the  largest 
watch  factories  in  the  country.  The  turning  of  watch  staffs  was 
originally  done  in  hand-controlled  lathes,  one  lathe  being  set  for 
one  diameter,  the  next  for  the  next,  and  so  on.  The  sequence 
of  cuts  was  carefully  arranged  so  that  the  work  should  not  be 
sprung  by  the  cutting  pressure  in  any  operation,  but  should 
come  out  running  true  on  all  the  various  diameters.  This  re- 
quires frequent  reversing  of  the  work  in  changing  from  one  cut 
to  another.  The  next  step  was  one  which  was  comparatively 
simple,  in  itself,  but  marked  a  great  advance  in  economy  of 
production.  A  complete  equipment  of  lathes  for  finishing  one 
staff  was  arranged  in  order  on  one  bench,  and  automatic  means 
provided  for  transferring  the  work  from  one  machine  to  an- 
other, turning  it  end  for  end  in  transit,  when  necessary.  All 
the  machines  in  the  row  are  thus  simultaneously  at  work,  each 
on  its  own  cut.  At  the  conclusion  of  all  the  cuts,  a  series  of 
transferring  arms  comes  into  play,  moving  each  piece  of  work 
simultaneously  to  the  next  machine  in  order,  putting  a  fresh 
blank  in  the  first  machine  in  the  line,  and  depositing  the  staff 
from  the  last  machine  in  the  tray  for  finished  work. 

In  a  similar  way,  processes  were  developed  for  drilling,  tap- 
ping, counterboring  and  recessing  the  watch  plates.  First,  simple 
hand-controlled  machines;  next,  automatic  machines,  automatic- 
ally fed  from  magazines.  Then  a  row  of  such  machines,  with 
transfer  arms  carrying  the  plates  from  one  machine  to  another. 

Such  machines  represent  the  highest  point  of  development 
in  single-spindle  automatic  design.  With  proper  grouping  they 
give,  in  fact,  about  all  the  advantages  of  multiple-spindle  de- 
sign, with  the  added  advantage  of  great  simplicity  in  the  design 
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of  the  Beparate  Tinits.  The  writer  understands,  however,  that 
later  tendencies  in  this  plant  have  been  in  the  direction  of  the 
moltiple-spindle  principle  for  a  considerable  portion  of  its  worfc. 
As  an  example  of  the  grouping  in  one  machine  of  unrelated 
operations,  the  case  illustrated  in  Figs.  17  and  18,  is  interesting. 
This  is  the  Davenport  Automatic  Assembling  Machine.     It  is  a 


combination  of  automatic  screw  machine,  press  and  stafE  lathe. 
The  staff  is  made  from  a  wire  or  rod  in  the  screw  machine 
spindle,  and  the  various  collets  are  carried  in  magazines  on  the 
turret  and  pressed  on  to  the  staff  in  the  proper  location.  They 
are  then  turned  and  faced  in  position  so  aa  to  run  true,  the 
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pivots  are  formed  and  burnished  and  the  completed  pinion  blank 
is  cut  off.  This  is  a  good  example  of  the  elaboration  that  is 
profitable  in  many  kinds  of  work  where  continuous  operation 
on  the  same  piece  can  be  obtained. 

CONTEMPOBAEY  PEACTICE  IN  AUTOMATIC  MACHINERY. 

Considering  only  the  ''automatic"  in  the  limited  sense  in 
which  it  is  used  in  the  American  machine  shop,  we  have  seen 
the  following  stages  of  development: 

1.  The  hand-operated  engine  lathe. 

2.  The  hand-operated  turret  lathe  or  screw  machine. 

3.  The  single-spindle  automatic  turret  lathe  or  screw 
machine. 

4.  The  multiple-spindle  automatic. 

Each  of  these  types  of  machines  is  employed  in  the  best 
modem  practice.  The  respective  fields  in  which  they  are  most 
economically  employed  may  be  outlined  about  as  follows : 

The  Engine  Lathe,  used  for  most  special  work  in  small 
quantities,  for  experimental  work  and  tool  making.  In  general, 
for  non-repetition  work.  In  some  cases  it  is  profitably  employed 
for  quantity  manufacturing,  using  special  tool  holders,  etc.  See 
following  section  on  **The  Automatic  and  the  Economics  of 
Manufacture".  Most  large  firms  engaged  in  the  manufacture 
of  light-  and  medium- weight  machinery  get  along  (or  should  get 
along),  with  a  surprisingly  small  proportion  of  engine  lathes  in 
their  equipment. 

Hand-Operated  Turret  Lathe  and  Screw  Machine.  These 
machines  are  a  step  in  advance  of  the  engine  lathe,  as  they  pro- 
vide means  for  a  multiplicity  of  tools  permanently  set  and  op- 
erating against  positive  stops.  They  are  thus  able  to  duplicate 
complicated  cutting  operations  on  a  series  of  pieces  with  great 
accuracy.  The  smaller  sizes,  or  ''screw  machines",  have  found 
their  field  of  operation  on  bar  work  greatly  reduced  by  such 
machines  as  the  ''Cleveland",  shown  in  Fig.  19,  which  is  par- 
ticularly adapted  to  a  quick  setting-up  on  small  jobs.  The  hand 
screw  machine  on  small  bar  work  is  handicapped  by  the  greater 
proportion  of  idle  movements  and  handling  time  to  cutting  time. 
Continuous  activity  without  rest  periods  would  be  required  to 
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keep  up  Trith  tlie  automatic.  But  ou  work  held  in  the  chuck, 
particularly  where  turning  operations  are  required,  the  auto- 
matic has  not  been  developed  to  the  point  where  it  can  compete 
on  small  work,  and  the  small  hand  screw  machine  or  turret  lathe 
is  consequently  holding  its  own  in  this  field.  Its  moet  serious 
competitor  on  work  for  which  it  is  adapted  is  a  machine  of  the 
type  shown  in  Fig,  14. 

In  lai^er  sizes  of  turret  lathes  the  conditions  are  different. 
In  the  first  place,  the  idle  movements  of  the  larger  automatics 
can  seldom  be  made  any  more  rapidly  than  they  can  be  made  by 
hand,  and  the  cuts  are  usually  long  enough  so  that  the  operator 
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has  periods  of  rest,  even  when  pushing  the  machine  to  its  limit. 
The  strong  point  of  the  hand  turret  lathe  is  intensive  produc- 
tion. Constant  supervision  and  the  opportimity  for  instantane- 
ous changes  of  feeds  and  speeds  make  it  possible  to  keep  these 
up  to  the  highest  pitch,  while  the  automatic  must  work  at  a 
slower  rate  as  insurance  against  trouble.  The  hand  machine 
also  costs  less,  as  a  usuEil  thing,  and  does  not  require  so  large  an 
expense  in  special  tooling.  Thus  the  hand-operated  machine 
offers  not  only  a  greater  output  per  machine,  but  a  greater  out- 
put for  the  capital  invested  as  well.  This  includes  floor  space 
and  other  property  changes,  as  well  as  the  charge  against  the 
machine  itself. 
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The  automatic,  on  the  other  hand,  often  offers  a  reduction 
in  labor  cost  that  more  than  offsets  the  increase  in  overhead 
charges  which  it  incurs.  And  there  are  sometimes  conditions  of 
the  labor  market  such  that  the  automatic  is  used  even  where  the- 
total  cost  of  its  product  is  known  to  be  somewhat  higher.  It  is 
undoubtedly  true  that  there  are  many  cases  of  hand  turret  lathes 
being  used  when  automatics  would  be  more  economical,  and 
there  are  certainly  a  great  many  cases  when  the  reverse  is  true 
also.  The  merits  of  any  particular  case  must  be  decided  by  the 
exercise  of  unusually  good  judgment;  or,  better,  by  a  study  of 
costs  which  takes  the  overhead  charges  into  account  as  well  as 
the  labor  cost.  In  this  connection  it  may  be  noted  that  the  manu- 
facturing cost  of  high-grade  machinery  is  usually  made  up  of 
about  one-third  direct  labor,  one-third  material,  and  the  other 
third  overhead  charges  of  various  kinds.  Of  these  three  items, 
that  of  material  is  not  greatly  affected  by  the  style  of  machine 
used.  In  large  work  the  hand  machine  tends  to  reduce  the  over- 
head charge,  while  the  automatic  machine  tends  to  reduce  the 
direct  labor  charge. 

As  previously  stated,  the  multiple-spindle  automatic  screw 
machine  is  now  firmly  established,  and  capable  designers  are 
continually  extending  its  field  into  more  complicated  and  more 
accurate  work.  The  large  multiple-spindle  automatic,  like  those 
shown  in  Pigs.  12  and  13,  is  still  a  new  venture,  but  the  different 
machines  of  this  type  are  being  developed  by  skilled  engineers, 
and  the  merits  of  the  idea  will  have  a  thorough  trial  under  the 
best  possible  conditions. 

AUTOMATIC  MACHINERY  AND  THE  ECONOMICS  OP 

MANUFACTURE. 

If  there  is  demand  enough  for  an  article  to  support  large 
establishments  for  its  manufacture,  and  if  there  are  no  patent 
or  other  restrictions  to  keep  its  manufacture  in  the  hands  of 
men  of  limited  ability,  the  normal  tendency  is  toward  quantity 
manufacture  in  large  establishments.  The  cheapening  of  pro- 
duction by  using  automatic  machinery  on  large  lots  is  an  im- 
portant factor  in  this  tendency,  although  it  is  only  one  factor 
of  several. 

If  the  article  of  manufacture  (such  as  an  automobile,  ma- 
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chine  tool  or  agricaltoral  machine)  can  be  standardized,  so  that 
the  design  changes  little  from  year  to  year,  the  advantages  of 
lat|^  scale  manofactare  are  still  more  apparent.  Machines  can 
be  kept  on  one  piece  continnooaly  day  and  night,  if  uecesaary, 
until  worn  oat.  Operators  can  be  trained  to  great  skill,  not  only 
in  getting  large  output  for  the  comparatively  few  pieces  or 
operations  in  their  repertoire,  but  in  getting  a  high  grade  of 


workmanship  as  well,  where  that  is  necessary.  Special  ma- 
chines, each  built  for  one  operation  only  on  a  single  piece  of 
work,  can  be  profitably  used.  Such  a  machine  is  that  shown 
in  Fig.  20,  which  is  designed  for  drilling  automatically  and 
simultaneously  84  holes  in  a  particular  design  of  automobile 
transmission  case. 

It  is  obvious  that  such  a  manufacturing  system  has  its  dis- 
advantages.    The  most  obvious  of  these  are  the  necessity  for 
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keeping  the  product  free  from  change  so  far  as  possible ;  and, 
also,  the  monotonous  character  of  the  work  from  the  operator's 
standpoint.  In  answer  to  the  first  objection,  it  is,  of  course,  ob- 
vious that  no  industry  is  fit  for  this  large-scale,  intensive  manu- 
facture until  the  product  is  fairly  well  standardized ;  or  at  least 
until  the  particular  design  selected  for  manufacture  is  such  that 
it  will  suit  a  large  percentage  of  possible  customers.  To  increase 
the  field  of  customers,  such  an  establishment  is  in  a  position  to 
offer  attractive  low  prices  for  its  standardized  output,  in  place 
of  the  frequent  novelties  and  special  features  offered  by  the 
smaller  manufacturers. 

There  is  also  something  to  be  said  for  such  an  establishment 
from  the  standpoint  of  the  workman.  An  immense  amount  of 
ability,  of  the  highest  order,  must  go  into  its  management;  and 
its  organization  furnishes  opportunities  for  many  such  men.  On 
the  other  hand,  for  workmen  of  faithfulness  and  dexterity  but 
small  originality,  it  can  and  ought  to  furnish  work  at  higher 
wages  than  they  could  obtain  in  any  other  employment.  Many 
skilled  workmen,  as  well,  find  these  high  wages  a  compensation 
for  the  monotony  of  continuous  work  on  one  piece. 

It  must  not  be  understood  that  all  large-scale  production 
is  carried  on  in  the  ideal  way  just  suggested,  but  there  is  a  meas- 
urable movement  toward  these  conditions,  and  there  is  at  least 
one  American  automobile  manufacturer  who  has  become  worlds 
famous  in  working  out  the  plan. 

There  is  one  factor  in  large-scale  production  which,  curiously 
enough,  tends  away  from  automatic  machinery  of  the  costly, 
complicated  t>*pe.  In  quantity  manufacture  one  of  the  lines  of 
study  that  gives  largest  rewards  is  that  of  adapting  the  design 
of  the  pnxluot  to  the  methods  of  manufacture.  It  is  usually 
|H^s:>ible  to  thus  greatly  reiiuoe  the  cost  without  reducing  the  de- 
sirability of  the  proiiuct  in  any  way.  It  is,  furthermore,  pos- 
sible by  this  means  to  do  the  work  on  much  simpler  machines  in 
many  oases.  And  the  result  of  such  study  is  often  to  lessen  the 
maohiniug  and  divide  the  operations  up  into  simple,  quickly  per- 
fornu\i  units.  Those  may  W  done  very  rapidly  by  trained  op- 
erators with  sv^vial  t^x^ls  on  orvlinary  machines.  This  tendaicy 
is  os|Hvially  notiooablo  in  such  highly  organized  industries  as  the 
building  of  textile  and  agrioultunU  maohinory.  where  the  drill 
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press  and  simplified  forms  of  engine  lathe  are  the  most  commonly 
used  machines. 

Industries  large  enough  to  be  organized  on  the  high  pro- 
duction basis  may  thus  be  made  practically  free  from  the  com- 
petition of  smaller  firms,  if  the  product  can  be  standardized. 
And  this  method  of  manufacture  at  the  same  time  offers  the 
opportunity  of  good  wages  to  the  mechanic,  and  low  cost  to  the 
consumer.  While  these  principles  apply  to  all  manufacturing 
countries,  they  are  especially  favorable  to  the  United  States.  In 
competition  with  other  nations,  this  country  offers  the  great 
advantage  of  the  largest  initial  home  market,  and  is  thus  especi- 
ally fitted  to  make  the  first  application  of  quantity  production  to 
any  given  product. 

In  the  development  of  quantity  production,  the  automatic 
machine  plays  a  large  part,  not  only  in  the  metal  working  field 
we  have  just  been  considering,  but  in  practically  all  other  lines 
of  manufacture  as  well. 

DISCUSSION 

Mr.  Lather  D.  Burlingame,*  Mem.  Am.  Soc.  M.  E.,  in  opening  the        lir- 
discussion  stated  that  considerable  discussion  had  taken  place  recently  BurtingMM. 
as  to  the  relative  values  of  automatic  control  and  hand  control.     Mr. 
Flanders  had  pointed  out  the  conditions  making  the  use  of  automatic 
machines  profitable. 

The  subject  of  indexing  was  a  problem  for  the  automatic.  The  use 
of  the  Geneva  stop  and  the  consequent  slowing  up  on  the  speed  at  the 
moment  of  indexing  had  tended  to  make  the  indexing  more  accurate. 

One  disadvantage  of  the  automatic  was  that  the  stock  had  to  be  of 
more  uniform  character  than  for  hand  control,  but  this  has  been  over- 
come  by  the  design  of  chucks  which  will  handle  sizes  having  some  irregu- 
larities. 

Separation  of  the  work  and  chips  is  now  automatically  accomplished. 

Means  of  changing  the  speed  for  hard  spots  in  the  castings  or  bars  has 
been  found. 

The  Warner  and  Swasey  Co.'s  exhibit  at  the  Exposition  shows  semi- 
automatic control  brought  up  to  the  standard  of  hand  control.  The  Jones 
and  Lamson  Go.  also  brings  this  control  up  to  the  same  standard,  though 
neither  the  author  nor  Mr.  Hartness,  through  modesty,  brought  out  this 
point. 

Automatic  means  have  been  devised  in  gear  cutting  for  forming  a 
locking  device  to  cause  all  work  to  come  in  sequence,  so  that  the  work 

*  Industrial  Supt.,  Brown  ft  Sharpe  Mfg.  Co.,  Providence,  R.  I. 
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Mr.  or  material  will  not  be  injured  by  the  stoppage  of  certain  parts  of  the 
BarllnfMne.  machine,  while  others  continue  to  move. 

An  automatic  device  has  been  applied  to  screw  machines  so  that  the 
stock  itself  serves  to  drive  the  cutting  devices  in  milling  heads,  and  in 
making  pinions,  in  index  drilling,  etc.  The  additional  operations  of  slot- 
ting, drilling,  etc.,  are  arranged  to  be  carried  on  simultaneously  with  the 
other  operations,  thus  avoiding  loss  of  time. 

*The  belt  drive  for  feed,  urged  by  Mr.  Barth,  is  good  in  some  in- 
stances, but  in  many  cases  they  bad  found  gear  drive  more  satisfactory, 
as  in  the  case  where  the  load  is  very  heavy. 

His  experience  had  been  that  it  was  best  to  have  the  feed  independent 
of  the  speed.  ' 

The  automatic  cross-feed  in  the  grinding  machine  is  a  new  develop- 
ment. At  first  it  was  thought  that  feeding  must  be  done  by  hand,  at  the 
judgment  of  the  operator;  however,  automatic  cross-feed  has  now  become 
well  established. 

What  is  a  special  feature  of  today,  five  years  hence  may  be  consid- 
ered as  regular  equipment.  Thus,  automatic  control  is  constantly  being 
applied  to  parts  where  it  was  formerly  considered  essential  to  have  the 
control  under  the  care  of  an  operator  using  his  best  judgment  in  each 
particular  case. 

Mr.  Mr.  Fred  E.  Boger8,t  Assoc.  Mem.  Am.  Soc.  M.  E.  (by  letter)  ex- 

Rogers,  pressed  the  opinion  that  practice,  as  developed  in  the  use  of  the  auto- 
matic screw  machine,  was  extremely  economical  on  small  parts,  the  labor 
cost  being  reduced  to  a  minimum,  so  that  it  was  no  wonder  that  the 
number  and  variety  of  automatic  screw  machines  had  increased  amaz- 
ingly. However,  with  the  development  of  the  machines  into  larger  sizes, 
it  had  been  found  that  the  waste  of  stock,  due  to  forming  by  cutting 
operations  and  converting  a  large  part  into  chips,  had  become  a  serious 
matter.  Hence,  there  has  been  a  general  realization  that  the  common 
automatic  machine  tool  may  not  always  be  strictly  economical,  when 
alternative  means  of  manufacture  are  considered  broadly. 

The  point  he  desired  to  make  was  that  in  the  race  to  develop  auto- 
matic machine  tools,  there  has  been  the  most  activity  displayed  in  develop- 
ing bar  machines  which  produce  marvelously  well,  but  with  much  waste  of 
metal.  The  future  requirements  of  manufacturing  will  be  much  more  rigid 
than  in  the  past  in  regard  to  quantity  of  materials  used.  Costly  metal 
mast  be  saved,  which  will  operate  against  the  unlimited  expansion  of  the 
plain  bar  type  of  machine.  Preliminary  operations  of  forging  will  be  re- 
quired, which  will  make  the  handling  of  the  work  more  dificult  than  be- 
fore, but  the  economies  resulting  from  the  saving  of  metal,  cutting  time, 
tools,  power  and  lubricants — to  say  nothing  of  the  improvement  in  the 
product — ^will  well  pay. 

*  See  discassion  by  Mr.  Barth  of  Mr.  E.  R.   Norris'   paper   "Machine  Shop 
Bqaipment,  Methods,  and  ProcesBes". 

t  Editor,  Machinery,   New  York,   N.  Y. 
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There. has  been  some  deyelopment  of  practice  in  brass  working,  of     Mr. 
casting  the  parts  in  ''strings"  and  providing  chucks  and  feeding  tubes  Rogers, 
that  handle  these  string  castings  the  same  as  plain  bars,  with  resulting 
saving  of  metal  in  the  castings,  reduction  of  machining  time  and  improve- 
ment in  the  quality  of  product. 

The  tendency  all  along  the  line  of  metal  working  practice,  wherever 
the  product  is  produced  in  large  quantities,  is  to  form  it  to  shape  by  press- 
ure rather  than  by  the  use  of  cutting  tools.  The  lathe  is  essentially  a  cut- 
ting machine.  It  is  the  universal  machine  tool  and  one  that  will  always 
be  largely  in  demand,  but  when  it  comes  to  producing  parts  in  lots  of 
100,000  or  1,000,000  it  is  clear  that  it  is  a  costly  machine  to  use  as  com- 
pared with  presses. 

The  automatic  machine  tool,  doubtless,  will  be  required  more  and 
more  to  handle  parts  that  have  been  cast,  forged,  drawn  or  otherwise 
shaped  to  save  waste  of  material.  These  automatic  machines  will  be  more 
complicated  and  costly  than  existing  machine  tools,  but  they  must  come, 
because  the  demand  for  greater  economies  in  manufacturing  makes  their 
development  imperative. 

The  scrap  pile  of  a  screw  machine  department  represents  not  only 
waste  of  metal,  but  waste  of  lubricating  oil,  unnecessary  wear  and  tear  of 
machines  and  cutting  tools.  If  nine  tenths  of  the  forming  operations  were 
done  by  pressure,  the  remaining  one  tenth  being  reserved  for  finish  by 
cutting  operations,  the  scrap  pile  and  the  wear  and  tear  of  machines 
would  be  diminished,  the  life  of  the  cutting  tools  increased  and  the  quality 
of  the  product  improved. 
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H.  E.   SWARTLEY,  Jr. 
Jersey  City,  N.  J.,  U.  S.  A. 


To  survey  properly  the  development  of  metal  flame  weld- 
ing and  cutting  entails  a  consideration  of  the  gases  employed 
and  the  facilities  provided  by  the  manufacturers  of  such  gases, 
or  the  materials  from  which  they  are  made,  to  furnish  an  ade- 
quate supply.  For  ''autogenous  welding",  which  is  the  term 
applied  to  fusion  of  metal  under  the  action  of  a  blow-pipe  flame, 
various  forms  of  fuel  gases  have  been  employed,  all  of  them, 
excepting  hydrogen,  being  some  form  of  gaseous  hydrocarbon. 

Some  of  these  fuels  owe  their  origin  to  reclamation  of 
waste  or  by-products  of  petroleum  industrials.  In  this  class 
may  be  included  the  fuels,  which,  combined  with  oxygen,  pro- 
duce the  flames  known  as  oxy-benz,  oxy-gas,  Pintsch  gas, 
blaugas,  etc.  The  rapidly  developing  field  of  autogenous  weld- 
ing, doubtless,  is  responsible  for  the  efforts  of  the  manufac- 
turers, and  those  interested  in  the  promotion  of  these  fuels,  to 
develop  to  the  highest  economic  degree  the  output  of  their 
works.  The  light  of  development,  however,  is  focused  most 
strongly  upon  acetylene — that  excellent  product  of  the  electric 
furnace.  The  almost  universal  preference  for  this  fuel  gas, 
which,  used  in  combination  with  oxygen,  covers  almost  the 
entire  field  of  autogenous  welding,  is  based  upon  well-defined 
theoretical  and  working  factors. 

The  two  factors  governing  the  degree  of  flame  tempera- 
ture produced  by  the  combustion  of  a  fuel  gas  in  air  or  oxygen 
are  the  calorific  value  of  the  fuel  gas  and  the  nature  of  the 
products  of  combustion.  If  the  products  of  combustion  are  of 
low  specific  heat,  the  flame  produced  by  burning  a  fuel  gas  of 
high  calorific  value  will  produce  a  flame  of  high  temperature; 
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but  if  the  products  of  combustion  are  of  high  specific  heat,  the 
flame  temperature  is  lowered  proportionately.  A  considera* 
tion,  therefore,  of  choice  of  fuels  to  be  employed  points  to  the 
selection  of  those  containing  the  highest  percentage  of  carbon 
with  the  minimum  amount  of  combined  hydrogen,  for  the  rea- 
son that  the  products  of  combustion  of  any  hydrocarbon  are 
water  vapor  and  carbon  dioxide  (COj).  Water  vapor,  how- 
ever, has  a  much  higher  specific  heat  than  GO, ;  hence,  the  tem- 
perature of  the  flame  produced  by  the  combustion  of  a  fuel 
gas  of  large  hydrogen  content  will  be  lower  than  that  attained 
by  burning  a  fuel  of  higher  carbon  content  with  a  minimum 
of  hydrogen. 

Acetylene  (C^Hj),  containing  only  about  7%  of  combined 
hydrogen,  has  a  higher  speciflc  gravity  and  greater  caloriflc  value 
than  any  of  the  commonly  employed  fuel  gases,  and  may  be 
considered  as  the  nearest  possible  approach  to  gaseous  carbon. 
Other  fuel  gases  may  contain  not  only  more  combined  hydro- 
gen than  acetylene,  but  an  additional  5%  to  50%  of  free  hydro- 
gen, which,  burned  to  water  vapor,  will  absorb  more  heat  and 
still  further  lower  the  flame  temperature. 

Combustion  of  a  fuel  gas  naturally  reaches  its  highest 
point  of  efficiency  when  burned  with  pure  oxygen.  Inasmuch 
as  the  cost  of  oxygen  is  greater,  volume  for  volume,  than  any 
of  the  fuel  gases,  its  consumption  naturally  is  increased  for 
equivalent  working  performance  by  absorption  of  the  addi- 
tional heat  units  in  the  combustion  of  fuel  gases  of  greater 
hydrogen  content.  It  is,  therefore,  apparent  that  acetylene 
offers  the  greatest  economic  possibilities  in  best  meeting  the 
commercial  requirements  imposed  in  adapting  autogenous 
welding  to  specific  manufacturing  operations. 

The  working  requirements  governing  the  selection  of  the 
fuel  gas  to  be  employed  are  ease  of  production  of  the  gas,  safety 
in  its  use,  ease  of  application,  and  high  quality  of  work  pro- 
duced. A  prime  consideration  of  autogenous  welding,  from  the 
standpoint  of  manufacture,  is  that  it  shall  produce  welds  of 
definite  strength,  the  efficiency  of  which  may  be  fairly  guar- 
anteed. At  the  inception  of  the  process  in  Europe  these  re- 
quirements were  not  well  defined,  but  as  the  variety  of  appli- 
cation and  scope  of  the  art  attained  greater  proportions^  they 
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became  better  outlined,  with  the  result  that  the  present  status 
of  autogenous  welding  shows  practically  universal  selection  of 
acetylene  as  the  fuel  gas  which  seems  best  to  meet  the  govern- 
ing factors.  In  metal  cutting,  the  factor  of  the  fuel  employed 
becomes  of  less  importance,  the  oxygen  requirement  being  the 
principal  consideration. 

In  consequence  of  the  ever  increasing  carbide  demand,  that 
industry  has  received  an  impetus  far  beyond  the  degree  to 
which  it  might  have  been  carried  by  the  output  necessary  for 
lighting,  for  which  purpose  it  was  originally  established. 
Acetylene  may  be  produced,  under  practically  any  condition 
of  climate  or  temperature,  in  a  generator  of  simple  construc- 
tion, in  which  the  salient  features  conform  to  approved  insur- 
ance requirements  and  the  regulations  governing  operation. 
The  development  of  a  successful  method  of  compressing  acety- 
lene, whereby  large  volumes  may  be  transported  under  pressure 
in  proportionately  small  bulk,  has  resulted  in  the  establishment 
of  ''compressing  stations"  with  facilities  for  supplying  gas,  in 
portable  containers,  to  practically  any  part  of  the  civilized 
world. 

Inasmuch  as  all  of  the  fuels  employed  require  oxygen  for 
their  combustion,  a  glance  at  the  rate  of  growth  of  produc- 
tion of  this  gas  will  afford  a  measurably  full  indication  of 
the  increased  application  of  high-temperature  flames  i^  welding 
and  cutting. 

The  development  of  autogenous  welding  and  oxygen  cut- 
ting and  the  rapidly  increasing  use  of  the  process  in  England 
and  Continental  Europe  resulted  in  the  establishment,  in  manu- 
facturing centres  possessing  the  largest  potential  oxygen  de- 
mand, of  generating  plants  for  producing  the  gas  by  fractional 
distillation  of  air.  In  Germany  and  Switzerland  the  oxygen 
supply,  owing  to  low  cost  of  hydro-electric  power,  was  largely 
supplemented  by  the  output  from  industrials  dissociating  water 
on  a  commercial  scale.  A  ready  market  for  the  by-product 
(hydrogen)  was  found  for  dirigible  balloon  purposes,  conver- 
sion of  vegetable  oils  and  animal  fats  into  edible  products,  etc. 
Later,  the  electrolytic  oxygen  process,  also,  was  introduced  into 
England. 

The  introduction  of  the  autogenous-welding  and  cutting 
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process  in  this  country  was  attended  by  great  difficulty  in  ob- 
taining an  adequate  oxygen  supply,  although  many  purchasers 
of  welding  and  cutting  equipment  installed  apparatus  for  pro- 
ducing oxygen  by  chemical  means — ^naturally,  at  a  compara- 
tively high  cost.  The  concerns  exploiting  the  process  and  em- 
barking in  the  manufacture  of  the  apparatus  for  carrying  on 
the  work  found  ready  co-operation  in  the  carbide  industry, 
which  has  consistently  increased  production  to  meet  the  de- 
mand. The  commercial  oxygen  supply  was  that  afforded 
mainly  by  isolated  water-dissociation  plants,  the  hydro- 
gen product  of  which  was  utilized  in  manufacturing  purposes, 
and  the  oxygen  allowed  to  escape  to  the  atmosphere.  Provision 
was  made  to  store  and  compress  the  by-product,  oxygen,  into 
portable  cylinders.  This  was  the  beginning  of  the  commercial 
oxygen  industry  in  the  United  States.  (^) 

With  the  completion  of  an  air  distillation  plant  on  the 
Great  Lakes (*)  there  was  begun  the  first  commercial  produc- 
tion of  oxygen  in  this  country  to  meet  the  demand  of  the  new 
industry,  which,  together  with  the  inauguration  of  a  system  of 
distribution  by  portable  cylinders,  has  increased  to  such  an 
extent  that  the  cylindrical  metal  containers  for  the  transporta- 
tion of  oxygen  are  now  familiar  objects.  The  commercial  oxy- 
gen business  has  grown  by  leaps  and  bounds  until  the  total  of 
the  capital  invested  in  the  plants  and  appurtenances,  together 
with  the  distributing  facilities,  is  large  enough  to  class  the  in- 
dustry as  a  most  important  one  in  the  list  of  manufacturing 
enterprises  in  this  country. 

One  company  (*)  claiming,  with  evident  reason,  to  produce 
a  greater  amount  of  oxygen  than  any  other  in  the  world,  has 
within  the  past  three  years  established  thirty-three  oxygen- 
producing  plants  and  distributing  depots,  located  in  manufac- 
turing centres  of  the  United  States,  and  has  under  contempla- 
tion additional  plants  to  meet  the  still  rapidly  increasing 
demand. 

Advantage  has  been  taken  of  low  power  cost  in  some  sec- 
tions of  the  country  to  install  electrolytic  oxygen-hydrogen  pro- 
ducing equipment,  in  some  cases  hydro-electric  power  offering 
inducements  which  may  render  an  installation  profitable;  and 
the  application  of  autogenous  welding  to  manufacturing  has 
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resulted  in  the  installation  of  electrolytic  oxygen-generating 
equipment  by  some  of  the  larger  industrials.  The  world  curve 
following  may  be  considered  fairly  representative  of  the  pres- 
ent volume  of  oxygen  consumed  by  the  welding  and  cutting 
industry.  The  curve  is  based  on  percentage  of  production, 
with  increments  for  each  year,  and  affords,  therefore,  a  measure 
of  the  rate  of  growth  and  a  means  of  deducing  the  importance 
to  which  this  process  has  attained  in  a  comparatively  short 
time. 

The  European  development  of ,  metal- welding  processes 
may  be  considered  as  an  extension  of  soldering  or  brazing 
operations,  and,  as  such,  generally  limited  to  work  on  compara- 
tively light  sections.  It  is  of  interest  to  note  that  these  limita- 
tions were,  to  a  great  extent,  imposed  by  the  almost  universal 
employment  of  the  low-pressure,  or  injector,  type  of  oxy-acety- 
lene  blow-pipe,  acetylene  then  being  available  only  at  slightly 
above  atmospheric  pressures.  Experiments  having  shown  that 
better  results  were  obtained  with  acetylene  delivered  at  the 
burner  tip  under  independent  and  appreciable  pressure,  a  type 
of  torch  designed  to  employ  both  acetylene  and  oxygen  under 
pressure  was  brought  to  the  United  States  in  1907, (^)  and  a 
generator  providing  acetylene  under  requisite  pressure  was 
produced.  From  that  time,  the  development  of  the  so-caUed 
high-pressure  welding  torch  was  rapid  in  this  country,  result- 
ing in  the  extension  of  the  new  process  to  a  much  wider  field 
than  had  before  been  possible. 

A  theoretical  consideration  of  the  means  whereby  the  high 
temperature  flame,  approximately  6000''  P.,  is  produced  by  the 
combustion  of  acetylene  in  oxygen,  shows  that  2%  volumes  of 
oxygen  are  required  to  burn  one  volume  of  acetylene  (CjH,) 
completely  to  its  products  of  combustion,  (■)  which  are  carbon 
dioxide  (COa)  and  steam.  Acetylene  being  an  endothermic  gas, 
dissociation  into  its  two  constituents,  carbon  and  hydrogen, 
occurs  on  issue  of  the  mixture  from  the  blow  pipe.  The  supply 
of  oxygen  bums  the  carbon  to  CO,  producing  the  characteristic 
white  flame  at  the  nozzle.  In  order  to  form  CO,  equal  volumes 
of  acetylene  and  oxygen  are  required,  accompanied  by  a  phase 
of  combustion  in  which  CO  burns  to  COj  and  the  hydrogen 
later  combines  with  oxygen  to  form  steam. 
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If  it  were  possible  to. supply  a  perfect  mixture  (equal 
volumes)  of  acetylene  and  oxygen  at  the  nozzle  of  the  blow 
pipe,  the  oxygen  required  to  burn  CO  to  CO2,  and  the  hydrogen 
to  steam,  might  be  abstracted  from  the  air.  In  practice,  how- 
ever, some  of  the  oxygen  required  to  burn  CO  to  CO,  must  nec- 
essarily come  from  the  blow-pipe  supply,  so  that  the  best 
torches  manufactured  today  operate  successfully  with  a  mix- 
ture of  1.1  volume  of  oxygen  to  1  volume  of  acetylene.  The 
hydrogen  evolved,  combined  with  atmospheric  oxygen  after  it 
has  passed  from  the  high  temperature  zone  of  the  welding 
flame,  surrounds  the  molten  metal  and  prevents  oxidation,  at 
the  same  time  protecting  the  heated  inner  cone  from  loss  of  heat. 

Acetylene  supply  under  low  pressure  necessitates  the  em- 
ployment of  a  blow-pipe  of  the  true  injector  type,  in  which 
excess  oxygen  pressure  must  be  supplied  in  order  to  deliver 
the  mixture  of  gases  to  the  nozzle  at  proper  pressures.  The 
limitations  of  this  form  of  construction  afford  a  less  perfect 
mixture  of  gases  than  in  the  type  of  welding  torch  utilizing 
acetylene  and  oxygen  under  independent  pressure,  and  the 
oxygen  consumption  is  undoubtedly  higher  than  in  the  latter 
form  of  construction. (*)  An  imperfect  mixture  of  gases  re- 
sults in  unsteadiness  and  instability  of  the  flame,  which,  to- 
gether with  pre-ignition  of  the  gases  while  in  a  mixed  condi- 
tion, due  to  preheating  of  the  blow-pipe  nozzle  through  radia- 
tion from  the  work  carried  on,  produces  results  less  favorable 
for  the  continuous  operations  of  manufacture  and  requirements 
of  steady  operation. 

The  strength  of  the  joint  produced  by  autogenous  welding 
has  been  a  fruitful  source  of  discussion  in  the  application  of 
the  process,  and  many  contentions  have  been  advanced  as  to 
the  necessity  of  welds  of  highest  tensile  strength.  It  was  early 
found  that  100%  welds,  or,  in  other  words,  those  having  a 
breaking  strength  equivalent  to  that  of  the  metal  itself,  could 
be  produced,  but  the  sacrifice  of  elongation  and  reduction  of 
area  materially  lessened  the  apparent  value  of  such  welds. 
Present  practice  is  directed  toward  securing  a  weld  of  good 
tensile  strength,  as  compared  with  the  strength  of  the  plate, 
with  high  ductility,  since,  thereby,  the  service  conditions  are 
better  fulfilled. (')     The  growth  in  understanding  of  such  re- 
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quirements  has  resulted  in  the  production  of  methods,  which, 
combined  with  proper  apparatus,  may  uniformly  produce  these 
results. 

European  practice  covers  the  use  of  the  low-pressure  acety- 
lene generator  and  injector  type  of  blow-pipe  almost  exclu- 
sively, the  independent-pressure  type  of  torch  having  shown 
little  development,  despite  its  well  known  economy  of  opera- 
tion. This  may  reasonably  be  accounted  for  by  the  low  prices 
obtained  for  the  welding  and  cutting  equipment  in  general  use 
not  warranting  the  expenditures  requisite  for  further  develop- 
ment. 

The  introduction  of  the  process,  however,  in  this  coun- 
try (^)  was  accompanied  by  the  development  of  the  medium- 
pressure  positive-mixture  torch,  utilizing  both  gases  under  in- 
dependent pressure,  assuring,  thereby,  stability  and  quality  of 
the  flame,  theretofore  not  produced  by  the  injector  form  of  con- 
struction. The  applications  of  the  process,  in  consequence, 
assumed  a  radically  different  aspect  than  that  revealed  by  the 
country  of  its  origin,  with  the  result  that  there  has  been,  and 
is  being,  performed  most  remarkable  work  in  the  welding  and 
joining  of  heavy  sections  in  reclamation  and  repairing,  which, 
in  comparison  with  the  progress  attained  abroad  in  similar 
work,  shows  advanced  practice. 

The  field  in  which  this  country  excels  that  covered  by  pres- 
ent practice  in  the  countries  where  the  process  originated  has 
been  developed  almost  entirely  by  the  pioneer  effort  and  large 
expenditure  of  those  embarking  in  an  enterprise  the  limitations 
of  which  were  unknown.  Many  discouraging  failures  and  costly 
experiments  mark  the  way  to  the  present  undisputable  success 
of  the  process  and  its  application  to  modem  manufacture. 

The  early  application  of  the  art  in  this  country  was  gen- 
erally confined  to  the  establishment  of  welding  repair  shops, 
in  which  the  character  of  work  comprised  the  reclaiming  of 
broken  or  defective  parts.  Manufacturing  establishments  first 
adopting  the  process  considered  it  principally  in  the  light  of 
repair,  with  only  possible  applications  to  the  manufacture  of 
their  products.  It  may  be  said  that  the  quality  of  work  done 
was  in  proportion  to  the  degree  of  knowledge  of  the  limita- 
tions of  the  art  then  existing.    In  common  with  any  process 
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capable  of  elaboration  to  a  similar  extent,  many  attempts  were 
made  to  perform  operations,  the  successful  carrying  out  of 
which  was  beyond  the  capabilities  of  the  organization  and  the 
facilities  existing,  the  results  being  often  to  discredit  the  real 
value  of  the  process  if  applied  under  proper  auspices. 

A  great  stimulus  to  development  of  oxy-acetylene  welding 
and  <3utting  has  been  the  wide  dissemination  of  knowledge, 
both  theoretical  and  practical,  gained  through  ceaseless  ex- 
periment and  testing  of  results  produced,  by  makers  of  equip- 
ment for  generating  acetylene  and  oxygen  and  of  welding  and 
cutting  apparatus. 

The  requirements  for  the  production  of  successful  metal 
welding,  as  a  substitute  for  existing  methods,  has  led  to  ex- 
haustive research,  along  metallurgical  lines,  to  develop  ma- 
terials and  fluxes  which,  used  in  combination  with  the  high 
temperature  flames  available,  would  best  produce  the  char- 
acter of  work  demanded.  The  establishment  of  laboratories  by 
such  manufacturers  made  it  possible  to  obtain  proper  materials 
for  carrying  out  desired  operations  on  practically  all  known 
metals  utilised  in  manufacture,  together  with  advice  and  in- 
struction for  successfully  applying  the  process. 

Those  concerns  engaged  in  the  manufacture  of  autogenous- 
welding  apparatus  have  best  succeeded  whose  foresight  and 
initiative  early  recognized  the  necessity  of  themselves  bearing 
the  expense  of  making  demonstrations,  often  unsuccessful,  pro- 
viding instruction  to  users,  and  continuously  developing  and 
improving  their  apparatus,  the  combined  cost  of  which,  many 
times,  formed  the  largest  item  of  expense  in  carrying  on  their 
business. 

The  trend  of  development  in  welding  torches  shows  a  pro- 
gressive adoption  by  the  rapidly  increasing  number  of  manu- 
facturers in  this  country,  of  a  construction  which  admits  the 
gases  under  independent  pressures.  A  review  of  exceptional 
performances,  particularly  of  welding  of  heavy  sections,  covers 
a  period  coincident  with  the  inception  and  exploitation  of  the 
medium-pressure  form  of  torch  with  the  accompanying  suc- 
cessful acetylene  generator  producing  that  gas  under  pressure. 

It  is  a  prime  requisite  of  operations  carried  out  in  the  con- 
stantly multiplying  instances  of  heavy  metal-section  welding. 
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the  description  of  which  forms  so  appreciable  a  portion  of  the 
subject  matter  of  our  technical  press,  that  the  work  be  carried 
on  continuously,  on  account  of  possible  failure  due  to  shrink- 
age strains  and  similar  causes. 

For  operations  of  this  character  it  will  be  noted  that  the 
medium-pressure  positive-mixture  form  of  blow-pipe  is  almost 
invariably  employed,  due  to  its  ability  to  withstand  the  high 
pre-heat  temperatures  to  which  it  is  subjected  during  the  per- 
formance of  the?  work  and  to  the  better  combustion  obtained.  . 

The  increasing  publicity  afforded  the  use  of  high-tempera- 
ture flames  in  the  technical  literature  of  this  country  and 
abroad  has  furnished  means  of  comparison  of  the  variety  and 
scope  of  work  done,  with  the  result  that  it  is  not  uncommon 
for  foreign  manufacturers  to  import  American-made  equipment 
for  carrying  out  the  operations  in  heavy  metal  sections. 

As  illustrating  this  condition,  positive  statements  have 
been  made  in  letters  to  an  American  manufacturer, (^)  in  at 
least  two  instances,  which  are  worthy  of  consideration:  The 
chief  engineer  of  one  of  the  largest  German  steamship  lines 
stated,  after  investigation,  that  in  this  country  work  was  being 
done  with  oxy-acetylene  process  that,  to  his  knowledge,  had  not 
been  attempted  in  his  country;  and  an  authority  in  England, 
who  is  editing  one  of  the  technical  publications  and  is  also  an 
instructor  in  the  Northern  Polytechnic  Institute,  as  well  as 
translator  of  one  of  the  most  widely  circulated  French  text 
books  on  autogenous  welding,  states  that  **we  are  a  good  dis- 
tance behind  your  country  in  making  progress". 

The  discovery  that  a  jet  of  oxygen  directed  upon  a  pre- 
viously heated  steel  or  wrought-iron  section  was  capable  of 
burning  the  metal  to  iron  oxide,  and  furnishing,  thereby,  a 
most  convenient  and  effective  means  of  cutting  sections  up  to 
30"  in  thickness,  marked  an  epoch  in  the  development  of  the 
world's  metal- working  industries. 

Here,  too,  long  and  patient  experimenting  was  necessary  to 
evolve  the  form  of  cutting-torch  construction  that  would  satisfy 
working  conditions  and  in  the  determining  of  principles  cover- 
ing its  operation. (^)  It  was  early  appreciated  that,  in  order  for 
oxygen  metal-cutting  apparatus  to  attain  its  recognized  stan- 
dard in  metal-working  fields,  there  were  involved  the  factors 
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of  low-cost  gas  supply  and  miTiiinnTn  consumption  of  gases  per 
square  inch  of  metal  oxidized. 

With  the  establishment  of  oxygen-generating  stations  and 
distributing  service,  the  first  of  these  requirements  has  been 
met;  for  the  second,  the  time  and  energy  of  apparatus  manu- 
facturers have  been  devoted  to  making  it  possible  to  substitute 
the  oxygen  cutting  torch  in  a  rapidly  increasing  number  of 
instances,  where,  formerly,  only  most  laborious  and  expensive 
methods  were  possible. 

Recent  notable  instances  are:(*) 

Armor-plate,  16"  thick,  cut  at  the  rate  of  four  lineal  inches 
per  minute — ^the  oxidation  of  the  steel  being  effected  at  the  rate 
of  more  than  1  square  inch  per  second. 

Cutting  gun  port  in  armor-plate,  18''  thick.  Time  required 
50  minutes.  Operation  ordinarily  requiring  four  weeks  of  drill- 
ing with  subsequent  two-weeks'  machining  time. 

Fifty-two  lineal  feet  of  gun-turret  top,  of  armor-plate  5 
inches  thick,  was  cut  at  the  rate  of  8  lineal  inches  per  minute, 
after  which  48  lineal  feet  of  the  edge  of  the  plate  was  beveled 
at  Wf  with  the  cutting  torch;  the  entire  cutting  operation  re- 
quiring 2  hours  10l^  minutes.  It  was  estimated  that  by  former 
methods  of  drilling  and  then  beveling  on  a  large  lathe,  four 
weeks*  time  would  be  required  and  a  cost  entailed  of  about 
$2,000.  The  cost  of  gases  for  cutting  by  the  method  employed 
was  $54.38. 

A  7500-ton  cast-steel  cylinder,  representing  a  pouring  of 
140,000  lbs.,  had  five  risers  to  be  removed,  one  being  36  inches 
in  diameter  and  weighing  about  15  tons.  The  apparent  diffi- 
culty of  removing  the  risers  was  quickly  overcome  with  the 
cutting  torch,  the  36-in.  riser  being  cut  in  1^/4  hours. 

These  cutting  operations  were  accomplished  with  mechani- 
cally-guided torches  employing  oxygen  with  hydrogen  as  the 
fuel  gas. 

The  wrecking  of  steel  structures,*®  in  which  line  of  industry 
the  application  of  metal  cutting  by  oxygen  has  become  so  com- 
mon, is  a  familiar  sight  in  every  town  and  city  in  the  United 
States.  As  an  economic  factor  in  the  removal  of  burned  or 
wrecked  structures  which  normally  possess  high  earning  capaci- 
ties, the  oxy-aeetylene  cutting  torch,  applied  by  concerns  spe- 
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cializing  in  that  class  of  work,  has  effected  incalculable  savings 
in  clearing  the  way  for  replacement  of  the  destroyed 
buildings.  (") 

Railways  include  the  metal-cutting  torch,  with  a  supply  of 
stored  gases,  as  an  integral  part  of  their  wrecking  equipment. 
Fire  departments,  through  the  medium  of  apparatus  capable  of 
being  handled  by  one  man,  may  remove  barriers  to  the  escape 
of  individuals  in  burning  buildings  in  a  small  proportion  of  the 
time  so  often  found  inadequate  for  the  saving  of  lives. 

Originally  conceived  of  as  a  tool  best  adapted  for  shop 
conditions,  the  autogenous  welding  and  cutting  process  has 
attained  to  proportions  in  field  work  the  size  of  scope  of  which 
make  prophecy  regarding  the  future  indeed  difiScult. 

Hydro-electric  pipe  lines  showing  service  defects,  for  the 
repair  of  which  ordinary  methods  were  inadequate,  in  view  of 
the  pressure  carried,  have  been  restored  to  normal  condition  by 
autogenous  welding  carried  out  under  most  unfavorable  con- 
ditions of  location  and  climate.  In  some  cases,  after  such  lines 
have  shown  their  full  measure  of  service,  to  which  the  use  of  the 
autogenous  welding  process  has  been  a  contributing  factor,  they 
have,  in  turn,  been  removed  by  the  cutting  torch.  Instances  of 
cutting  operations  of  this  character  running  to  miles  in  length 
are  not  uncommon.  (^^) 

It  is  customary  to  speak  of  welding  in  terms  of  lineal  feet. 
Within  the  past  year  there  was  completed  probably  the  largest 
operation  in  autogenous  welding  ever  attempted,  comprising 
the  joining  of  the  roof  sections  of  a  metal  flue,  the  aggregate 
amount  of  welding  totaling  ten  miles.  (^*) 

As  indicating  the  wide  range  of  application  of  the  process, 
manufacturers  of  jewelry  employ  autogenous  welding  for  the 
joining  of  precious  metals  requiring  for  their  successful  manipu- 
lation the  production  of  high-temperature  flames  equalling  the 
size  of  a  needle  point,  under  most  exact  adjustment  and  control. 

Autogenously-welded  tube  and  pipe  sections  have  formed 
important  parts  of  foreign-constructed  machinery.  Welded 
sheet-metal  formations  of  exceedingly  intricate  character  for 
many  years  puzzled  the  minds  of  American  manufacturers,  as  to 
the  method  of  production,  until  the  application  of  autogenous 
welding  provided  a  solution  of  the  problem  of  duplication. 
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A  review  of  the  attempts  made  by  manufacturers  in  this 
country  to  duplicate  foreign-made  products  shows  that  they 
were  working  under  manifold  handicaps,  some  of  which  were 
inability  to  obtain  mechanics  trained  in  the  use  of  the  process — 
with  the  added  disadvantage  that  the  only  labor  obtainable 
demanded  a  much  higher  wage  than  the  foreign  artisan — and 
the  generally  uninformed  condition  existing  in  the  minds  of 
possible  purchasers  of  such  products  as  might  be  developed 
regarding  any  form  of  construction  embodying  autogenous 
welding. 

Some  few  attempts  were  made  to  overcome  the  labor  handi- 
cap by  importing  foreign-made  machines  for  the  manufacture 
of  pipe,  which  proved  uilsuccessful  owing  to  the  construction 
and  methods  employed  being  totally  unsuited  for  American 
conditions.  It  is  interesting  to  note  that  there  are  now  under 
construction  in  this  country  industrial  establishments  capable 
of  producing  autogenously-welded  tubing,  by  mechanical  opera- 
tion, in  quantities  sufficient  to  compete  with  modem  tube  mills 
employing  the  lap-welding  methods  (^^)  and  with  seamless 
drawn  tubing. 

The  enterprises  that  have  sprung  up  in  many  sections  of 
the  country  for  the  production  of  cylindrical  metal  packages 
are  in  response  to  the  economic  pressure  brought  to  bear  by  the 
fast  decreasing  supply  of  timber  suitable  for  manufacturing 
of  the  wooden  package  formerly  employed.  The  riveted  metal 
container  imperfectly  meets  the  conditions  of  transportation 
in  eliminating  leakage,  which  factor,  it  has  been  stated  by  large 
oil  producers,  frequently  constitutes  1%  of  their  total  oil  pro- 
duction. 

At  present,  hand-welding  methods  constitute  almost  uni- 
versal practice  in  the  metal-container  industry,  (")  but  the  de- 
velopment within  the  past  two  years  and  the  introduction  by 
various  manufacturers  of  American-designed  and  -built  mechan- 
ically-operated welding  machinery (")  offer  possibilities  in  the 
production  of  these  articles  in  quantities  heretofore  unattain- 
able, and  at  a  proportionately  lowered  manufacturing  cost. 

The  repair  of  steam  boilers  showing  service  failures  has 
been  a  fruitful  source  of  discussion  since  the  inception  of  autog- 
enous welding  in  this  country.     Practically  from  the  begin- 
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ning,  national,  state  and  local  regulations  have  prescribed  the 
amount  and  character  of  work  that  may  be  done. 

Doubtless  the  greatest  handicap  to  more  general  expansion 
of  the  process,  in  this  industry,  has  been  the  failure  to  adopt 
methods  of  licensing  apparatus,  the  concerns  using  same,  and 
the  operators,  the  necessity  of  which  has  been  f uUy  appreciated 
in  Europe,  where  the  employment  of  a  mechanic  of  this  class  is 
conditional  upon  his  holding  a  certificate  of  fitness.  Considera- 
ble effort  in  favor  of  such  measures  has  been  put  forth  by  those 
interested,  with  the  possibility  of  ultimate  success.  (•) 

Autogenous  welding  now  forms  an  integral  part  of  the 
manufacture  of  many  types  of  stationary  and  locomotivei  boil- 
ers, the  extent  of  the  application  being  largely  that  developed 
by  individual  manufacturers.  One  of  the  most  successful  types 
of  high-efficiency  locomotive  boilers  owes  its  inception  and 
development  largely  to  autogenous  welding,  without  which  it 
would  have  been  admittedly  a  vision  of  the  designer,  due  to 
the  insuperable  obstacles  to  its  production  by  ordinary 
methods.  (") 

The  most  valuable  adjunct  to  locomotive  boilers,  the  super- 
heater, may  be  said  to  owe  its  development  and  rapidly  increas- 
ing application  to  the  superior  methods  afforded  by  the  weld- 
ing blow-pipe  of  joining  the  sections. 

The  introduction  of  the  steel  railway  car  entailed  many 
new  problems  in  joining  metal  sections,  with  the  ever  present 
condition  of  light  weight  as  a  governing  factor,  which,  unless 
overcome,  would  have  proven  a  handicap  of  more  than  passing 
value  in  favor  of  the  wood  car.  The  stimulus  afforded  manu- 
facturers of  this  class  of  equipment  has  resulted  in  metal  forma- 
tions and  constructions  that  may  be  classed  as  revolutionary, 
compared  with  the  practice  even  of  five  years  ago.(^®) 

That  the  substitution  of  autogenous-welding  methods  for 
those  formerly  employed  in  the  manufacture  of  metal  products 
in  which  the  qualities  of  finish  and  appearance  are  accompanied 
by  requirements  of  strength  is  commanding  attention  to  a  dis- 
tinctive degree,  is  evidenced  by  the  publicity  given  to  the  adop- 
tion of  such  improved  processes  in  the  advertising  and  sales 
literature  of  the  manufacturers  of  steel  office,  bank  and  hos- 
pital furniture,  metal  sash,  doors  and  trim.(") 
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In  the  effort  to  improve  upon  methods  regarded  as  stand- 
ard in  various  industries,  those  worked  out  in  the  development 
of  high-pressure  gas,  for  illuminating  and  other  purposes,  are 
distinctive  to  a  marked  degree.  Many  new  distribution  prob- 
lems were  entailed,  notably  in  the  construction  of  pipe  joints 
and  connections  that  would  be  tight  against  the  increased  pres- 
sure, and,  at  the  same  time,  be  capable  of  production  at  moder- 
ate cost.  (2^) 

It  is  interesting  to  note  that  all  pressure  gas  mains  in  the 
Panama-Pacific  International  Exposition  grounds  were  joined 
by  autogenous  welding,  and  that  the  company  supplying  the 
commodity,  which,  incidentally,  was  the  first  company  to  intro- 
duce high-pressure  gas  and  developed  it  to  a  greater  degree 
than  others,  was  a  pioneer  in  such  application  of  the  process. 
There  is  laid,  altogether,  in  the  Exposition  grounds  over  100,000 
lineal  feet  of  pipe  varying  from  4  in.  to  16  in.  diameter,  joined 
entirely  by  oxy-acetylene  welding.  (^^) 

In  general  steel  and  iron-plate  working  lines,  the  manu- 
facture of  air  receivers  and  tanks,  the  production  of  heavy 
piping,  special  bends  and  fittings,  coils,  pans,  steel  boats,  vaults 
and  casks  have  introduced  economies  and  perfected  the  construc- 
tion by  welding;  and  have  done  so  in  a  way  that  augurs  most 
encouragingly  for  the  future. 

The  truly  amazing  economies  and  advances  in  the  rate  of 
production  of  the  modern  motor-car  have  been  assisted,  to  an 
acknowledged  degree,  by  the  continuous  study  and  application 
of  autogenous  welding  and  cutting  methods,  notably  in  the 
welding  of  steel  and  aluminum  bodies.  (^') 

Over  earth  and  under  sea,  the  modern  dirigible,  airship 
and  submarine  owe  a  substantial  measure  of  their  development 
progress  to  highly  specialized  applications  of  this  process. 

The  ship-building  industry,  notable  as  a  pioneer  in  the 
introduction  of  autogenous  welding  and  cutting  apparatus  in 
this  country,  has  made  large  installations  of  gas-generating  and 
metal-welding  and  cutting  equipment. 

It  is  significant  to  note  that  the  U.  S.  Government  may  be 
considered  as  responsible,  to  a  degree,  for  the  working  out  of 
numberless  applications,  due  to  the  stimulus  provided  by  requir- 
ing certain  operations  to  be  carried  out  exclusively  by  autoge- 
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nous- welding  and  cutting  methods.  (**)  All  government  navy 
yards  have  installations  of  the  most  complete  equipment,  and 
incorporate  in  their  manufacturing  regulations  advanced  labor 
and  cost  saving  methods.  One  of  the  largest  installations  of 
oxy-acetylene  apparatus  was  made  by  the  Government  at  the 
Panama  Canal  in  1910  and  has  continuously  been  of  inestimable 
value  for  keeping  other  equipment  in  commission  by  effective 
repairs. 

The  future  of  high-temperature  flames,  in  this  country,  may 
be  considered  as  depending  upon  the  variety  and  scope  of  its 
application  to  manufacturing  purposes.  The  efforts  of  con- 
structors and  designers  are  directed  toward  the  production  of 
forms  suitable  for  autogenous-welding  and  cutting  operations 
in  substitution  for  present  methods.  With  the  prospect  for 
development  offered  by  the  application  of  American  methods, 
there  is  every  reason  to  expect  the  development  of  the  future 
to  be  limited  only  by  the  consumers'  demands  of  the  manufac- 
tured products. 

There  are  now  on  the  market  special  machines  for  gas- 
welding  and  cutting  operations  capable  of  rapid  and  uniform 
production,  the  actual  performance  of  the  work  being  reduced 
to  a  matter  of  machine  control.  (^•) 

The  cutting  of  metal  sections  by  the  oxygen  jet,  guided 
and  controlled  by  mechanical  means,  has  resulted  in  the  pro- 
duction of  material  to  size  and  shape,  with  a  rate  of  speed  and 
cost  reduction  unapproachable  by  other  methods. 

The  oxy-hydrogen  cutting  jet  employed  on  the  heavier 
sections  presents  exclusive  advantages  for  operation  on  sur- 
faces coated  with  scale  or  oxide. 

While  lacking,  as  yet,  the  instruction  facilities  afforded  in 
Europe  through  schools  and  the  large  amount  of  technical 
literature  available  for  individuals  desiring  to  enter  the  pro- 
fession of  autogenous  welding  and  cutting,  we  show  continuous 
improvement,  which,  it  is  hoped,  will  finally  assume  a  concrete 
form  whereby  these  handicaps  may  be  overcome. 

It  is  considered  that  instruction  facilities  such  as  afforded 
through  the  medium  of  the  English  and  Continental  welding 
schools,  which  now  form  a  part  of  every  industrial  and  educa- 
tional centre,  would  insure  a  greater  growth,  in  view  of  there 
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being  few  institutions  of  that  character  here,  and  those  of  much 
less  comprehensive  scope.  The  purchase  of  autogenous-welding 
and  cutting  equipment  by  many  institutions  of  technical  educa- 
tion in  this  country,  and  the  incorporation  in  their  curricula  of 
instruction  in  the  art,  may  be  considered  a  constructive  effort 
toward  more  general  diffusion  of  the  theoretical  knowledge 
now  considered  a  requisite  to  extension  and  development  of 
the  process  along  advanced  lines  of  manufacture. 

An  increasing  proportion  of  the  technical  press  is  devoted 
to  autogenous  welding  and  cutting  operations,  which  operations 
now  form  a  considerable  proportion  of  the  developments 
recorded  in  such  mediums. 

In  consideration  of  the  high  efficiency  of  American-made 
apparatus,  and  that  there  is  now  available  a  plentiful  supply 
of  gases,  with  a  rapidly  increasing  amount  of  labor  skilled  in 
the  work,  future  development  should  be  measured  only  by  the 
activities  of  those  manufacturers  whose  business  acumen  leads 
them  to  adopt  only  the  progressive  things. 

THERMIT  AND  ITS  APPLICATIONS. 

While  not  produced  by  the  combustion  of  gases,  the  Ther- 
mit process,  as  applied  to  all  welding  except  pipe  welding,  is 
essentially  an  autogenous  process,  in  that  the  parts  to  be  welded 
together  are  united  by  fusing  liquid  metal  between  them. 

The  high  temperature  necessary  is  produced  by  entirely 
different  methods.  In  oxy-acetylene.  or  other  gas  welding,  the 
fusion  of  the  metals  at  the  point  of  juncture  is  effected  by  the 
temperature  of  the  blow-pipe  flame,  metal  being  added  homo- 
geneously from  a  suitable  welding  rod  as  required. 

The  Thermit  process  supplies  its  own  heat  and  its  own 
liquid  metal,  the  latter  being  evolved  in  large  quantities,  the 
process  being  particularly  applicable  to  heavy  welding  of  steel 
sections. 

The  evolution  of  this  process  was  due  to  the  efforts 
expended  by  Dr.  Hans  Goldschmidt  in  attempting  to  produce 
for  Krupp  pure  metals  for  alloying  steel.  In  carrying  out  the 
prior-known  reaction  produced  by  heating  a  mixture  of  the 
oxide  of  the  desired  metal  and  aluminum  in  a  finelv  divided 
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state,  he  discovered  that  by  proper  control  of  the  temperature 
applied,  the  reaction  would  precipitate  the  metal  in  a  pure  form, 
leaving  the  aluminum  oxide,  or  slag,  floating  on  the  surface. 

This  being  the  first  successful  application,  in  a  commercial 
way,  of  the  chemically  reactive  qualities  of  aluminum  in  com* 
bination  with  metal  oxides,  a  series  of  experiments  were  inaug- 
urated, resulting  in  production  of  many  more  knetals  and  alloys. 
It  was  found  that  the  reaction  between  aluminum  and  iron 
oxide  produced  a  very  pure  low-carbon  steel,  and  that  the  heat 
was  extremely  high,  which  led  to  the  evolution  and  application 
throughout  the  world  of  what  is  termed  the  Thermit  process. 

The  discovery  may,  therefore,  be  termed  a  by-product  of 
the  metallurgical  laboratory,  and,  as  such,  assumes  its  place 
with  so  many  of  the  commercial  processes  and  methods  with 
which  the  researches  of  science  have  endowed  the  manufacturer. 

The  temperature  produced  by  the  combustion  of  iron  oxide 
and  finely  divided  aluminum,  while  never  exactly  measured, 
may  be  stated  to  approximate  5000**  F.  (").  In  application,  the 
production  of  a  highly  heated  liquid  steel  at  this  temperature 
lends  itself  readily  to  operations  permitting  the  flow  of  molten 
metal  around  the  section  to  be  united,  amalgamating  with  them 
so  that  the  whole  will  cool  down  to  form  a  single  homogeneous 
mass. 

The  successful  application,  in  a  commercial  way,  of  the 
Thermit  process  has  opened  up  a  method  of  joining  steel  sec- 
tions, either  cast  or  wrought,  the  size  of  which  is  limited  only 
by  the  practicability  of  carrying  out  the  necessary  operations 
prior  to  the  actual  performance  of  the  work.  As  in  the  devel- 
opment of  the  gas-welding  and  cutting  industry,  similar  ground 
was  covered  by  those  responsible  for  the  introduction  of  the 
Thermit,  whereby  the  burden  of  demonstration  and  proof  of 
the  value  of  the  process  were  borne  by  the  promoters.  (^*) 

The  introduction  of  the  process  into  steam-railway  work 
was  a  factor  of  prime  importance  in  disseminating  knowledge 
pertaining  to  the  variety  and  scope  of  the  applications  pos- 
sible to  be  made  under  the  proper  auspices.  The  repair  of 
locomotive  frames  which  have  failed  in  service  entails  expendi- 
tures of  time  and  money  to  take  down  and  replace  the  equip- 
ment having  no  direct  bearing  upon  the  work  necessary  to  be 
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done.  Applications  of  the  Thermit  process  to  such  work  fre- 
quently necessitate  no  stripping  of  the  engine,  it  being  neces- 
sary to  provide  sufficient  clearance  about  the  broken  sections 
for  erection  of  the  mold  and  crucible,  together  with  application 
of  the  pre-heating  means.  The  process  may  be  applied  to  the 
welding  of  broken  drive-wheel  spokes,  side  rods,  connecting 
rods,  rocker  shafts,  cross-head  guides  and  similar  articles  of 
the  kind  whose  service  requirements  are  of  such  character  as 
to  incur  failure. 

The  economy  of  the  process  in  certain  locomotive  repair 
work  has  led  to  its  adoption  by  practically  all  of  the  railroads 
in  the  United  States,  Canada  and  Mexico,  there  being  four 
hundred  and  fifty  shops  in  North  America  employing  the  proc- 
ess to  a  greater  or  less  extent. 

In  the  shipyard,  the  welding  of  broken  stem  posts,  stem 
frames,  rudder  frames  and  propeller  studs  of  steamships  is 
accomplished.  From  an  economic  standpoint,  the  savings 
incurred  may  be  greater  than  attain  in  the  railway  shop,  owing 
to  the  fact  that  dry  dockage  is  exceedingly  costly  and  that  the 
saving  of  every  day  in  the  completion  of  repairs  may  mean 
hundreds  and  even  thousands  of  dollars.  Vessels  undergoing 
repairs  which  would  formerly  be  classified  as  of  a  very  serious 
nature  may  not  be  detained  more  than  48  hours  in  the  dry  dock. 

Several  of  the  United  States  navy  yards  are  employing  the 
process,  and  in  the  building  of  the  Panama  Canal  large  quan- 
tities of  Thermit  were  employed  for  welding  and  reclaiming 
broken  parts  of  dredges,  dipper  buckets,  locomotives,  rock 
crushers,  and  in  other  operations. 

In  many  cases,  the  applications  of  Thermit  and  gas-weld- 
ing methods  overlap  to  a  degree  dependent  upon  the  experience 
of  those  responsible  for  results  and  the  facilities  attendant  upon 
carrying  out  the  work,  and  the  factor  of  size  of  the  metal  sec- 
tions to  be  joined  many  times  determines  the  selection  of  the 
process  to  be  employed. 

Around  the  steel  plant,  the  repair  of  large  rolls  and  pinions 
by  the  Thermit  process  assumes  considerable  importance.  Meth- 
ods have  been  devised  whereby  such  broken  parts  may  be  rebuilt 
by  adding  new  metal  to  the  old  by  an  adaptation  of  well-known 
foundry  methods  assisted  by  the  heat  of  reaction  of  the  Ther- 
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mit  process.  Whefn  it  is  considered  that  the  weight  of  such 
parts  repaired  may  run  from  15  to  17  tons,  the  reclaiming  of 
them  and  their  replacement  in  service  assumes  a  most  impor- 
tant factor  in  the  modem  requirement  of  continuous  production. 

Butt  welding  of  pipes,  eliminating  thereby  screwed  and 
flanged  joints  and  connections,  presents  a  field  of  operation  for 
Thermit  which  is  both  interesting  and  novel.  As  applied,  the 
heat  produced  by  the  reactionary  process  does  not,  in  itself, 
unite  the  sections,  but  is  employed  to  raise  them  to  a  welding 
temperature,  while  the  joint  is  made  by  mechanical  pressure. 

The  electrification  of  street  railways,  involving  the  return 
of  current  to  the  power  house  through  the  rails,  has  entailed 
problems  of  maintaining  conductivity  of  the  return  conductor 
upon  which  a  large  amount  of  development  has  been  applied  in 
the  effort  to  meet  the  ideal  condition,  which  is  that  of  100% 
conductivity.  One  of  the  principal  developments  of  Thermit  is 
that  of  joining  the  rail  ends  to  form  a  solid  mechanical  joint, 
thereby  eliminating  the  wear  and  tear  on  rolling  stock  due  to 
open  rail  ends  and  the  accompanying  shortening  of  the  life  of 
the  rail.  The  low  electrical  resistance  of  the  Thermit  joint 
insures  maximum  power  saving  due  to  high  conductivity  of  the 
return  circuit,  and,  at  the  same  time,  tends  to  keep  down  elec- 
trolysis of  gas  and  water  conductors  made  of  metal. 

Foundries  and  steel  works  utilize  the  high-temperature 
reaction  afforded  by  Thermit  to  revive  dull  iron  in  the  ladle 
and  to  keep  risers  of  castings  in  a  liquid  condition,  eliminating, 
to  a  large  extent,  the  presence  of  slag  and  other  impurities  in 
the  section  adjacent. 

As  time  goes  on,  probably  many  more  applications  will  be 
discovered  for  the  process,  which  is  now  only  in  its  infancy. 
The  work  of  scientific  and  technical  investigators,  which  is  now 
becoming  such  a  large  part  of  modem  manufacturing,  may  be 
confidently  expected  to  enlarge  the  scope  of  applications  of 
the  energy  so  quickly  created  by  this  combination  of  simple 
elements. 
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DISOnSSION 

Mr.  W.  A.  Doble,*  Mem.  Am.  Soc.  M.  E.,  stated,  in  lieu  of  discus-    Mr. 
sion,  that  the  paper  dealt  with  two  processes,  but  did  not  bring  out  I>ohl©. 
the  electrical  process.    In  the  case  of  hydro-electric  work,  the  electrical 
process  was  more  practical,  as  the  electricity  is  available  and  it  is  much 
quicker. 

He  stated  that  they  had  made  a  repair  on  a  42-inch  pipe  line  by 
oxy-acetylene  welding,  but  it  could  have  been  done  cheaper  by  electric 
welding. 

One  process  uses  the  metal  electrode,  the  electrode  furnishing  the 
metal  for  the  weld.  The  other  process  is  to  use  carbon  electrodes,  heating 
the  metal  and  proceeding  in  a  way  similar  to  the  method  used  in  the  oxy- 
acetylene  process. 

They  had  had  a  large  Y,  42  inches  to  30  inches,  weighing  9000  pounds, 
of  open-hearth  steel,  split  in  the  Y  and  opened  3/16  of  an  inch.  The  Y 
was  under  900-ft.  head,  and  had  been  in  service  for  six  years,  when  it 
let  go,  being  clearly  a  case  of  fatigue.  It  would  have  taken  several 
months'  time  to  replace  it  and  have  entailed  the  shut  down  of  a  plant 

*  Chief  Engr.,  Pelton  Water  Wheel  Co.;  San  Francisco,  Calif. 
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Mr.  earning  $400  per  day.  The  man  in  charge  of  the  repair  left  San  Fran- 
Doble.  eisco  Thursday  night  on  a  trip  to  the  mountains.  By  Friday  night  the 
repair  was  completed  and  the  Y  has  been  in  service  eight  months  at  the 
present  time. 

Electric  welding  is  used  very  extensively  to  repair  steel  castings, 
chipping-out  sand  spots  and  repairing  with  the  steel  electrodes.  It  does 
not  pay  on  cast  iron. 

It  is  also  used  in  welding  castings  together,  making  simpler  castings 
possible,  and  in  some  cases,  where  castings  are  subject  to  internal  stresses, 
they  are  deliberately  cracked  apart  and  subsequently  welded  together, 
thus  eliminating  the  internal  or  shrinkage  stresses.  He  instanced  the 
making  of  20,000-pound  Y  castings  by  this  method. 
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The  year  1915  closes  a  period  of  about  forty  years  of  de- 
velopment of  a  system  for  producing  power  from  fuel  by  means 
fundamentally  different  from  that  inaugurated  by  James  Watt, 
just  about  ninety  years  earlier,  and  until  then  uniyersally 
used.  Preceding  this  forty  year  period  there  can  be  noted  a 
series  of  isolated  inspirations  out  of  which  ultimately  crystall- 
ized the  internal  combustion  engine.  Within  the  forty  year 
period  there  is  a  well  marked  series  of  periods,  each  of  about 
ten  years  and  each  marked  by  some  big  step  in  advance,  simi- 
lar to  the  preceding  ninety  year  period  of  isolated  steam  en- 
gine development.  It  took  thirty  years  to  produce  a  Fulton, 
capable  of  suitably  modifying  Watt's  steam  engine  to  drive  a 
boat  and  twenty  years  more  before  a  Stephenson  found  a  way 
to  again  modify  the  same  engine  to  locomotive  form,  adapted 
to  train  haulage  on  rails.  Now,  at  the  end  of  its  period  of  forty 
years  of  growth,  the  internal  combustion  engine  stands  in  a 
position  fairly  commensurate  with  that  occupied  by  the  steam 
engine  when  the  competition  started.  The  rate  of  development 
has  been  about  two  and  a  half  times  as  fast  for  the  internal 
combustion  as  for  the  steam  engine.  The  time  elapsed  between 
the  big  steps  is  almost  exactly  in  the  same  relation,  averaging 
between  twenty  and  thirty  years  for  the  steam  and  almost 
exactly  ten  years  for  the  internal  combustion  engine. 

As  the  Englishman,  Watt,  demonstrated  the  commercial 
feasibility  of  generating  power  by  steam,  so  did  the  German, 
Otto,  demonstrate  that  the  internal  explosive  combustion  of  a 
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mixture  of  gaseous  fuel  and  air  after  compression  could  accom- 
plish the  same  result,  and  internal  combustion  engines  using 
gaseous  fuel  from  the  illuminating  gas  main  came  into  com- 
mercial use  at  once.  It  took  exactly  ten  years  to  divorce  the 
internal  combustion  engine  from  the  gas  pipe,  make  it  self- 
contained  and  able  to  travel  about,  and,  therefore,  a  factor  in 
transportation,  by  adapting  it  to  the  use  of  liquid  fuel.  This 
was  accomplished  about  1886,  when  Priestman,  in  England, 
showed  how  to  operate  with  heavy  distillate  like  kerosene,  and 
Daimler,  in  Germany,  developed  the  present  carburetion  sys- 
tem of  treating  light  distillate  like  gasoline,  and  built  some 
motor  cycles,  automobiles  and  boats. 

Five  years  more  and  Dowson,  in  England,  with  his  steam 
boiler  fed  pressure  gas  producer  plant  pointed  the  way  to  the 
adaptation  of  solid  fuel.  This  power  gas  producer  made  but 
little  progress,  till  five  years  later  and  at  the  end  of  another 
decade  after  Daimler  and  Priestman,  Bernier,  in  France,  dem- 
onstrated commercially  the  gasification  of  coal  in  small  pro- 
ducers for  internal  combustion  engines,  without  a  steam  boiler 
auxiliary.  This  completed  the  divorce  of  the  new  engine  from 
the  mains  of  the  illuminating  gas  system  of  cities  where  it 
started  its  development,  and  for  it  all  classes  of  fuels  became 
available.  Simultaneously  Diesel,  in  Germany,  established  the 
injection  system  of  handling  heavy  liquid  fuels  and  commer- 
cialized the  twenty-year  old  Brayton  plan  of  non-explosive  in- 
ternal combustion  in  the  most  efficient  engine  the  world  has 
known.  The  economic  range  of  use  of  oil  fuel  was  thus  ex- 
tended to  places  where  its  excess  cost  over  coal  had  previously 
excluded  it.  This  was  a  busy  time,  and  to  these  two  a  third 
step  forward  must  be  noted, — ^the  successful  operation  by 
Thwaite  of  small  engines  on  blast  furnace  gas  in  Glasgow, 
which,  doubling  the  power  production  from  this  source  over  the 
then  standard  steam  engines,  proved  the  blast  furnace  to  be 
as  useful  a  source  of  energy  as  the  water-fall,  and  one  far 
cheaper  to  tap.  This  was  the  immediate  stimulus  for  the  build- 
ing of  large  engines,  first  successfully  axjcomplished  a  few  years 
later  by  the  Cockerills,  in  Belgium. 

By  the  year  1900,  almost  twenty-five  years  after  the  Otto 
demonstration   that   internal   combustion   engines  were   com- 
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mercial,  they  had  been  adapted  to  both  solid  and  liquid  fuels, 
had  been  built  in  sizes  ranging  from  a  fraction  of  one  to  over 
a  thousand  horsepower,  the  large  ones  both  single  and  double 
acting,  and  they  had  been  applied  to  a  wide  variety  of  service, 
transportation  by  small  boats,  and  road  vehicles,  and  driving 
all  sorts  of  stationary  machinery,  including  electric  generators. 
Much  of  this  service  was  imperfectly  performed  and  some  de- 
sirable things  could  not  be  done  at  all  or  were  done  at  exces- 
sive cost.  The  motor  cars  frequently  broke  down,  cylinders 
of  large  engines  cracked  or  wore  out  too  quickly,  ignition  sys- 
tems would  fail  and  engines  stop  from  this  or  from  a  multitude 
of  other  causes,  some  functional  and  others  structural;  cylin- 
ders became  foul  with  carbon,  interior  parts  overheated  and 
pre-ignitions  or  back  fires  followed ;  good  speed  regulation  was 
rare;  costs  of  engines  were  high;  most  were  poorly  made  and 
worse  in  design,  reliability  was  bad  except  in  some  small  sizes 
and  styles;  gas  producers  made  bad  gas  as  often  as  good,  but 
rarely  of  constant  quality  and  then  only  from  selected  sizes 
and  quality  of  anthracite  coke  and  charcoal ;  vaporizers  of  oil 
engines  operated  too  hot  or  too  cold  or  injectors  became  foul 
and  oil  engines  worked  badly.  This  was  a  period  of  great 
trouble  for  all,  one  of  considerable  financial  loss  to  builders, 
and  of  constant  complaint  from  purchasers,  and  yet  the  effort 
did  not  lessen.  Through  all  this  trouble,  there  was  one  strong, 
compelling  fact  that  kept  up  hope, — all  internal  combustion 
engines  were  highly  efficient  thermally  and  therefore  very  eco- 
nomical of  fuel,  when  they  did  run,  and  it  mattered  but  little 
what  sort  of  fuel  they  used  or  what  their  size ;  all  were  much 
more  efficient  than  steam,  especially  so  in  small  sizes,  and  this 
economy  with  the  small  weight  per  horsepower  of  the  gasoline 
class  was  so  unparalleled  that  development  proceeded,  in  spite 
of  discouraging  mistakes,  at  an  ever  increasing  rate,  but  along 
new  lines. 

Here  began  the  fifteen  year  period  of  close  study  of  per- 
formance, design,  construction  and  adaptation  to  service,  that 
brings  the  story  to  the  present  day  for  the  internal  combustion 
engine.  This  is  the  period  of  design  that  in  any  art  always 
succeeds  the  earlier  period  of  invention.  The  main  lines  of  the 
scheme  are  laid  down  and  generally  accepted.    Minute  study 
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of  each  indiyidaal  element  of  function  or  stmctnre  is  under- 
taken by  both  designer  and  general  scientific  investigator  and 
where  formerly  one  engine  difiFered  from  another  fundament- 
ally in  plan,  as  did  Brayton's  from  Otto's,  now  engines  begin 
to  differ  in  igniters,  arrangements  of  cylinders  and  in  number 
of  cylinders  and  cranks,  in  mixing,  proportioning  and  control 
valves  and  gear,  all  adhering  otherwise  to  one  general  plan  or 
system.  Invention  does  not,  however,  stop,  but  is  rather  accel- 
erated; but  it  no  longer  dominates,  rational  design  replacing 
and  absorbing  it.  For  these  last  fifteen  years  the  changes  in 
the  internal  combustion  engine  and  its  auxiliaries  have  been 
more  or  less  similar  to  those  in  the  steam  engine  and  its  auxili- 
aries that  are  associated  with  the  names  of  Corliss,  Woolf, 
Porter,  Willans,  and  Stumpf,  dealing  with  details  of  construc- 
tion that  affect  economy,  special  utility,  first  cost  or  upkeep  of 
engines  and  with  a  similar  group  related  to  boilers,  injectors, 
safety  valves,  damper  regulators,  superheaters,  feed  water 
heaters  and  economizers,  condensers,  feed,  circulating,  wet  and 
dry  vacuum  pumps.  Paralleling  this  in  the  internal  combus- 
tion engine  field  there  is  a  long  series  of  names  associated  with 
an  increasing  list  of  special  forms  of  parts  for  each  individual 
function,  dealing  with  ignition  systems,  spark  plugs,  batteries, 
generators,  magnetos,  distributors,  governors,  mixing  valves, 
gas  pressure  regulators,  water  coolers,  heaters  and  circulators, 
carburetors,  heavy  oil  vaporizers,  and  injectors,  starting  valves 
and  gear,  silencers,  and  mufflers,  piston  rods,  packing,  lubricat- 
ing systems  and  appliances;  gas  producer  coal  feeds,  bed  set- 
tlers, ash  and  clinker  removers,  producer  blast  equipment, 
humidifers  and  preheaters  and  water  vaporizers;  tar  and  dust 
removal  and  gas  cleaning  systems,  and  so  on  without  end.  Pro- 
duction of  some  of  the  gas  power  specialties  has  itself  become 
a  separate  large  business,  again  repeating  steam  engine  history 
where  the  manufacture  of  steam  specialties  on  the  designs  of 
specialists  has  contributed  as  much  to  the  success  of  the  steam 
system  as  anything  done  with  the  main  units  of  boilers  and 
engines  themselves.  To  be  sure  there  still  are  found  new  sug- 
gestions for  a  complete  scheme  of  engine  or  gas  producer  or 
power  plant,  of  which  the  Humphreys  gas  pump  is  probably 
the  most  striking  among  the  former,  and  the  new  Ford  com- 
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bined  gas  and  steam  power  plant  among  the  latter.  These  are 
not,  however,  typical  of  the  times,  though  it  is  quite  likely  that 
one  or  more  may  foreshadow  the  next  great  step  in  advance 
which  must  come  as  surely  as  have  the  others  in  both  steam  and 
internal  combustion  field,  and  which  may  be  for  the  latter  as 
great  and  as  significant  as  the  steam  turbine  has  been  for  the 
former. 

Today  the  internal  combustion  engine  and  the  gas  power 
system  occupy  a  definite  place  in  the  scheme  of  industrial 
affairs,  and  are  so  firmly  established  that  they  will  never  be 
displaced,  though  the  sphere  of  influence  is  sure  to  be  changed. 
The  small  power  boat  is  almost  universally  driven  by  the  liquid 
fuel  type,  using  gasoline.  The  use  of  the  internal  combustion 
engine  here  has  doubled  the  production  of  the  fishing  industry, 
where  it  displaced  sails  and  has  been  a  strong  factor  in  open 
air  sport.  Approximately  400,000  of  these  motor-boat  engines 
are  now  in  use  in  this  country  and  they  are  being  produced  at  the 
rate  of  about  150,000  per  year  according  to  the  National  Associa- 
tion of  Engine  and  Boat  Mfgrs.  Perfection  of  larger  engines, 
capable  of  using  heavier  distillate  and  fuel  oil  is  proceeding  at 
a  surprising  rate  and  trans-oceanic  vessels  driven  by  these  in- 
ternal combustion  oil  engines  have  ceased  to  attract  attention. 
According  to  Lloyd's  Register  for  1914  there  were  in  service  27 
such  vessels  equipped  with  Diesel  oil  engines,  aggregating  50,- 
000  i.h.p.,  and  20  more  building.  This  type  has  reached  the  size 
of  1000  h.p.  per  cylinder,  or  6000  h.p.  in  six  cylinders,  all  single 
acting.  Practically  all  the  submarines  of  the  world  are  driven 
in  this  way,  the  earlier  ones  by  gasoline  and  the  later  by  Diesel 
oil  engines,  and  it  may  truly  be  said  that  the  submarine  owes  its 
origin  to  the  internal  combustion  engine.  Of  this  class  in  1913 
there  were  about  323  in  use ;  owned  by  Great  Britain  98,  Russia 
55,  France  42,  United  States  and  Germany  39  each,  and  the  rest 
widely  distributed.  Boat  propulsion  by  gas  producers  is  yet  in 
the  experimental  stage,  and  though  some  successful  installa- 
tions are  on  record,  these  are  confined  to  small  or  medium  sized 
vessels  where  weight  of  machinery  is  less  important  than  fuel 
economy,  due  to  the  present  excessive  weight  of  gas  producers. 
Reduction  of  gas  producer  weights  is  all  that  is  needed  to 
widely  extend  the  size  and  types  of  boats  that  may  reap  the 
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advantage  of  the  low  fuel  consumption,  small  operating  force 
and  cool  machinery  compartments,  typical  of  this  class  of 
power  equipment.  Light  weight  of  engine  per  horsepower, 
high  fuel  economy  and  low  consumption  of  water,  when  driven 
by  gasoline,  including  all  auxiliaries  and  fuel  supply  are  to- 
gether responsible  for  the  unprecedented  success  of  the  auto- 
mobile of  both  pleasure  and  commercial  forms  and  including 
the  motor  cycle  at  one  extreme  and  the  traction  engine  at  the 
other.  In  these  fields  there  is  no  rival ;  the  field  is  entirely  occu- 
pied by  the  internal  combustion  engine,  with  the  exception  of  a 
few  but  decreasing  number  of  steam  tractors  built  for  use 
where  water  is  plentifiil  and  convenient  and  coal  and  wood  are 
very  much  cheaper  than  gasoline  or  kerosene ;  there  is  only  one 
style  of  steam  automobile  and  forty  electrics,  of  small  output, 
left  to  compete  with  the  four  hundred  odd  automobiles  manu- 
factured which  use  the  gasoline  internal-combustion  type  of 
engine,  and  with  one  exception  there  are  no  steam  aeroplanes  or 
dirigibles. 

It  is  estimated  by  Wheeler  &  Shebler  that  the  annual  pro- 
duction of  gasoline  motor  cycles  is  now  close  to  70,000  and  of 
aeroplanes  about  300.  The  number  of  automobiles  of  pleasure 
and  commercial  types  is  estimated  for  1914  as  435,000  by  Liv- 
ingstone, 515,000  by  Reeves  and  650,000  by  Anglada,  equiva- 
lent to  a  mean  round  number  of  half  a  million  a  year  which 
represents  a  yearly  value  of  very  nearly  $500,000,000.  There 
are  170  producers  of  gasoline  pleasure-cars,  245  of  commercial, 
77  small  or  cycle-cars  and  27  of  gasoline  fire-apparatus  (Liv- 
ingstone) in  the  United  States  alone.  Heavy  haulage  vehicles 
or  overland  locomotives,  now  called  gas  or  oil  tractors  when 
operated  on  gasoline  or  kerosene,  most  of  them  using  either, 
are  now  produced  by  about  thirty  firms,  in  sizes  ranging  from 
about  ten  to  about  sixty  horsepower,  two  horsepower  of  en- 
gine being  approximately  equivalent  to  one  heavy  horse  in 
hauling  capacity.  No  statistics  of  these  most  useful  vehicles, 
that  are  now  so  large  a  factor  in  big  scale  farming,  are  avail- 
able but  the  production  must  exceed  10,000  per  year,  many 
for  export,  and  the  U.  S.  Bureau  of  Plant  Industry  reports  that 
13,000  were  in  use  west  of  the  Mississippi  River  at  the  end  of 
1913. 
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Bail  transportation,  like  the  large  ocean  ship,  has  not  yet 
been  affected,  though  a  beginning  has  been  made  by  the  small 
low  speed  gasoline  locomotive,  built  up  to  ten  tons  weight  and 
ten  miles  per  hour,  and  by  the  gasoline  direct  drive  and  gaso- 
line-electric passenger  car,  built  self-contained  to  seventy  fe^t 
in  length  and  capable  of  70  miles  per  hour  speed,  both  limited 
to  a  definite  class  of  service.  It  is  estimated  that  there  are 
about  five  hundred  of  these  units  in  operation,  each  carrying 
from  twenty-five  to  three  hundred  horsepower,  one  firm  alone 
reporting  160  in  successful  operation  and  one  unit  eleven 
years  old.  The  economic  and  industrial  effect  of  the  internal 
combustion  engine  in  these  fields  is  equalled  only  by  that  of  the 
trolley  car  and  need  only  to  be  mentioned  to  be  accepted  and 
understood  not  only  by  engineers  but  by  any  one,  as  every 
class  of  society  has  been  affected. 

It  is  in  the  stationary  field  that  the  most  curious  situation 
has  arisen,  for  here  the  greatest  advances  in  design  have  been 
made  both  as  to  perfection  and  variety,  and  yet  relatively  the 
least  progress  in  adoption  has  followed.  The  reasons  are  not 
at  all  obscure  and  are  all  associated  with  the  competition  of 
steam  engines  directly,  in  larger  sizes,  or  with  electric  motors 
supplied  from  steam  driven  or  hydro-electric  central  stations  in 
smaller  sizes,  and  while  in  some  cases  relative  convenience  con- 
trols, it  is  really  relative  power  costs  that  determine  the  choice. 
The  internal  combustion  engine  is  thermaUy  more  efficient, 
size  for  size  and  fuel  for  fuel,  than  the  steam  engine  in  any  size 
in  which  it  can  be  built,  and  the  difference  in  fuel  consumption 
is  greater  the  smaller  the  size  because  efficiency  of  steam  sys- 
tems falls  off  very  rapidly  with  decrease  of  size,  while  that  of  the 
internal  combustion  engine  does  not.  Against  this  fuel  saving 
by  internal  combustion  engines  over  steam  must  be  placed  the 
undeniable  fact  that  the  former  costs  more  to  build,  and  must 
have  a  selected  fuel,  gaseous  or  a  suitable  liquid  originally,  or 
must  be  charged  with  the  cost  of  gasification  of  a  selected  coal 
in  gas  producers  or  with  the  distillation  cost  of  preparation  of 
a  suitable  liquid  fuel.  In  addition  the  repair  and  attendance 
eosts  on  the  larger  internal  combustion  engines  still  exceed 
those  of  the  steam  plant,  though  they  are  being  reduced,  and 
finally  the  light  load  operation  of  gas  engines  results  in  greater 
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sacrifice  of  full  load  efficiency  than  is  the  case  with  steam  en- 
gines. Accordingly,  in  all  those  power  plant  installations 
where  low  power  cost  is  of  prime  importance,  the  money  value 
of  the  fuel  saving  of  the  internal  combustion  engine  over  that 
of  competing  steam  equipment,  which  saving  is  less  the  larger 
the  size  and  the  smaller  the  average  engine  load,  is  not  suffic- 
ient to  overcome  its  excess  of  operating  cost  and  of  fixed 
charges — which  excess  is  greater  the  larger  the  size — ^unless 
the  installation  is  small  enough,  the  plant  load  factor  large 
enough,  the  average  individual  engine  load  large  enough,  or 
the  price  of  fuel  high  enough.  This  is  on  the  assumption  that  both 
systems  are  to  use  the  same  fuel  at  the  same  fuel  price.  The 
power  cost  balance  may  be  displaced  when  different  fuels  are 
available  with  different  degrees  of  adaptability;  thus  gaseous 
or  a  suitable  liquid  fuel  favors  the  internal  combustion  engine, 
as  these  may  be  directly  burned  without  loss  or  without  special 
equipment  expense,  whereas  a  coking  bituminous  coal  bars  the 
gas  producer  entirely  and  favors  steam. 

Geographical  location  of  the  plant  or  even  local  ownership 
may  thus  be  the  controlling  factor,  and  favor  the  internal  com- 
bustion engine  in  spite  of  its  natural  handicaps  of  high  first 
cost,  low  efficiency  at  light  load,  or  size  of  plant,  as  is  clear 
from  one  or  two  citations.  Oil  regions,  such  as  California  or 
Texas,  naturally  favor  internal  combustion  gasoline  or  oil  en- 
gines against  steam,  unless  the  plant  be  too  large;  when  the 
balance  again  falls  toward  steam,  partly  because  large  units  of 
the  former  class  cannot  yet  be  built  and  partly  because  of  de- 
creasing steam  plant  power  costs  in  these  large  sizes,  especially 
if  the  average  load  per  unit  is  but  a  small  fraction  of  its  max- 
imum. About  the  same  thing  is  true  in  the  natural  gas  regions 
and  in  places  close  to  a  by-product  coke  oven  or  blast  furnace 
plant,  especially  if  the  power  plant  is  under  the  same  owner- 
ship. Equal  terms  as  to  fuel  are  found  in  the  anthracite  region 
as  boiler  and  gas  producer  can  equally  well  handle  this  fuel, 
except  that  here  the  cost  of  fuel  is  likely  to  be  so  low  as  to  be 
unable  to  meet  excess  of  fixed  charges.  Finally,  the  balance 
swings  the  other  way  where  the  only  available  fuel  is  bitumin- 
ous coal,  especially  if  it  is  of  the  coking  variety,  or  if  this  fuel 
is  much  the  cheapest,  for  here  the  balance  is  all  in  favor  of  steam. 
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Against  this  must  be  set  the  condition  that  favors  the  inter- 
nal combustion  engine  so  strongly  as  to  exclude  steam  competi- 
tion entirely,  and  that  is  the  small  installation  up  to  say  twenty- 
five  horsepower,  suitable  for  isolated  electric  plants,  farm  ma- 
chinery, small  shops,  or  using  gas  from  pipe  lines  or  light  liquid 
fuel  such  as  gasoline  or  kerosene,  since  both,  the  heavy  oil  en- 
gine and  gas  producer  are  inoperative  in  these  sizes.  For  such 
small  unit  power  use  the  internal  combustion  engine  has  no 
rival  in  isolated  places  and  is  universally  used,  but  in  settled 
districts  it  has  a  most  potent  competitor,  the  electric  motor 
supplied  from  the  large  central  station,  steam  driven  or  hydro- 
electric. Against  this  electric  motor  competition  in  small  sized 
units,  the  internal  combustion  engine  has  failed  in  part  to  hold 
its  own,  just  as  truly  as  in  large  generating  plants  directly 
competing,  and  partly  for  the  same  cost  reason,  though  another 
factor  enters,  and  that  is  availability  or  convenience.  For  ex- 
ample, in  fractional  horsepower  units  there  is  no  internal  com- 
bustion engine  at  all,  so  all  this  service  is  performed  by  electric 
motors.  In  sizes  of  a  few  horsepower  each  the  situation  is  dif- 
ferent as  internal  combustion  engines  are  available  and  they 
can  produce  power  cheaper  than  the  central  station  can  supply 
electric  power  up  to  a  certain  maximum  size.  This  size  depends 
on  local  electric  rates,  and  on  the  price  of  its  own  fuel,  gaso- 
line and  kerosene  in  suburban  or  country  districts,  and  illumi- 
nating gas  from  city  mains  in  urban  districts.  A  very  large 
number  of  these  engines  are  in  use ;  in  fact,  most  of  the  output 
of  internal  combustion  engines  today  is  of  this  class  and  the 
number  would  be  larger  if  they  were  better  designed  and  built, 
so  as  to  start  more  readily,  and  better  balanced,  so  as  not  to  shake 
buildings  and  to  have  long  life  and  to  require  less  adjustment. 
As  it  is,  the  number  of  this  class  produced  is  put  by  Stritmat- 
ter  at  250,000  per  year,  one  firm  alone  specializing  in  farm-type 
gasoline  engines  having  an  annual  output  of  about  40,000,  and 
the  next  largest  nearly  as  many,  with  upward  of  a  thousand 
builders  in  the  field,  excluding  small  makers,  each  producing  a 
few  per  year.  The  farm  engine  has  been  so  widely  adopted 
that  without  it  the  food  supply  of  this  country  could  not  be 
produced  with  less  than  twice  the  present  farm  population.  In 
the  state  of  California  alone  there  are,  according  to  Luitweiler 
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P.  E.  Co.,  some  14,300  internal-combustion  engines  operatiD{? 
pumping  plants,  many  of  them  in  districts  served  by  hydro- 
electric transmission  lines,  and  the  number  is  increasing.  In 
the  city  of  Philadelphia  there  are  1,400  such  engines  supplied 
from  the  illuminating  gas  mains,  averaging  about  three  horse- 
power, burning  363  million  cubic  feet  of  gas  per  year,  but  the 
number  is  not  so  large  as  it  should  be  and  is  not  iiicreasing  as 
fast  as  electric  motors.  Greater  success  against  this  urban  electric 
motor  competition  must  follow  better  special  design,  because 
the  cost  favors  the  gas,  at  present  normal  rates  of  public  gas  and 
electric  supply,  and  doubly  fast  will  the  change  come  when  fuel 
gas  is  made  available  at  rates  as  low  as  it  can  be.  Electrical 
rates  are  being  reduced  all  over  this  country  while  city  gas 
rates  are  kept  up  by  law  to  conform  to  absurd  candle  power 
requirements  that  are  relics  of  a  past  era. 

It  thus  appears  that  in  this  stationary  field  the  internal 
combustion  engine  has  succeeded  in  overcoming  its  competitor 
only  when  favored  in  some  way  by  fuels  in  kind  or  cost,  and 
that  its  own  inherent  advantage  of  high  thermal  efficiency  has 
been  insufficient  to  advance  its  use,  first,  in  the  larger  si^es 
against  steam,  especially  turbines,  by  reason  of  first  costs,  and 
second,  in  the  smallest  sizes  against  electric  motors  by  reason 
of  lack  of  convenience  and  the  excessive  gas  rates  that  must  be 
charged  for  the  legal  requirements  of  gas  candle  power.  If  it 
were  not  for  the  high  thermal  efficiency,  the  urban  gas  engine 
could  not  compete  as  it  does  at  existing  rates,  but  more  special 
design  is  required  to  bring  the  gas  engine  into  its  own  in  com- 
petition with  the  electric  motor,  just  as  much  as  a  reduction  in 
fuel  gas-rates,  and  the  latter  is  as  possible  economicaUy,  as  the 
former  is  technically.  That  more  low-cost  true  manufacturing- 
in-quantity  of  small  engines  of  better  design  has  not  been  un- 
dertaken by  engine  producers  is  due  to  neglect  of  this  most 
promising  field,  based  partly  on  a  lack  of  realization  of  its 
magnitude  and  stability  and  partly  on  the  old  idea  of  engine 
builders  that  they  must  make  large  imits  to  be  successful;  an 
idea  justified  in  the  case  of  steam  turbines  where  both  first 
cost  and  fuel  consumption  decrease  with  size,  but  not  true  with 
internal-combustion  engines  where  fuel  consumption  is  not 
affected  by  size  over  a  low  minimum,  but  where  first  cost  is. 
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Engine  builders — prompted  by  the  demands  of  the  blast 
furnace  establishment  for  blowing  and  electric  engines  after 
the  Cockerill's  had  demonstrated  the  economic  feasibility  of 
doubling  the  power  output  from  the  waste  furnace  gases  over 
the  then  standard  compound  engine — designed,  built,  rede- 
signed and  rebuilt  hundreds  of  large  engines,  some  single,  but 
most  double  acting,  at  enormous  experimental  expense.  This, 
together  with  gas  producer  advances,  induced  practically  every 
large  engine  builder  in  both  Europe  and  America  to  undertake 
similar  big  engines,  on  the  belief  that  these  would  find  a  general 
power  plant  application,  and  displace  steam,  as  had  been  so 
largely  done  in  the  blast  furnace  plants.  Some  of  these  hopes 
were  realized,  but  most  of  them  failed.  In  the  case  of  the  fail- 
ures, excepting  the  few  cases  of  bad  design,  it  must  be  con- 
fessed that  the  causes  could  hardly  have  been  foreseen;  though 
it  is  now  clear  that  the  time,  money  and  ability  expended 
might  better  have  been  used  in  developing  that  yet  undeveloped 
but  large  and  sound  field  of  the  small  and  medium  sized 
engine. 

First  among  the  disappointments  was  the  gas  producer, 
which,  advancing  rapidly  at  first,  abruptly  stopped,  leaving 
unfulfilled  the  early  promise  of  an  ability  to  properly  gasify 
any  coal.  It  attained  complete  success  only  with  fuels  that  are 
practically  all  fixed  carbon,  is  fairly  successful  with  non-coking 
bituminous,  and  to  a  still  less  degree  with  lignites,  peats  and 
fuel  oils,  but  is  always  large  and  heavy  per  horsepower. 
Against  this  must  be  set  the  great  advance  in  steam  turbines, 
stimulated  by  the  gas  power  plants  and  closely  approaching 
the  latter  in  coal  consumption,  with  plant  costs  less  than  half, 
an  unbeatable  handicap  with  the  low  load  factors  that  maintain 
in  these  large  plants,  especially  when  coal  is  not  too  high  in 
price.  This  competition  was  a  complete  surprise,  as  was  also 
the  discovery  that  large  gas  engines  must  be  extremely  heavy 
and  cannot  be  built  at  all  beyond  a  cylinder  diameter  of  about 
50  inches,  corresponding  to  about  1500  h.p.  per  double  acting 
four  cycle  cylinder,  and  2000  h.p.  per  two  cycle  cylinder.  These 
engines  weigh,  as  built  in  Europe,  about  300  lbs.  per  h.p.,  and 
as  built  here  over  400  lbs.  per  h.p.,  reaching  in  one  case  almost 
600  lbs.  per  h.p.,  and  cost  from  6  to  8  cents  per  pound,  making 


198  THE  INTERNAL  COMBUSTION  ENGINE,   1915 

the  cost  per  horsepower  range  from  $25  to  $45,  against  which 
might  be  noted  turbine  and  electric  generator  costs  under  $10. 
To  be  sure,  smaller  engine  weights  are  recorded  but  usually 
these  lighter  engines  have  failed  to  give  satisfactory  service. 
In  one  case  a  large,  single  acting  engine  sold  for  $30  per  h.p. 
and  weighed  200  lbs.  per  h.p.,  bringing  15  cents  per  lb.,  at 
which  price  construction  is  profitable  to  builder  though  not  to 
buyer,  whereas  it  is  profitable  to  neither  at  the  weights  and 
the  prices  of  the  large,  long-life  engines.  In  spite  of  a  general 
lack  of  success  with  the  large  producer  gas  plant,  some  consid- 
erable installations  have  been  made  and  more  undoubtedly 
will  be.  As  estimated  by  Femald,  there  are  in  this  country 
about  39,000  h.p.  in  sizes  over  500  h.p.,  and  95,000  h.p.  in  sizes 
under  this,  a  total  of  144,000  h.p.  using  anthracite,  130,000  h.p. 
using  bituminous  and  15,000  h.p.  using  lignites;  or  a  total  of 
about  290,000  h.p.  in  all  sizes,  and  this  is  probably  low.  The 
ratio  of  the  total  internal  combustion  engine  horsepowers  in 
medium  and  large  sizes  operating  on  all  fuels,  to  the  total  for 
producer  gas  for  the  whole  country  is  probably  about  the  same 
as  for  output  of  one  typical  large  firm.  This  firm  reports  a  total 
sale  of  214,000  h.p.,  of  which  22%  were  for  producer  gas,  about 
equally  divided  between  single  and  double  acting;  50%  for 
natural  gas,  3/5  single  and  2/5  double  acting;  17%  for  blast 
furnace  and  coke  oven  gas,  and  the  rest  on  illuminating  gas  or 
gasoline.  Applying  the  ratio  of  22%  to  Fernald's  figure  gives 
a  total  of  1,300,000  h.p.  in  use  in  medium  and  large  sizes  on  all 
fuels,  and  exclusive  of  the  small  sizes  previously  reported.  For 
the  large  engines  alone,  over  500  h.p.  each,  Freyn  estimated  in 
1913  a  total  of  500,000  h.p.  in  use,  largely  for  blast  furnace  and 
natural  gas,  the  two  favoring  fuels.  The  class  of  service  ren- 
dered is  tending  more  toward  manufacturing  or  other  indus- 
trial establishments  than  toward  central  stations,  as  is  right 
and  proper,  and  more  in  numbers  than  in  horsepower,  as  the 
average  horsepower  here  is  small.  The  present  division  of 
capacity  for  one  representative  builder  is:  manufacturing  58% ; 
central  station  and  electric  railway  20% ;  isolated  electric 
plants  10% ;  natural  gas  pumping  12% ;  while  in  numbers  of 
engines  the  fraction  devoted  to  manufactures  is  much  larger 
than  58%,  probably  exceeding  75%. 
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The  wide  open  field  for  the  medium  sized  and  small  unit, 
yet  unoccupied  hy  the  internal  combustion  engine,  is  clearly 
seen  by  a  glance  at  Table  I,  Power  Statistics,  prepared  from  the 
census  reports.  It  is  in  this  field  that  the  competition  of  the 
steam  turbine,  so  strong  in  largest  sizes,  and  of  the  electric 
motor  and  its  central  station  in  the  smallest,  is  least  efFective. 
Here  the  full  advantages  of  the  gas  power  system  are  realizable 
not  only  because  of  the  engine  economy  itself,  but  also  because 
so  many  of  these  plants  use  considerable  fuel  for  heating  pur- 
poses, and  this  service  producer  gas  can  also  directly  and  eco- 
nomically satisfy.  In  four  large  fields  of  power  use  and  to- 
gether using  over  37,000,000  h.p.,  only  1,850,000  h.p.,  or  5%,  is 
from  internal  combustion  engines.  This  power  contributed  by 
internal  combustion  engines  is:  for  manufactures  only  2.1% 
of  19,524,000  h.p.  total;  mines  and  quarries,  8.05%  of  5,470,000 
h.p.;  electric  central  stations,  1.49%  of  8,217,000  h.p.;  street 
and  electric  railways,  0.67%  of  3,894,000  h.p.  The  average 
horsepower  per  installation  for  these  groups  is:  manufactures, 
all  systems  93.5  h.p.,  gas  power  23.8  h.p.;  mines  and  quarries, 
all  systems  51  h.p.,  gas  power  23  h.p.;  electric  central  stations, 
all  systems  690  h.p.,  gas  power  97.5  h.p.;  street  and  electric 
railways,  all  systems  1550  h.p.,  gas  power  520  h.p.  From  this  it 
is  clear  that  for  street  and  electric  railways,  as  a  class,  the  large 
average  h.p.  bars  the  internal  combustion  engine  because  steam 
economy  is  fairly  good  and  load  factor  only  17%,  making  a  big 
fixed  charge  handicap.  The  situation  is  similar  though  not 
quite  so  bad  for  the  central  electric  station  where  the  service  is 
one  of  pure  power  generation,  as  is  also  that  for  mines  and 
quarries.  This  is  not  at  all  the  case  for  manufactures,  which, 
though  using  as  much  power  as  the  other  three  groups  together, 
also  in  addition  require  a  great  deal  of  direct  heat  from  fuel 
for  both  building  warming  and  for  its  processes. 

To  operate  a  manufacturing  establishment,  power  is  re- 
quired, but  so  is  heat  at  both  low  and  high  temperatures,  and 
so  also  is  light.  Moreover,  the  power  itself  is  normally  re- 
quired for  application  at  many  points  instead  of  one,  a  condi- 
tion favoring  many  small  engines  instead  of  one  large  one  and 
a  condition  easily  met  by  internal  combustion  engines.  Where 
steam  is  now  employed  in  these  manufacturing  establishments. 
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a  central  power  plant  is  the  rule  for  economy,  and  exhaust 
steam  is  used  for  all  low  temperature  heating,  though  for  fur- 
naces fresh  coal  or  oil  fuel  must  be  separately  burned. 

The  very  argument  that  justifies  centralization  of  the  steam 
engines,  applies  to  the  gas  system  in  the  centralization  of  the 
gas  producer  plant,  but  not  to  the  engines.  The  high  efficiency 
of  small  gas  engines  calls  for  de-centralization  and  gas  pipes 
from  a  central  producer  plant  supplying  distributed  engines 
and  heating  appliances  for  both  high  and  low  temperature  ser- 
vice. 

This  is  the  true  and  best  field  for  gas  power,  but  one  not 
yet  fully  grasped, — the  builder  of  big  engines  regarding  it  as 
somewhat  beneath  his  dignity  to  make  small  ones  and  the 
maker  of  small  engines  lacking  the  necessary  engineering  or- 
ganization to  undertake  a  complete  installation  with  piping, 
furnaces  and  gas  producers.  Transmitted  electric  power  can- 
not compete  with  this  even  in  power  cost  alone,  and  is  doubly 
excluded  when  heat  is  required,  though  lighting  gives  it  an  ad- 
vantage. The  steam  plant  has  had  an  advantage,  when  large 
amounts  of  low  temperature  heating  are  required,  in  the  utiliza- 
tion of  exhaust  steam,  making  power  a  by-product  for  the 
whole  year  or  in  the  winter  season,  but  this  advantage  disap- 
pears as  soon  as  satisfactory  producer-gas-fired  heating  appli- 
ances become  available  on  the  one  hand,  and  jacket  water  and 
engine  exhaust  heaters,  which  are  now  appearing,  come  into  use. 

One  of  the  large  factors  in  the  introduction  of  this  gas 
power  system  in  manufacturing  establishments  is  the  develop- 
ment of  producer  gas  heating  equipment  as  auxiliary  thereto, 
and  supplied  from  the  same  gas  producer  plant  that  furnishes 
gas  for  engine  power,  and  very  great  progress  has  been  made 
in  this  field  by  the  development  of  the  surface  combustion  sys- 
tem by  Bone  in  England,  Schnabel  in  Germany  and  Lucke  in 
America.  According  to  it,  gas  and  air,  automatically  supplied 
in  combining  proportions,  is  burned  in  specially  arranged  fire 
beds  or  furnaces  under  perfect  control,  yielding  oxygen-free 
products  of  complete  combustion,  and  with  a  very  large  amount 
of  heat  in  the  radiant  form,  suitable  for  efficient  absorption,  at 
any  rate  of  combustion  from  that  suitable  for  toasting  crackers 
up  to  melting  heats  for  iron,  without  preheating  or  enrichment 
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of  prodncer  gas.  In  addition  to  these  surface  combustion  heat- 
ing appliances,  only  one  new  element,  and  that  a  similar  devel- 
opment in  the  field  of  producer  gas  illumination,  is  needed  to 
perfect  for  the  industrial  world  the  complete  gas  power  systeiiL 
Illumination  through  mantle  lamps  by  producer  gas  is  not 
yet  a  commercial  reality,  but  from  a  series  of  experiments  re- 
cently conducted  for  the  writer  by  the  Welsbach  Company 
there  is  every  reason  to  belieye  that  it  is  on  the  way.  Using  the 
the  same  gas  burner  and  mantle  for  gases  ranging  in  calorific 
value  from  629  to  261  B.t.u.  per  cubic  foot,  the  candle  power 
per  B.Lu.  was  almost  constant,  ranging  between  0.034  and  0.046 
for  this  wide  range  of  gases,  though  the  candle  power  per  eu. 
ft.  ranged  from  24  to  10  in  round  numbers.  To  be  sure,  the 
lowest  calorific  value,  261,  is  still  higher  than  that  of  producer 
gas,  which  may  go  as  low  as  110,  but  the  principle  seems  to  be 
well  established  that  the  candle  power  per  B.t.u.  falls  off  very 
little,  certainly  the  cost  per  B.t.u.  in  gas  falls  faster,  so  very 
cheap  mantle  lighting  is  promised  by  these  figures,  particularly 
where  special  mantles  and  burners  are  designed  for  this  weak 


Half  the  skill,  effort  and  money  lost  in  the  hopeless  effort 
to  force  the  present  type  of  large  gas  engine  against  the  over- 
whelming competition  of  the  steam  turbine  for  large  central 
station  work,  if  applied  to  the  mechanical  perfection  and  pro- 
duction of  small  and  medium  gas  engines,  gas  producers,  heat- 
ing appliances,  and  auxiliaries,  as  has  been  done  with  dectric 
motors  or  automobile  engines,  would  have  today  resulted  in  as 
great  an  adoption  as  in  the  automobile  and  farm  field,  simply 
because  the  economic  conditions  are  right. 

To  meet  the  competition  of  steam  plants  in  large  sizes  and 
of  electric  motors  supplied  from  large  steam  or  hydroelectric 
central  stations  in  small  sizes,  two  separate  and  distinct  devel- 
opments, both  of  which  are  understood  and  more  or  less  under 
way,  must  be  carried  through.  For  the  former,  engine  weights 
and  cost  per  horsepower  must  be  brought  down  and  the  gas 
producer  improved  by  reduotion  of  size  and  by  a  greater  inde- 
pendence of  kind  of  fuel  fired.  For  the  latter,  the  small  gas 
producer  must  be  found,  or  in  its  place  central  gasification 
plants  established  in  important  centers  with  long  distance  dis- 
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tribution  systems  of  fuel  gas  pipe  lines.  To  adequately  reduce 
engine  costs  seems  to  require  a  radical  change  in  type  of  engine, 
and  while  many  are  at  work  along  lines  ranging  from  the  use 
of  steel  for  cylinders  through  changes  of  arrangement,  such  as 
the  English  Fullagar  engine,  up  to  the  more  distinctive  internal 
combustion  gas  or  mixed  gas  steam  turbine,  there  are  no  con- 
clusive results.  All  that  can  be  said  is  that  the  need  of  cost 
reduction  for  large  plant  competition  is  clearly  understood,  but 
as  the  reduction  must  be  material,  to  at  least  half  the  present 
costs,  something  so  radical  is  required  that  it  can  hardly  be 
expected  for  some  time,  if  at  all. 

Pending  the  efforts  of  designers  and  inventors  to  solve  the 
problem  of  reduction  of  weight  and  cost  of  large  gas  engines, 
it  is  most  important  that  a  broad  and  deep  study  of  the  ques- 
tion of  necessity  be  undertaken,  for  it  really  seems  as  if  the 
necessity  is  more  fancied  than  real.  Where  are  large  engines 
really  required  and  in  what  numbers  f  Is  the  present  demand 
based  on  actual  requirements  of  service,  or  is  it  influenced  by 
steam  conclusions?  It  does  not  require  much  investigation  to 
find  that  power,  while  now  so  generally  generated  in  large 
units,  is  almost  universally  applied  in  small  units,  a  distribu- 
tion or  transmission  system  forming  the  tie  between  single  big 
generators  and  the  multitude  of  points  of  useful  application  of 
power.  No  better  proof  of  this  in  a  general  way  is  available 
than  the  very  large  average  size  of  electric  generators  and  the 
almost  tiny  average  electric  motor  now  regularly  produced. 
Small  gas  engines,  if  they  could  be  directly  applied  to  the  work, 
would  eliminate  any  necessity  whatever  for  90%  of  the  large 
ones  now  demanded  as  a  relic  of  steam  centralization  practice, 
and  if  the  efficiency  and  reliability  characteristics  of  small  gas 
engines  teach  anything  they  teach  and  insist  upon  the  principle 
of  de-centralization,  absolutely  contrary  to  the  steam  lesson. 
Small  gas  engines  are  reliable,  more  reliable  than  small  steam 
engines  as  the  numerous  reports  of  Longridge,  based  on  English 
insurance  of  both  types,  have  repeatedly  proved.  These  small 
reliable  engines  can  be  built  cheaply  now,  and  if  produced  in 
the  quantities  in  which  they  should  be  used,  and  in  large  shops 
under  a  true  system  of  manufacture,  they  can  be  both  improved 
and  cheapened  further,  and  become,  as  they  should  be,  real 


204  THE  INTERNAL  COMBUSTION  ENGINE,   1915 

direct  competitors  of  electric  motors  for  all  stationary  service. 
Instead,  therefore,  of  forcing  an  effort,  so  far  a  failure,  to 
build  big  gas  engines  to  compete  with  big  steam  turbines,  in 
central  power  stations,  effort  should  be  diverted  to  the  per- 
fection and  production  of  small  sizes  to  compete  directly  with 
the  electric  motor,  but  generating  power  effectively  and  reliably 
at  the  point  of  use,  instead  of  generating  in  a  distant  central 
station  with  two  transformations,  one  into  and  one  back  from 
electrical  energy  with  a  copper  loss  in  transmission  line  be* 
tween. 

With  such  an  attractive  prospect,  so  fundamentally  sound 
from  practical  and  economical  standpoints,  and  with  so  little 
done  to  promote  it,  there  must  have  been  some  hindrance,  some 
obstacle,  and  in  this  case  it  lies  only  in  the  development  of  a 
suitable  fuel  gas  distribution  system  to  replace  and  compete 
with  the  present  highly  developed  and  vigorously  pushed  cen- 
tral steam  and  hydroelectric  systems.  Proper  application  of 
the  internal  combustion  engine  never  can  come  from  any  con- 
centration of  attention  on  the  engine  itself,  in  fact,  that  is  just 
what  has  delayed  matters  so  long.  It  can  come  only  with  the 
general  acceptance  of  the  principle  of  the  gas  power  system  as 
a  system,  in  which  the  engine  is  but  one  unit,  and  it  is  the  gas 
power  system  as  a  system,  on  a  large  scale,  that  can  compete 
with  the  hydroelectric  system,  or  with  the  central  steam  electric 
system,  where  the  gas  engine  alone  finds  some  difficulty  in  its 
direct  competition  with  steam  engines  and  water  wheels  in 
large  units  or  with  the  electric  motor  in  small  ones. 

At  the  present  time  the  way  is  open  for  an  immediate  ex« 
tension  of  this  gas  power  system  along  this  line  of  lesser  resist* 
ance, — ^that  of  fuel  gas  distribution  from  central  gasifying  plants, 
supplying  both  domestic  and  industrial  establishments  with 
cheap  gaseous  fuel  for  heat,  power  and  even  light,  at  prices  so 
near  that  of  raw  fuel  that  users  find  the  fuel  gas  more  econom- 
ical than  coal.  A  start  in  this  direction  has  been  made  in  Eng- 
land, that  is  worthy  of  notice  and  of  duplication  elsewhere  in 
this  country.  At  Dudley  Port,  South  Staffordshire,  there  has 
been  in  operation  for  about  ten  years  a  bituminous  gas  pro- 
ducer plant,  now  with  eight  producers,  with  two  in  reserve, 
each  ten  feet  in  diameter,  gasifying  20  tons  of  coal  per  day 
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with  50%  overload  capacity  on  low  ash  coal,  and  sending  ont^ 
gas  under  5  to  7  lbs.  sq.  in.,  pressure  through  a  36^'  diameter 
main  to  37  miles  of  smaller  pipe,  the  longest  line  being  6% 
miles.    In  the  district  served  by  these  lines  all  individual  pro- 
ducer installations,  nearly  fifty  in  number,  were  shut  down  and 
gas  purchased  at  a  price  averaging  1.8  d.  per  1000  cu.  ft.,  and 
ranging  from  2%  to  l^/^  d.,  the  heat  value  being  l^  that  of  city 
gas.    There  is  not  the  slightest  reason  in  the  world  why  such 
plants  should  not  pay  here,  and  there  is  even  more  reason  why 
similarly  centralized  by-product  coke  oven  plants  should  pay, 
sending  out  coke  oven  gas  through  long  mains,  at  least  through-' 
out  one  town  or  through  a  group  of  reasonably  close  towns.' 
The  coke  yield  could  be  marketed  as  such,  or  when  coke  de- 
mand failed,  it  could  be  gasified  in  producers  and  the  coke  pro^* 
ducer  gas  mixed  with  the  coke  oven  gas,  giving  a  fuel  gas  rang-' 
ing  both  sides  of  300  B.t.u.  per  cu.  ft.,  at  which  value  maAtle 
illumination  by  gas  lamps  is  now  feasible ;  high  or  low  tempera-* 
ture  gas  burning  appliances  are  highly  economical,  whether  for* 
household  heating  or  cooking  or  industrial  building  warming, 
steam  raising,  or  furnace  operation,  and  which  gas  is  perfectly' 
satisfactory  for  high  economy  of  power  generation  in  any  size' 
engine,  from  the  smallest  to  the  largest. 

Such  a  central  gas  plant  and  fuel  gas  distribution  system* 
would  do  for  the  gas  burning  engine  just  what  has  been  accom-' 
plished  for  the  liquid  fuel  engine  by  the  present  improvements' 
in  oil  distillation,  such  as  the  Burton  process,  increasing  the' 
yield  and  decreasing  the  price  of  gasoline  by  converting  th^ 
heavy  fractions  of  the  oil  into  the  lighter.    From  the  eng^ine' 
standpoint  this  is  precisely  equivalent  to  converting  a  heavy' 
expensive  oil  engine  that  cannot  be  built  in  small  sizes  at  all, 
into  a  single  cheap  gasoline  engine  that  can  be  built  as  small  as 
any  one  wants. 

The  gas  power  system,  as  thus  conceived,  is  a  big  thing,  and ' 
its  undertaking  a  problem  in  order  of  magnitude  somewhat 
equivalent  to  a  railroad,  requiring  great  capital,  serving  all 
classes  of  society,  as  useful  to  the  factory  with  its  furnaces  and' 
engines  as  to  the  home  with  its  cook  stove  and  heaters.  It  is  a 
fuel  distribution  system  based  on  a  primary  fuel  manufacturing  * 
process  to  get  coal  or  oil  into  gaseous  form,  so  that  it  may  not 
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only  be  most  economically  distributed  at  lesser  costs  than  by 
coal  car  on  rails  and  coal  and  ash  wagon  on  road  and  streets, 
but  also  when  delivered  to  consumer  be  equally  available  for 
economical  power,  heat  and  light. 

The  future  of  the  internal  combustion  engine  in  the  station- 
ary field  is  bound  up  in  the  fuel  problem,  especially  so  with  the 
modem  conception  of  the  fuel  problem,  which  is,  most  econom- 
ical use  of  fuel  from  every  standpoint.  Direct  combustion  of 
the  cheapest  raw  fuel  obtainable  may  not  be  most  economical, 
and  certainly  will  not  be  if  that  fuel  cannot  be  eflSciently  burned 
in  apparatus  capable  of  efficiently  producing  the  desired  result 
from  the  heat. 

BVom  the  fuel  utilization  standpoint  the  world  has  been 
slowly  learning  a  lesson,  the  lesson  of  gasification  as  an  essen- 
tial prerequisite  to  efficient  combustion.  This  began  with  the 
introduction  of  producer  gas  for  metallurgical  furnaces  for- 
merly burning  coal  directly  and  has  regularly  but  slowly  grown. 
To  this  more  recently  has  been  added  the  principle  of  gas-air 
mixing  in  combining  propoi*t]ons  before  combustion  and  in  the 
power  field  this  is  the  direct  contribution  of  the  internal  com- 
bustion engine;  in  the  heating  field  the  same  conclusion  has 
been  demonstrated  by  surface  combustion  appliances,  and  finally 
in  the  lighting  field  by  the  Welsbach  mantle.  In  proportion 
as  more  and  more  of  the  country's  fuel  supply  is  gasified  or 
put  into  the  equivalent  form  of  vaporizable  liquid  fuel,  so  may 
its  progress  in  efficient  fuel  utilization  be  measured.  A  brief 
review  of  the  present  use  and  treatment  of  the  whole  fuel  sup- 
ply will  show  to  what  extent  progress  has  been  made,  how 
much  further  the  process  may  be  carried,  and  so  measure  the 
extent  to  which  the  country  may  yet  advance  in  efficient,  eco- 
nomical distribution  and  utilization. 

The  total  production  of  anthracite  in  1913  (Parker,  U.  S. 
Geo.  Sur.)  was  89,677,000,  and  bituminous  480,371,000  short 
tons,  making  a  total  of  570,048,000  short  tons.  Against  this  the 
imports  and  exports  must  be  charged  to  get  home  consumption 
and  these  amounts  are  (Mineral  Industry),  anthracite  exported 
4,154,000  tons,  with  no  imports,  leaving  85,523,000  tons  of  an- 
thracite for  home  consumption,  of  which  8,650,000  tons  were 
burned  at  the  mines  and  1,800,000  locally  consumed,  or  a  total 
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of  10,450,000  tons,  failed  to  reach  the  general  market  but  yet 
was  consumed.  Of  bituminous  coal  the  exports  were,  25,687,- 
000  and  imports,  1,414,000  tons,  equivalent  to  a  net  export  of 
24,273,000  tons  and  leaving  456,100,000  short  tons  of  bitumin- 
ous for  home  consumption. 

For  the  same  year  the  liquid  fuel  production  figures  are 
(Day,  U.  S.  Q.  S.)  248,446,000  bbls.  of  42  gaUons  each,  which  is 
65.12%  of  that  of  the  world,  and  which  brought  an  average 
price  of  95.4  cents  per  bbl.  Against  this  must  be  charged  im- 
ports of  17,923,000  bbls.  and  exports  to  Alaska,  Hawaii,  Philip- 
pines, Porto  Rico  of  1,380,000  bbls.,  and  to  foreign  countries 
74,227,000  bbls.,  totaling  75,607,000  bbls.  exported,  from  which 
substracting  the  imports  leaves  the  net  results  an  export  of 
57,684,000  bbls.  and  a  home  consumption  of  190,762,000  bbls. 

Similarly,  for  natural  gas  and  natural  gas  gasoline  the 
production  and  consumption  are  (Hill,  II.  S.  G.  S.)  581,898,- 
239,000  cu.  ft.  of  natural  gas  sold  at  an  average  price  of  15.10 
cents  per  thousand,  of  which  32%  was  consumed  for  domestic 
use  and  68%  for  industrial  uses  at  an  average  price  of  27.33 
and  9.4  cents  per  thousand,  respectively.  At  the  same  time 
there  were  produced  and  used  24,061,000  gallons  or  573,000 
bbls.  of  gasoline  from  9,890,000,000  cu.  ft.  of  this  gas,  or  2.42 
gallons  per  thousand  feet  from  about  1.7%  of  the  gas. 

The  average  calorific  value  of  the  natural  gas  at  various 
places  is  given  at  W.  Va.,  1140 ;  Ohio  910 ;  Oklahoma  and  N.  Y. 
1013;  Texas  748;  Kansas  950;  Louisiana  906;  Indiana  1025; 
Arkansas  964 ;  S.  Dakota  868 ;  Utah  944 ;  and  may  be  taken  for 
general  comparative  purposes  for  the  whole  supply  as  950. 
Similarly,  for  the  crude  oils  and  their  products  the  average 
calorific  equivalent  may  be  based  on  19,000  B.t.u.  per  lb.;  7.5 
lbs.  per  gal.  and  42  gals,  per  bbl. ;  which  gives  142,000  B.t.u.  per 
gal.  and  6,000,000  B.t.u.  per  bbl,  in  round  numbers.  For  the 
coal  the  calorific  value  would  be  about  14,500  B.t.u.  per  lb.  of 
fixed  carbon  contained,  with  a  reduction  for  ash  and  moisture 
and  an  addition  for  the  hydrocarbon  volatile  especially  for  the 
bituminous  coals  which  constitute  the  bulk  of  the  consumption, 
and  in  the  absence  of  statistics  this  may  be  taken  at  the  round 
number  of  14,000  B.t.u.  per  lb.  for  the  whole  or  28,000,000  B.t.u. 
per  ton.    With  these  figures  the  oil  and  gas  consumption  can  be 
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roducod  to  the  equivalent  tons  of  standard  coal  for  purpose  of  [ 
comparison  as  follows :  Adding  to  the  petroleum  products  con-  ^ 
sumption  of  190,762,000  bbls.,  the  573,000  bbls.  gasoline  from 
natural  gas»  gives  191,335,000  bbls.  of  liquid  hydrocarbon  fuel. 
Kaoh  barri'l  of  this  is  equivalent  to  6/28  or  0^15  tons  of  stand- 
ard coal  or  approximately  half  the  anthracite  production.  Of 
the  natural  gas,  each  million  cu.  ft.  yielding  950,000,000  B.t,u. 
is  <H|\nvalcnt  to  950/28  or  34  tons  of  coal,  and  the  total  produc- 
tion of  581,v^98,239AXK)  to  581,898  x  34,  or  19,785,000  tons  of 
standard  coal«  On  a  similar  basis  the  denatured  alcohol  yielding 
UHVlHX)  B.tau  per  gal.  is  equivalent  to  100,000,000  B.t.u  per  1000 
gals,  or  100  '28  -*  3.58  tons  of  coaL  and  the  whole  production 
of  10,lXX).0lX)  gallons  to  10,000  x  3.58  »  35,800  tons  of  standard 

A  summary  of  the  natural  fuel  consumption  directly  and  as 
mamifacturtHl  into  liquid  fuel  distillates  or  gas  before  consump- 
tii^i  is  givtni  in  Table  Ih  **Pttel  Statistics'",  as  nearly  as  can  be 
<«timated  frx^m  various  di^onneeted  facts  and  items.  In  this 
table  there  is  intiMxlueed  the  arbitrary  unit  of  tons  of  standard 
exviil  to  ^-"t  a  measxire  of  all  fuel  in  the  same  units  and  which 
S ixx^  a  ^raiHl  total  of  rM\^>6l7,015  tons  standard  coal  for  U.  S. 
ft>r  the  xvar  l?tS.  Of  this  there  was  burned  dir«tly  in  and  about 
the  w^.nrt^  by  T^ilroad  Kvi>motiv«si,  by  private  eonsumefs  and  by 
the  YnAr.^if^^'^iurnxg  ii>ih^rit>5k  5<>Llt^7.iW  tons,  or  almost  exactly 
i^'^"^ .  ^^i>i:r^V*;ted  as  follows  for  e<val:  ;^,i\\\i\X^  tons  at  mines; 
l4^i^1:L!..vW>  by  ra.^«TV^vis;  121,7>l,CO0  pTivaie  eonsomefs;  177,- 
^,H.v\V^  TrvJtr,v^f4»<M;;rir*^  irK?;i<^tr50S5 :  for  oil  in  terms  of  tons  of 
$s:ATj,^**r»5  ^*vki  the  f«inires  are  2i070,OCH>  as  faeJ  oi  crude  tar 
jiTj,?  r«i^^.>e^  XX"  .:>.  'he  e-^ee^^ti^M!!  of  a  jsujill  amo-iiiit  pi^odIl^ed  as 
h;hrvji;  .TtC  »•>.*.  ib^  rrea.  or  IC" v  of  ibe  ToTjC  -^ras  cas  cxneinaHv 
AT  Tni;rn:»;Ti;r<s5  ^,rt^*^  irfts  *"«*  v/.T>.'c-i7c\5  ^^j^i^y^iie..  aad  wtile  this 
A>eTn5i  p  r.tV.^v  :STr»Jir.*.  -:?  tt  •^  be  ri>TUvTr.ht-r(*d  th&i  not  so  very 
'•^-ff*^  jwr*"^  "«T,  "the  y^\yruVs  Y.^^^iry  n.is  ^as  »<*r»\  isd  er<5n  at  the 
rcrti^^rt  5.'^  vi^^^f  of  1  ^.*^  Cit  :)^e  t.-^jC  :hf  rrossi  janMiiit  is  preTty 
hic  K'^.r,c  ^ver  f.Ti^  Ti..^.>^r.  r/^ns  of  ^Tj^rj.^ij'i  e:*4l  in  the  farm 
^»:  T»iw'i;rH.  c>t^.  >V;ja^;  fi;rT,iu'*f  CiJS,  e.'kf  ^vfr  c&sv  pri"*dn?«r  |ra&. 

'S.'^nr.  c>JS  ^  •   i.'.vW»4V4,  ft<**r'^^  n'T)f  ^T»,^  ii  stj.j.U  j;TiK^t.T.*  fif  Y^ejizoje 
N'l.  *  5.' '1.;   :/   >.Jvn,:  "r.  *^'   to^^  ?;T4.7',"ji.ra  r.u..     UiTS  re;*arded. 


THE  INTERNAL  COMBUSTION  ENGIKB.  i»15  209 

Some  of  the  more  important  of  these  items  are  separately  ex- 
amined below. 

Coke  Oven  Gas.  In  1913  there  were  produced  in  the  U.  S. 
rStatistieal  Abstract  of  U.  S.)  49,300,000  short  tons  of  coke. 
The  imports  amounted  to  115,000  tons  and  the  exports  to  1,010,- 
000  tons,  while  the  coke  consumed  was  48,405,000  tons ;  of  this 
amount  3,460,500  tons  were  produced  as  a  by-product  from  re- 
tort coal  gas  making,  leaving  44,944,500  tons  produced  in  coke 
ovens.  About  73%  of  this  coke,  or  32,800,000  tons,  was  made 
in  the  old  beehive  ovens  which  waste  all  the  gas,  and  27%,  or 
12,144,500  tons,  in  the  by-product  ovens,  which  leave  a  consider- 
able surplus  over  that  required  for  coking.  This  is  a  most  sig- 
nificant condition  in  view  of  German  practice,  which  is  entirely 
devoted  to  the  by-product  system,  as  must  be  the  case  here  also 
before  long.  While  the  statistics  report  a  surplus  coke  oven  gas 
production  of  only  64,553,941,000  cu.  ft.,  the  amounts  appears 
to  be  larger  according  to  data  from  Blauvelt  and  Bamsberg, 
on  proper  yields  per  ton  of  coal  and  quantity  of  coal  used. 
Taking  the  average  figures  of  practice  of  coke  yield  equal  to  75% 
of  coal,  and  the  average  surplus  gas  as  5400  cu.  ft.  per  ton  of 
coal  of  average  calorific  value  550  B.t.u.  per  cu.  ft.  or  3,000,000 
B.t.u.  net  available  heat  of  gas  per  ton  of  coal,  which  is  60%  of 
the  total  produced,  the  restj  40%,  being  used  in  coking,  the  fol- 
lowing figures  were  obtained. 

Tons  fBeehive    oyens 43,700,000 

Coal  <  By-product    ovens 16,200,000 

Coke  [Total  69,900,000 

Cu.  ft.  fBeehive  oven  gas  wasted 236,000,000,000 

Coke-oven  'i  By-product  oven  gas  available 87,500,000,000 

Gas  produced  IXotal  (73%  wasted,  27%  available)..  323,500,000,000 

Tons  of  standard     fBeehive  oven  gas  wasted 4,640,000 

coal  equivalent  to    <  By-product  oven  gas  available 1,720,000 

surplus  gas  [Total  (73%  wasted,  27%  available)..  6,360,000 

Blast  Furnace  Gas.  Approximately  one  ton  of  coke  is  used 
per  ton  of  iron  produced  and  yields  150,000  cu.  ft.  of  gas  of 
average  calorific  value  95  B.t.u.  per  cu.  ft.  Of  this,  some  is  re- 
quired to  operate  the  furnace  as  follows:  35%  in  hot  blast 
stoves;  5%  leakage;  12%  for  gas  powered  blowing  engines  and 
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2%  for  electric  operation  of  auxiliaries,  a  total  of  54%,  leaving 
for  general  fuel  purposes  46%  or  69,000  cu.  ft.  of  gas  per  ton 
of  iron.  The  iron  production  for  1913  (U.  S.  G.  S.)  was  31,000,- 
000  tons,  so  that  the  gas  produced  amounted  to  4,650,000,000,- 
000  cu.  ft.  total,  of  which  2,139,000,000,000  cu.  ft.  were  available 
for  general  purposes  and  2.511,000,000,000  were  required  for 
the  operation  of  the  blast  furnace  auxiliaries.  As  each  million 
feet  yields  95,000,000  B.t.u.  it  is  equivalent  to  95/28  or  3.4  tons 
of  standard  coal,  the  gas  production  was  equivalent  in  heating 
capacity  to  15,810,000  tons,  of  which  there  was  returned  to  the 
furnace  54%  or  8,537,000  tons,  leaving  a  coal  equivalent  for 
general  combustion  as  gas  of  7,273,000  tons  of  standard  coal. 

Retort  Ooal  Gas.  As  with  coke  oven  gas,  the  yield  varies 
both  with  temperature  and  time  of  heat  and,  of  cotirse,  with  the 
coal  volatile,  but  a  good  average  round  number  (Lewes)  is  10,- 
000  cu.  ft.  of  gas  per  ton  of  coal  with  a  calorific  power  of  625 
B.t.u.  per  cu.  ft.,  or  6,250,000  B.t.u.  in  gas  per  ton  of  coal.  This 
gas  yield  is  17%  by  weight  of  the  coal,  the  remainder  being 
coke  70%,  tar  5%  and  tar  liquor  8%.  In  the  United  States  the 
consumption  of  coal  gas  during  1913  was  approximately  49,- 
505,004,200  -cu.  ft.  At  an  average  calorific  value  of  625  B.t.u. 
per  cu.  ft.,  each  million  cu.  ft.  becomes  equivalent  to  22.3  tons 
and  the  total  consumption  to  1,105,000  tons  of  standard  coal. 
On  the  basis  of  10,000  cu.  ft.  of  gas  per  ton  of  coal  the  amount 
consumed  would  have  required  4,950,500  tons  of  coal,  which 
yielded  3,460,500  tons  of  coke  available  for  sale  or  for  water 
gas  making. 

Water  Oas,  Blue  and  Oarburetted.  In  this  process  both 
solid  and  liquid  fuel  enter  as  raw  materials,  the  solid  being  as 
nearly  as  possible  fixed  carbon  in  the  form  of  anthracite,  or 
coke  from  coal  gas  retorts,  and  the  liquid  being  a  heavy  petro- 
leum distillate  between  kerosene  and  lubricating  oil,  generally 
called  gas  oil.  The  approximate  consumption  of  this  gas  during 
1913  amounted  to  119,165,270,800  cu.  ft.  The  average  calorific 
value  may  be  taken  as  the  same  as  for  coal  gas,  for  present  pur- 
poses, which  is  equivalent  to  22.3  tons  of  coal  per  million  cu.  ft., 
thus  the  total  production  becomes  equivalent  to  2,660,000  tons. 
On  the  basis  of  40  lbs.  of  coal  or  coke  per  1000  cu.  ft.  or  20  tons 
per  million  cu.  ft.  of  gas,  the  output  accounts  for  2,380,000  tons 
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of  coal  and  the  basis  of  4  gallons  of  oil  per  1000  cu.  ft.  accounts 
for  476,500,000  gallons  (11,350,000  bbls.)  of  gas  oil,  which  with 
a  value  of  6,000,000  B.t.u.  per  bbl.,  becomes  equivalent  to  2,430,- 
000  tons  of  standard  coal. 

Producer  Chts.  In  1913  there  were  consumed  approxi- 
mately 700,000  tons  of  coal  in  producers  for  the  production  of 
gas,  utilized  in  gas  engines.  With  an  average  yield  of  170,000 
cu.  ft.  per  ton  of  coal,  the  total  gas  yield  was  119,000,000,000  cu. 
ft.  Using  a  value  of  130  B.t.u.  per  cu.  ft.  each  million  cu.  ft. 
becomes  equivalent  to  4.65  tons  and  the  total  to  553,000  tons  of 
standard  eoal.  During  the  same  year  there  were  used  approxi- 
mately 9,000,000  tons  of  coal  in  producers  for  the  production  of 
furnace  gas.  Using  the  same  yield  and  heating  value,  this  is 
equivalent  to  a  total  yield  of  1,530,000,000,000  cu.  ft.,  which  is 
equivalent  to  7,120,000  tons  of  standard  coal. 

Oil  Gas.  This  is  produced  by  destructive  distillation  of 
heavy  petroleum  distillate  gas  oil  in  red  hot  retorts  under  two 
more  or  less  equivalent  processes  so  far  as  initial  treatment  is 
concerned,  the  Blau  and  Pintsch,  the  former  producing  20,000,- 
000  cu.  ft.  in  four  establishments,  and  the  latter  about  600,000,- 
000  cu.  ft.  in  about  90  plants.  As  a  mean  value  for  the  yield  is 
25  cu.  ft.  of  gas  per  gal.  oil,  this  accounts  for  the  consumption 
of  2,500,000  gals.  (59,500  bbls.).  Using  as  an  equivalent  in 
heating  value  1500  B.t.u.  per  cu.  ft.,  each  million  feet  becomes 
equivalent  to  53.5  tons  of  coal  and  the  whole  output  to  33,200 
tons  of  coal.  In  the  town-illuminating  gas  industry  there  were 
consumed  in  1913  approximately  18,703,140,500  cu.  ft.  of  gas 
made  from  gas  oil  by  all  processes.  Taking  a  mean  value  of  the 
yield  as  62.5  cu.  ft.  of  gas  per  gallon  of  oil,  this  accounts  for  the 
consumption  of  299,000,000  gallons  (7,120,000  bbls.).  Using  as 
equivalent  in  heating  value  600  B.t.u.  per  cu.  ft.,  each  million 
cu.  ft.  becomes  equivalent  to  21.4  tons  of  standard  coal  and  the 
whole  consumption  to  400,000  tons. 

The  total  amount  of  oil  gas  consumed  in  the  various  proc- 
esses of  gasification  was  7,179,500  barrels,  and  the  total  stand- 
ard coal  equivalent  of  gaseous  products  was  equal  to  433,200 
tons. 

CkuK>line  Qas.  Of  this  gas  there  were  sold  by  so-called  gas- 
oline town  plants  136,639,300  cu.  ft.  in  the  U.  S.  during  1913. 
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With  an  average  value  of  six  gallons  of  gasoline  required  per 
1000  cu.  ft.  of  gas,  the  quantity  of  gasoline  consumed  for  this 
purpose  was  819,834  gallons  or  19,500  barrels.  Using  a  heating 
value  of  700  B.t.u.  per  cu.  ft.  of  gas,  the  equivalent  coal  per 
million  cu.  ft.  becomes  25  tons,  and  3,415  tons  of  standard  coal 
for  the  total  amount. 

Akohol.  Alcohol  is  the  fuel  toward  which  all  eyes  turn  as 
the  fuel  of  the  far  distant  future  to  follow  coal  supplies,  and  the 
gas  power  system  as  that  by  which  it  may  be  utilized.  While 
almost  any  starch  or  sugar  producing  crop  may  be  made  to 
yield  ethyl  alcohol,  90%  is  perhaps  best  produced  from  pota- 
toes, and  this  will  serve  as  an  illustration.  From  an  average 
American  acre  the  yield  is  275  bushels  (Germany  over  400)  and 
this  will  make  almost  180  gallons  of  90%  ethyl  alcohol,  which  is 
about  equivalent  to  30  gallons  per  ton  of  potatoes  and  6  tons 
per  acre.  Used  in  tractors  this  alcohol  will  plow  the  land  with 
about  one-half  of  one  per  cent  of  its  yield.  In  spite  of  this,  there 
is  practically  none  used  today,  though  the  law  permits  the  sale, 
tax  free,  of  denatured  ethyl  alcohol.  The  reasons  for  this  are 
purely  economic  and  peculiar  to  the  U.  S.,  as  also  is  the  case 
with  respect  to  benzol,  the  coal  tar  product,  which  could  be  pro- 
duced in  large  quantities  but  is  not.  Neither  of  these  will  come 
without  an  increased  yield  of  raw  materials,  potatoes,  for  ex- 
ample, in  one  case  and  coal  tar  in  the  other,  together  with  an 
increased  price  for  competing  fuels,  and  a  lessening  demand  for 
each  as  raw  materials  in  the  chemical  industries.  The  denatured 
alcohol  produced  in  1913  amounted  to  10,000,000  gallons  of 
calorific  value  12,500  B.t.u.  per  lb.  and  8  lbs.  per  gal.  approxi- 
mately or  100,000  B.t.u.  per  gal.  It  must  be  noted  here,  how- 
ever, that  an  appreciable  amount,  if  not  most  of  this,  was  used 
as  a  solvent  or  raw  material  for  chemical  manufacture  instead 
of  fuel.  Since  all  this  might  be  used  as  fuel,  each  1000  gallons 
becomes  equivalent  to  3.58  tons  of  standard  coal  and  the  total 
amount  to  35,800  tons. 

Acetylene.  Although  this  gas  is  not  derived  from  the  gasi- 
fication of  coal  or  oil,  its  production  depends  upon  the  natural 
resources  of  the  earth,  since  the  calcium  carbide  from  which  it 
is  produced  by  the  addition  of  water,  is  made  by  current  gene- 
rated by  the  utilization  of  water  power.    According  to  Brown's 
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directory  the  approximate  amount  sold  for  consumption  during 
1913  by  town  gas  plants  was  19,587,600  cu.  ft.  The  average 
calorific  value  is  1575  B.t.u.  per  cu.  ft.,  thus  each  million  cu.  ft. 
of  gas  becomes  equivalent  to  56.2  tons  of  standard  coal  and  the 
total  to  1,100  tons,  an  almost  negligible  quantity. 

Petroleum  Products.  According  to  Day  (U.  S.  O.  S.)  the 
production  of  crude  petroleum  in  the  U.  S.  in  1913  was  248,446,- 
230  barrels,  65%  of  the  world's  supply.  Some  of  this,  30.4%, 
was  exported  largely  in  the  form  of  kerosene  lamp  oil,  but 
these  exports  were  offset  by  imports  of  crude  oil  from  Mexico, 
amounting  to  7.2%  of  our  production.  The  net  amount  left  for 
home  consumption  was  thus  76.8%  of  the  production,  or  190,- 
762,000  barrels.  It  would  not  be  far  wrong  to  assume  that  prac- 
tically all  of  this  (except  the  lubricating  oils,  parafSne  wax, 
tars,  and  asphalt),  including  the  light  distillate,  gasoline,  the 
heavier  one,  kerosene,  and  the  still  heavier  ones,  variously 
known  as  distillate,  solar  oil  and  gas  oil,  is  available  for  one 
or  another  of  the  elements  of  the  gas  power  system.  While 
formerly  the  production  of  any  one  of  the  light  distillates  was 
limited  to  the  natural  peculiarities  of  the  oils,  ranging  for  gaso- 
line from  20%  for  the  Pennsylvania  type  to  2%  for  the  Mexi- 
can, modem  distillation  improvements  by  the  use  of  high  pres- 
sures, of  catalyzers  and  of  reagents,  seem  to  warrant  the  pre- 
diction of  almost  any  yield  of  any  distillate  at  will  and  even  to 
give  a  semblance  of  reality  to  the  dream  of  hydrogenation  of 
carbon  itself,  which,  if  accomplished,  will  mean  the  manu- 
facture of  oils  from  solid  fuels.  These  processes  are  all  equiva- 
lent to  gasification  systems  since  their  object  is  to  promote 
vaporization  by  suitable  preliminary  manufacture  and  thus  fall 
into  the  same  class  as  the  coke  oven,  the  blast  furnace  and  the 
gas  producer.  At  the  present  time  the  production  of  the  gaso- 
line fraction  distilling  under  300°  P.  is  about  27,000,000  bbls. 
per  year  or  10.8%  of  the  whole  home  production  of  crude,  and 
substantially  all  of  this  is  used  for  gasification,  largely  in  en- 
gines, but  also  in  lighting  and  heating  appliances. 

Gas  producers  have  been,  and,  with  the  exception  of  the 
coke  oven  in  large  installations,  will  continue  to  be  the  basic 
apparatus  for  gasifying  solid  fuels.  As  such  the  gas  producer 
must.be  regarded  as  an  essential  element  of  the  gas  power  situ- 
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ation  intimately  associated  with  the  status  of  the  internal  com- 
bustion engine.  For  the  past  ten  years  the  journals  and  the 
professional  society  transactions  have  been  full  of  reports  on, 
and  studies  of  the  gas  producer.  Many  expensive  government 
investigations  have  been  carried  out  and  reports  of  conclusions 
published,  and  yet  in  spite  of  all  this  effort  and  publicity,  prog- 
ress has  been  slow  when  measured  by  the  number  of  installa- 
tions and  amount  of  coal  gasified  in  them.  This  at  first  is  puz- 
zling, in  view  of  the  repeated  demonstrations  that  any  sort  of 
fuel  is  gasifiable  chemically,  and  that  almost  any  producer  can 
gasify  almost  any  fuel,  but  it  is  clear  when  the  costs,  reliability 
and  quality  of  the  gas  are  examined,  and  these  things  are  too 
often  ignored.  Gas  that  constantly  varies  in  quality  or  that  is 
excessively  dirty,  loaded  with  tar  or  dust  or  lamp  black,  is  not 
of  suitable  quality.  Producers  that  cannot  be  operated  for  long 
periods  of  time  without  shut  downs  for  cleaning  and  repairs,  or 
that  fail  to  make  suitable  gas  any  time  and  in  normal  quantity 
cannot  be  called  reliable.  Producers  that  are  excessively  big 
and  heavy  or  that  require  constant  poking  and  fussing  to  keep 
them  working,  and  impose  excessive  fixed  and  operating  labor 
charges  on  the  gasification  must  be  classed  as  expensive.  Even 
those  producers  that  can  gasify  cheaply  and  reliably  but  that 
require  a  selected  fuel,  obtainable  in  a  given  locality  only  at  an 
excessive  cost  over  another  fuel  more  common,  must  for  that 
district  be  classed  as  costly  to  operate. 

The  period  just  closing  may  be  regarded  as  one  culminat- 
ing in  a  satisfactory  fixed  carbon  gas  producer  from  every 
standpoint,  except  in  very  small  sizes,  and  as  a  period  of  real- 
ization of  the  fundamental  difference  in  the  problem  of  bitum- 
inous  coal,  lignite,  and  peat  gasification  but  without  an  equally 
satisfactory  solution.  Analysis  of  the  gas  producer  processes 
and  structures  will  show  clearly  along  what  lines  of  thought  the 
present  satisfactory  conclusion  with  the  fixed  carbon  producer 
has  been  reached,  and  similarly,  along  what  lines  efforts  are 
being  directed  to  meet  the  problem  of  the  small  producer  and 
that  of  gasifying  the  volatile  coals. 

A  producer  gas  is  primarily  a  mixture  of  the  fuel  volatile 
discharged  by  roasting,  and  of  the  fixed  carbon  gasified  by  steam 
and  air  reactions,  with  possibly  some  inter-reaction  between  the 
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products  of  distillation  and  either  the  fixed  carbon  itself  or  the 
fixed  carbon  gas.  It  is  somewhat  of  a  shock  to  discover  that 
two  such  simple  processes  as  roasting  a  fuel  and  blasting  steam 
and  air  through  a  coke  bed  should  either  separately  or  com- 
bined give  any  trouble  or  involve  any  difficulty  in  making  a 
structure  suitable  for  their  execution,  yet  such  is  the  fact.  In 
the  first  place,  considering  only  the  coke  bed,  regardless  of  the 
origin  of  the  coke  and  independent  of  the  roasting  operation 
which  produces  the  coke  either  in  the  producer  or  elsewhere, 
the  fundamental  condition  to  be  fulfilled  is  a  more  or  less  even 
and  homogeneous  contact  of  the  blast  with  the  coke.  Unless 
all  the  pieces  of  coke  are  equally  swept  by  all  the  blast,  some  of 
the  blast  may  pass  through  without  reacting  at  all  and  bum 
some  of  the  good  gas,  or  only  partly  react,  in  which  case  the 
production  of  gas  is  below  normal  in  quantity,  the  gas  is  bad  in 
quality,  and  the  ash  carries  much  unused  coal.  Whether  or  not 
this  condition  wiU  be  fulfilled  is  primarily  a  question  of  struct- 
ure, though  partly  one  of  manipulation,  and  it  has  taken  a  good 
many  thousands  of  dollars  and  several  years  to  realize  this  fact, 
simple  as  it  sounds  when  stated. 

In  order  that  this  uniform  and  general  contact  between 
blast  and  coke  shall  be  maintained,  there  is  required,  first,  a 
suitable  introduction  of  the  blast  into  the  bed ;  second,  a  suitable 
escape  of  the  gas  from  the  bed ;  third,  a  coal  bed  uniform  in 
thickness,  size  of  lump  and  compactness;  and  fourth,  no  short 
circuits  for  the  blast,  through  bed,  or  the  brick  lining,  or  be- 
tween them.  The  natural  tendency  of  the  blast  in  passing 
through  a  bed  that  offers  resistance  to  fiow  is  to  concentrate 
the  fiow  along  the  path  of  least  resistance,  and  then,  by  thus 
burning  away  the  fuel  that  bounds  that  path,  to  further  de- 
crease the  resistance  and  increase  the  concentration  of  the  blast, 
accelerating  the  opposition  to  the  even  distribution  that  is  so 
essential  to  the  production  of  the  proper  amount  and  proper 
kind  of  gas.  A  coke  bed  retained  between  brick  walls,  whether 
they  be  straight  or  curved  or  vertical  or  inclined,  involves  a 
lesser  resistance  next  to  the  walls  than  through  the  bed,  simply 
because  the  coke  lumps  will  pack  more  tightly  against  them- 
selves than  against  a  brick  wall.  Of  course  any  leak  between 
bricks  or  between  lining  and  shell  is  a  direct  short  circuit  path. 
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If  the  entering  blast  has  a  direction  and  a  velocity  that  tends  to 
make  it  travel  toward  the  outside  wall,  it  will  surely  concen- 
trate there  and  the  center  of  the  bed  be  comparatively  inactive 
and  cold.  The  blast  should  enter  uniformly  over  the  whole 
bed  area  or  be  directed  away  from  the  side  walls.  This  re- 
quires for  up-draft  producers  a  grate  bottom  and  not  a  solid 
bottom.  It  absolutely  prohibits  the  use  of  central  umbrella-top 
blast  pipes  such  as  have  been  in  common  use  in  the  older  types 
of  gas  producer  designed  for  making  metallurgical  furnace  gas. 
In  down  draft  producers  the  blast  naturally  enters  the  entire 
top  uniformly,  as  it  should,  but  even  here  it  might  properly  be 
restricted  at  the  edges,  which  restriction,  whether  at  the  top  or 
bottom,  is  accomplished  by  an  inclination  of  side  walls  toward 
the  center.  For  the  up  draft  producer  then  the  support  of  the 
bed  on  a  grate  with  or  without  an  inward  tapering  side  wall 
may  be  regarded  as  one  important  structural  conclusion  natu- 
rally adapted  to  good  gas  making  and  the  result  of  some  years 
of  experience.  With  respect  to  gas  exit  from  bed  the  condition 
is  somewhat  similar.  In  up  draft  producers  the  influence  of  the 
outlet  pipe  location  is  negligible  if  there  be  a  large  free  gas 
space  above  the  bed,  but  this  involves  considerable  waste  of 
structural  material  and  space,  which  can  be  avoided  by  a  cen- 
tral discharge  for  the  gas  close  to  the  bed,  and  which  is  quite 
as  effective  without  the  additional  height.  In  no  case  can  a 
side  discharge  close  to  the  bed  be  permitted  as  it  tends  to  con- 
centrate blast  flow  along  the  walls.  This  is  another  simple  con- 
clusion that  has  cost  time  and  money  to  reach. 

Finally,  as  to  the  bed  itself  and  its  homogeneity,  or  the 
uniformity  of  its  resistance  to  blast  flow  and  the  maintenance 
of  a  constant  active  depth,  three  conditions  must  be  fulfilled. 
First,  uniformity  of  rate  of  coal  supply,  commensurate  with 
consumption;  second,  a  correspondingly  uniform  rate  of  ash 
discharge  equally  from  all  over  the  bed  bottom  and  not  from 
sides  or  center  alone,  to  maintain  level  the  surface  that  sepa- 
rates ash  from  coal ;  and  thirdly,  some  means  of  compacting  the 
bed,  which  by  its  gasification  tends  naturally  to  shrink,  pro- 
moting free  spaces  next  the  side  walls  and  forming  holes  any- 
where in  its  body.  Uniform  coal  feed  may  be  accomplished  by 
mechanical  feeding,  equivalent  to  the  stokers  of  boilers,  dis- 
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charging  the  coal  over  the  free  top  surface,  or  by  the  full  hop- 
per system,  which  seems  to  be  even  more  satisfactory  and  simp- 
ler. The  uniform  discharge  of  ash  can  be  accomplished  only 
by  a  shaking  form  of  grate  and  is  almost  hopeless  by  any  of  the 
old  style,  water  sealed  bottoms  and  mechanical  ash  plows.  Such 
grates,  however,  must  have  definite  provisions  for  clinker 
removal  as  clinkers  are  bound  to  form  either  occasionally  or 
continuously,  and  so  far  the  most  satisfactory  means  of  remov- 
ing the  clinker  seems  to  be  the  maintenance  of  ample  space 
between  grate  level  and  the  side  wall  sills,  to  permit  of  the  in- 
sertion of  a  hook  or  poker  when  the  bottom  of  the  producer  is 
open.  But  the  maintenance  of  the  compactness  of  the  bed  to 
insure  uniform  resistance  through  it,  closing  up  shrinkage  holes, 
and  pushing  down  clinker  lumps,  is  still  a  mooted  question. 
Present  means  range  from  the  ordinary  old  style,  hand  poke  bar, 
operated  from  the  top,  to  various  mechanical  movements,  rang- 
ing from  the  water  cooled,  power  operated  poker  to  the  grind- 
ing and  shearing  action  produced  by  rotating  one  part  of  the 
bed  on  another,  which  requires  that  an  entire  casing  and  part 
of  the  bed  be  roller  supported  and  power  rotated. 

None  of  the  various  proposals  for  general  direction  of  flow  has 
proved  so  satisfactory  as  the  simple  up  draft  through-flow  type, 
which  may  now  be  regarded  as  standard  for  anthracites  and  cokes. 
There  is  still  some  difference  of  opinion  and  practice  as  to  mode 
of  blasting  and  the  pressure  to  be  maintained,  though  the  ten- 
dency seems  to  be,  as  it  rationally  should  be,  in  the  direction  of 
suction  operation,  using  positive  blowers  beyond  the  scrubbers 
as  a  means  of  moving  the  blast  through  the  bed  rather  than 
the  previous  proposal,  hailed  with  such  delight  on  its  arrival, 
that  the  piston  of  the  gas  engine  be  made  to  serve  the  purpose 
of  a  blower.  A  gas  engine  piston  is  the  most  expensive  blower 
of  suction  type  that  can  be  designed  considering  the  reduction 
of  power  that  the  low  initial  pressures  cause.  The  ^'ational  solu- 
tion of  the  suction  operated  producer,  which  witu  the  blower 
system  may  and  should  supply  pressure  gas  to  pipe  lines,  rests 
on  the  two  facts,  first,  that  any  leaks  must  be  inward  and  not 
outward,  thus  conserving  the  life  and  health  of  operators  on 
the  one  hand,  and  avoiding  producer  room  explosions  and  fire 
on  the  other,  and  second,  that  in  this  way  one  producer  plant 
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may  feed  any  number  of  distributed  engines  or  gas  fires.  The 
only  harm  that  can  come  from  inward  air  leaks  lies  in  the  direc- 
tion of  either  burning  gas  that  has  been  formed  or  causing  an 
internal  explosion  in  the  gas  system,  neither  of  which  can  be 
regarded  as  dangerous.  Such  a  suction  operated  system  per- 
mits of  the  exposure  of  the  ash  bed  whenever  it  is  desirable  for 
inspection  of  grates  or  removal  of  a  clinker  without  stopping  the 
gasifying  operation,  though  to  be  sure,  there  will  be  some 
change  in  gas  quality  during  this  period  through  the  entrance 
of  room  air  instead  of  the  humidified  air  blast. 

Oiven  a  uniform  coke  bed  condition  as  to  depth,  compactness 
and  blast  resistance,  there  is  only  one  reason  why  the  gas  pro- 
duced should  not  be  uniform  and  steady  at  all  loads,  and  that 
is  a  variation  in  the  quality  of  the  blast  itself.  It  is  clear  that 
any  change  in  the  mixture  content  of  the  blast  must  be  respon- 
sible for  a  change  in  the  hydrogen  content  of  the  gas,  and  sim- 
ilarly, for  a  bed  temperature  change,  which  in  turn  will  affect 
the  ratio  of  carbon  dioxide  to  carbon  monoxide  in  the  gas.  The 
maintenance  of  uniform  blast  quality  is,  therefore,  a  most  fun- 
damentally important  operating  condition.  It  is  rather  sur- 
prising how  long  it  took  for  producer  builders  to  realize  this 
fact  and  provide  suitable  appliances  for  insuring  the  desired 
constancy,  but  this  is  no  more  surprising  than  the  slowness 
with  which  conclusions  were  reached  as  to  the  suitable  structu- 
ral conditions  necessary  to  provide  for  proper  bed  conditions, 
blast  entrance  and  gas  exit.  Naturally  the  first  scheme  to  be 
put  into  operation,  as  is  the  case  in  any  new  industry,  is  a 
borrowed  one,  and  in  this  case  the  steam  jet  blower  of  the  metal- 
lurgical gas  producer  was  used  on  the  power  gas  producer. 
This  blower  is  utterly  incapable  of  delivering  a  constant  ratio 
of  air  to  steam  at  different  steam  pressures,  against  different 
bed  resistances,  and  both  steam  pressure  and  bed  resistances  do 
vary  in  operation.  Without  going  through  all  the  intermediate 
stages  of  plans  and  methods  and  apparatus  for  proportioning 
steam  to  air  and  for  making  the  steam,  which  latter  was  origi- 
nally made  in  a  separately  fired  steam  boiler  that  often  burned 
as  much  coal  as  the  producer  gasified,  it  is  a  fact  that  the  sim- 
ple and  perfect  principle  of  humidification  to  saturation  at  con- 
trolled  temperatures,    which   has   always    been    available,    has 
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finally  been  utilized.  There  is  ample  waste  heat  in  the  gas  pro- 
duced to  more  than  make  all  the  steam  that  is  required  to  keep 
the  bed  temperature  properly  low  to  avoid  clinkers,  and  yet 
high  enough  to  get  good  carbon  monoxide  and  hydrogen  con- 
tent. It  is  also  true  that  air  humidified  at  temperatures  ranging 
from  100**  to  200**  P.  when  saturated  at  any  one  temperature, 
will  carry  ample  steam  for  the  purpose  and  in  accurately  meas- 
ured  ratios  to  the  air.  Therefore,  all  that  is  required  is  the  use 
of  any  one  of  the  various  simple  forms  of  humidifiers  for  satu- 
rating air,  heating  the  air  or  the  water,  or  both,  by  the  outgoing 
gas  and  provided  with  thermostatic  control  of  the  blast  temper- 
ature, in  order  that,  as  saturated,  it  may  be  of  constant  water 
vapor  content.  Simple  as  this  may  be,  and  open  to  all  as  a 
common  piece  of  apparatus  and  general  engineering  practice, 
it  is  surprising  how  few  of  the  producer  manufacturers  have 
adopted  it,  and  yet  it  is  an  unquestionably  satisfactory  con- 
clusion. Reference  need  only  be  had  to  the  ring  top  vaporizer 
and  to  the  separate  vaporizer  of  the  now  old  suction  producers, 
which  never  maintained  the  temperature  anywhere  near  con- 
stant nor  permitted  the  air  to  attain  a  constant  degree  of  humid- 
ity and  which  were  pushed  so  vigorously  and  designed  and  sold 
in  such  numbers  in  spite  of  their  unsatisfactory  character,  to 
fully  realize  what  this  simple  solution  must  mean  to  the  pro- 
ducers of  the  future. 

It  is  because  of  the  adoption  of  apparatus  embodying  such 
principles  as  are  outlined  above  and  constructed  of  suitable 
materials  of  proper  workmanship  that  we  have  today  such  sat- 
isfactory coke  and  anthracite  producers ;  satisfactory,  not,  how- 
ever, in  all  sizes  and  to  only  a  limited  degree  as  to  price  and 
weight  or  space  occupied.  A  very  small  gas  producer  even  with 
coke  and  even  if  constructed  as  above  does  not  work  properly 
because  it  does  not  keep  hot  enough.  The  prodiujer  bed  of  six 
inches  diameter  should  yield  a  quantity  of  gas  for  which  there 
is  a  large  demand  and  which  if  available  will  permit  small,  in- 
dependent, producer  gas  engine  plants  to  compete  with  the  now 
satisfactory  and  very  numerous  gasoline  and  oil  engine  installa- 
tions. Apparently  what  is  required,  however,  is  some  means 
of  conserving  the  heat  to  oppose  the  natural  tendency  for  dis- 
sipation through  the  side  walls,  which  offer  very  much  larger 
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surface  in  proportion  to  bed  area  than  is  the  case  with  large 
producers.  Whether  improved  insulation  will  sufSce  or  whether 
preheating  of  blast  in  some  manner  not  yet  tried  will  be  necessary 
is  not  at  all  clear.  The  question  must  be  regarded  as  wide  open 
to  investigators  and  designers  and  a  very  attractive  field  exists  in 
view  of  the  prospects  of  adoption  if  success  is  attained. 

In  all  cases  the  existing  satisfactory  coke  and  anthracite 
producer  is  excessive  in  weight  and  space  occupied.  It  is  this 
limitation  that  has  prevented  it  from  coming  into  general  use 
at  all  for  any  sort  of  transportation  service,  and  though  some 
experimental  installations  have  been  made,  the  small  number 
of  them  verifies  the  conclusion  of  unsuitability  in  this  respect. 
With  normal  rates  of  gasification,  ranging  on  the  average  in 
the  neighborhood  of  10  lbs.  of  coal  per  sq.  ft.  of  bed  cross-sec- 
tion, the  explanation  is  clear.  To  reduce  the  size  and  weight 
requires  higher  rates  of  gasification  and  so  far  no  satisfactory 
means  have  been  found  to  accomplish  this.  There  is  a  nec- 
essary low  limit  to  the  time  of  contact  between  the  blast  and 
the  carbon  to  complete  the  reaction  at  any  given  temperature. 
Higher  blast  rates  to  gasify  more  coal  per  sq.  ft.  per  hour  will 
require,  from  present  indications,  corresponding  thicker  beds 
to  maintain  this  time  of  contact,  and  this  in  turn  will  require 
higher  blast  pressures  or  greater  blast  suctions.  There  appears 
to  be  no  fundamental  reason  why  thicker  beds  should  not  be 
used  but  there  is  a  somewhat  serious  objection  from  the  point 
of  view  of  the  present  structural  standards  to  the  use  of  higher 
suctions,  and  that  is  excessive  leakage.  Modification  of  the 
methods  of  construction  by  making  tight  shells  will  permit  of 
the  use  of  higher  suctions,  but  will  not  limit  the  high  blast  power 
requirements  incident  thereto. 

Most  of  the  attention  so  far  given  to  reduction  of  size  or 
increase  of  capacity  of  producers  has  been  directed  by  two 
ideas ;  one,  the  reduction  of  auxiliary  equipment,  such  as  scrub- 
bers, and  the  other  the  change  in  the  gasification  method.  With 
respect  to  the  scrubber  idea  it  seems  rather  absurd  to  retain 
a  large  and  bulky  cylindrical  tower  of  coke  that  must  be  made 
strong  enough  to  stand  without  injury  an  internal  explosion, 
just  to  wash  the  dust  out  of  the  gas,  and  surely  such  a  crude 
piece  of  equipment  must  soon  be  entirely  superseded  by  small 
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and  more  nearly  perfect  mechanical  appliances,  bajsed  either  on 
the  line  of  the  Thyssen  beater  form  of  mechanical  wajsher,  or  on 
the  high  pressure  filter  idea  of  the  Smith  tar  extractor  or  the 
Cottrell  electric  method.  Whatever  is  done  it  is  clear  that  the 
bulky  coke  tower  must  go  just  as  surely  as  did  the  old  and 
once  standard  gas  holder.  No  one  would  think  today  of  in- 
stalling gas  holders  in  connection  with  the  power  gas  producer 
and  so  it  will  be  with  the  coke  scrubber  tower  before  very  long. 
Modifications  of  method  for  the  production  of  high  rates 
of  gasification  have  taken  two  lines  of  direction.  First,  the 
pulverized  coal  producer,  and  second,  the  slagging  producer, 
operating  either  with  pulverized  coal  or  the  ordinary  bed. 
Unverified  reports  have  been  circulated,  indicating  that  with 
the  slagging  action,  modeled  on  the  blast  furnace,  rates  of  gasi- 
fication exceeding  100  lbs.  per  sq.  ft.  per  hour  have  been  ob- 
tained. The  fundamental  idea  is  that  high  rates  mean  large 
production  of  ash,  and  the  necessary  high  temperature,  a  cor- 
responding bad  clinker  formation,  so  that  continuous  opera- 
tion should  require  a  flux  to  slag  the  clinker  and  ash.  So  far 
no  suitable  flux  has  been  found  and  results  are  unsatisfactory 
but  interesting  and  promising  as  a  new  line  of  development. 
It  has  not  been  demonstrated  that  the  addition  of  sufficient 
steam  to  the  blast  will  not  prevent  the  formation  of  excessive 
clinker  and  avoid  any  necessity  for  a  flux.  There  is  every 
reason  to  believe,  on  thermochemical  grounds,  that  this  is  all  the 
remedy  for  the  clinkering  that  is  necessary.  At  the  same  time 
it  has  been  demonstrated  that  a  satisfactory  slag  flux  is  not 
available,  or  rather  that  a  flux  that  is  suitable  for  one  ash  is 
entirely  unsuitable  for  another.  There  seems  to  be  some  evi- 
dence, in  addition,  that  the  use  of  a  flux  will  promote  the  for- 
mation of  clinker  in  the  intermediate  stage  of  sintering  before 
slagging  takes  place.  The  pxdverized  coal  producer  has  en- 
tirely failed  to  support  the  promise  of  high  rates  of  gasifica- 
tion and  so  far  has  indicated  that  the  maintenance  of  a  constant 
ratio  of  sufficiently  and  uniformly  fine  coal  to  blast  is  extremely 
diffixiult,  if  not  impossible  at  the  varying  rates  of  feed  neces- 
sary to  meet  ordinary  load  conditions.  In  this  respect  the 
powdered  coal  producer  is  similar  to  the  oil  gas  producer,  op- 
erated by  an  air-oil  spray  instead  of  an  air-pulverized-coal 
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blast,  each  with  or  without  steam.  These  two  processes  have 
a  great  deal  in  common  and  are  exactly  identical  if  the  coal 
is  infinitely  fine,  but  different  if  it  is  not,  inasmuch  as  coarse 
particles  of  coal  dust  do  not  quickly  react  but  tend  to  carry 
through  the  chamber  as  sparks,  and  escape.  Even  with  in- 
finitely fine  coal  or  with  oil,  the  difficulties  are  material,  due 
to  the  necessity  for  zones  of  definite  chemical  composition  or 
reaction  and  of  definite  temperature,  with  which  zones  the 
currents  of  gas  tend  to  interfere  in  spite  of  the  introduction 
of  baffles  and  separate  chambers  as  mechanical  assistors. 

The  fundamental  differences  between  anthracites  or  cokes 
and  the  bituminous  coals,  lignites  and  peats  aside  from  the 
coking  tendency,  which  is  a  thing  by  itself,  are  found  in  the 
large  amount  of  volatile  in  the  one  case  and  the  almost  zero 
quantity  in  the  other  and  to  some  degree  in  structural  strength 
of  the  cokes.  This  volatile  for  bituminous  coal  may  be  large 
in  amount,  upward  of  half  the  weight  of  combustible.  It  has  a 
high  calorific  value,  four  or  five  times  that  of  the  gasified  fixed 
carbon  and  practically  all  combustible.  In  the  case  of  lignite 
and  peat,  the  amount  of  volatile  remains  large  but  becomes 
decreasingly  combustible  and  increasingly  non-combustible, 
largely  due  to  its  water  vapor  and  carbon  dioxide  contents. 
Eliminating  then  the  coking  and  the  packing  tendency  of  some 
of  the  lignites  and  peats  as  physical  properties,  interfering  in 
both  cases  with  the  passage  of  the  blast,  the  fundamental  dif- 
ference in  the  system  of  handling  must  be  directed  toward  the 
proper  liberation  and  treatment  of  this  volatile  and  its  subse- 
quent mixing  with  the  gasified  fixed  carbon.  Lack  of  progress 
can  be  traced  directly  to  a  lack  of  realization  of  the  importance 
of  a  separation  of  treatment  for  the  roasting  or  distillation 
stage  from  that  for  the  subsequent  gasification  of  the  fixed 
carbon  as  a  second  stage.  It  is  not  surprising  that  having  a 
producer  successfully  gasifying  anthracite  or  coke,  the  same 
producer  should  be  charged  with  bituminous  coal  or  even 
lignite  or  peat.  Any  such  producer  will  produce  gas  from 
these  fuels,  but  not  in  a  satisfactory  way.  It  will  either  be 
characterized  by  excessive  fluctuation  of  quality,  excessive 
weakness  or  require  excessive  attention,  excessive  cleaning  or 
fail  to  operate  continuously. 
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Analyzing  the  diflSculty,  there  appear  to  be  two  sub-prob- 
lems; first,  control  of  the  ratio  of  discharge  of  the  volatile  to 
the  rate  of  gasification  of  fixed  carbon  to  maintain  a  constant 
ratio  of  these  two  constituent  gases  in  the  final  gas ;  and  second, 
control  of  the  condensible  or  tar  forming  parts  of  that  volatile 
to  secure  a  clean  gas.  The  rate  of  distillation  of  volatile  de- 
pends upon  the  rate  of  heating  and  on  the  temperature  in  the 
green  coal  zone  just  as  surely  as  in  a  coke  oven  or  a  coal  gas 
retort.  On  the  other  hand  the  rate  of  gasification  of  fixed 
carbon  is  directly  proportional  to  the  amount  of  blast  sent 
through  the  bed.  If  the  gas  is  to  be  constant  in  quality  then 
it  is  essential  that  the  proportional  content  of  volatile  and  of 
gasified  fixed  carbon,  which  together  make  up  the  gas,  be 
constant,  especially  as  the  calorific  power  of  the  former  is 
about  five  times  that  of  the  latter,  and  yet  the  prime  factor 
controlling  the  rate  formation  of  one  is  entirely  independent 
of  the  similar  factor  for  the  other.  At  one  limit  there  might 
be  no  volatile  being  produced  at  all  if  the  green  coal  bed  had 
been  interrupted  for  a  time  and  the  blast  through  the  bed  con- 
tinued. At  this  time  the  calorific  power  of  the  gas  might  be 
in  the  neighborhood  of  120  B.  t.  u.  per  cu.  ft.  At  the  other 
limit  the  blast  might  be  shut  off  to  meet  a  no-load  condition 
and  at  the  same  time  a  considerable  body  of  green  coal  be  left 
in  the  hot  zone  where,  of  course,  it  will  continue  to  distil, 
yielding  a  straight  coal  gas  of  perhaps  650  B.  t.  u.  per  cu.  ft. 
Between  these  two  limits  there  will  be  some  steady  state  pos- 
sible if  the  apparatus  permits  it,  at  which  the  ratio  of  the  gasi- 
fied coke  to  coal  volatile  will  be  constant,  and  the  first  problem 
of  volatile  coal  producer  design  is  to  provide  a  structure  that 
will  permit  this.  The  second  problem  is  to  find  a  structure 
that  will  control  the  tar,  either  by  converting  it  into  a  fixed 
gas  or  removing  it  as  tar  from  the  gas. 

Most  of  the  attempts  that  have  been  made  to  find  this 
structure  have  been  directed  toward  modifications  of  direc- 
tion of  flow  in  a  single  bed,  coupled  with  control  of  coal  fired, 
and  as  a  result  there  are  today  on  the  market  bituminous  and 
lignite  producers  having  the  standard  up  draft  characteristics 
of  the  coke  and  anthracite  types,  differing  from  them  not  at 
all  or  only  in  coal  feed  but  with  tar  extractor  added,  and  in 
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addition  some  new  types  embodying  distinctly  bituminous  and 
lignite  characteristics,  and  operating  down  draft,  or  double 
zone  with  part  up  and  part  down  draft.  Where  efforts  are 
made  to  control  coal  feed,  they  are  all  directed  toward  the 
idea  of  avoiding  the  maintenance  of  much  green  coal  in 
the  hot  zone  to  limit  the  distillation  after  a  reduction  of  the 
blast.  There  are  two  classes  of  means  for  this,  one  character- 
ized by  a  hopper,  kept  continuously  full,  cold  at  one  end  and 
hot  at  the  other,  giving  gradual  distillation  with  feed,  and  the 
other  a  mechanical  feed  of  coal  in  small  amounts,  somewhere 
proportional  to  load,  directly  into  the  hot  zone  with  the  idea 
that  it  shall  distil  as  fast  as  supplied.  Such  devices  applied 
to  the  ordinary  up  draft  producer  assist  it  in  becoming  and 
serving  as  a  bituminous  coal  producer.  Under  these  conditions 
the  volatile  is  simply  mixed  at  a  temperature  a  little  above 
1000^  F.  with  the  gasified  coke;  the  final  gas  has  a  maximum 
possible  calorific  power,  which  is  the  chief  advantage  of  this 
type  of  construction,  but  it  also  carries  over  the  maximum 
amount  of  tar  or  condensible  volatile  constituents,  and  re- 
quires, therefore,  the  most  effective  tar  extractor  to  be  com- 
plete. Such  producers  can,  however,  hardly  be  called  bitumin- 
ous producers  because  while  reducing  to  some  extent  they  do 
not  prevent  the  fluctuation  of  ratio  of  volatile  to  gasified  coke 
and  they  make  the  most  tar  to  be  later  extracted. 

This  leaves  as  the  only  specially  designed  bituminous  pro- 
ducers the  straight  down  draft,  the  combined  up  and  down 
draft  or  double  zone,  and  the  multiple  .independent  chamber 
type.  The  first  of  these  had  led  to  the  second,  which  has  prac- 
tically displaced  it.  Both,  however,  are  characterized  by  down 
flow  of  blast  through  the  distilling  green  coal,  which  burns  as 
much  of  the  volatile  as  can  find  air  as  fast  as  it  distils.  When 
the  amount  of  volatile  exceeds  the  air  capacity  to  bum  it,  the 
excess,  together  with  the  products  of  combustion  of  the  volatile 
that  did  bum,  pass  together  through  a  hot  coke  zone.  This 
reduces  the  burned  volatile  to  carbon  monoxide  and  hydrogen  if 
the  coke  zone  is  hot  enough,  or  leaves  it  carbon  dioxide  and  water 
vapor  if  it  is  not,  and  at  the  same  time  fixes  by  decomposition  all 
unbumed  volatile,  with  lamp  black  production  if  the  zone  is  hot 
enough,  or  leaves  it  tarry  if  the  zone  is  not.    In  the  straight 
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down  draft  producer  all  the  air  passes  through  the  distillation 
zone  and,  therefore,  bums  the  maximum  amount  of  volatile. 
All  the  products  with  any  free  blast  pass  through  the  entire 
coke  bed,  so  the  reduction  of  the  products  of  combustion  of 
the  volatile  is  most  complete  and  the  fixation  of  the  unburned 
volatile  likewise.  However,  this  results  in  the  production  of 
considerable  lamp  black,  which  is  almost  as  objectionable  as 
the  tar  itself,  and  requires  that  the  producer  bottom  be  kept 
closed  so  long  as  the  producer  is  in  operation.  This  prevents 
ash  or  clinker  removal  while  running,  and  the  high  tempera- 
ture of  the  gas  bars  the  use  of  ordinary  iron  grates,  which, 
under  these  circumstances,  would  bum  out. 

The  double  zone  system  is  designed  to  avoid  this  particu- 
lar difficulty  and  some  desirable  gasification  characteristics  are 
sacrificed  to  permit  of  continuous  operation,  and  avoid  the 
closed  bottom  and  fire  proof  grate.  In  the  double  zone  type 
the  gas  outlet,  being  placed  at  the  center  of  a  double  height 
fuel  bed,  the  bottom  coke  chamber,  which  is  a  straight  up 
draft  coke  producer,  may  be  constructed  in  accordance  with  the 
established  good  principles  of  standard  up  draft  coke  produc- 
ers, including  grate  support,  uniform  blast  entrance,  shaking, 
clinker  removal  provisions  and  prompt  opening  for  these  with- 
out interruption  of  operation,  and  excepting  only  the  gas  outlet 
which  must  be  near  the  side  walls.  Offsetting  this  structural 
advantage  is  a  corresponding  disadvantage  from  the  gasifica- 
tion standpoint,  which  begins  with  the  control  of  the  ratio  of 
the  up  draft  to  the  downward  parts  of  the  blast.  If  all  the 
blast  is  up  draft  this  type  is  nothing  more  than  an  up  draft 
producer  with  a  hopper  feed  and  side  outlet  for  the  gas  and 
making  tar;  with  the  blast  all  down  draft  it  is  a  pure  down 
draft  producer,  necessarily  intermittent  in  operation  and  mak- 
ing lamp  black.  The  blast  must,  therefore,  be  divided  and  the 
accuracy  of  the  division  is  of  great  importance.  Blast  division 
is  directed  toward  the  production  of  just  so  much  coke  in  the 
top  zone  as  can  be  gasified  in  the  bottom  zone  and  any  de- 
parture means  an  interference  in  one  direction  or  another. 
Even  when  the  ratio  of  down  draft  to  up  draft  blast  is  thus 
established,  which  is  difficult,  since  it  depends  on  the  relative 
resistance  offered  by  the  two  beds,  the  gasification  action  can- 
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not  be  entirely  satisfactory.  Practically  all  bituminous  coals 
<;ontain  so  much  volatile  that  the  proper  fraction  of  total  blast 
that  may  flow  down  through  the  top  distillation  zone,  can  bum 
only  a  little  of  it,  and  as  a  consequence  some  uncondensed 
volatile  will  be  discharged  and  some  unreduced  products  of 
combustion  of  the  volatile  that  was  burned,  which  means  as 
a  net  result,  a  tarry  gas  of  low  calorific  value.  These  produc- 
ers can,  however,  work  continuously  for  long  periods  because 
of  their  up  draft  bottoms  and  give  fairly  satisfactory  gas  from 
non-coking  bituminous  coals  that  yield  strong  enough  coke 
and  must,  therefore,  be  regarded  as  commercial  successes  how- 
ever employed. 

This  review  shows  clearly  that  the  trend  of  progress  along 
these  lines  is  a  sort  of  compromise  between  structure  on  the  one 
hand  and  gasifying  processes  on  the  other.  The  gasifying 
process  that  would  give  ideal  results,  so  far  as  present  stan- 
dards go,  requires  a  structure  yet  undiscovered.  The  structure 
that  would  give  proper  service  and  operating  conditions  gives 
bad  gas.  This  is  undoubtedly  typical  of  the  youth  of  the 
problem  and  the  two  conflicting  elements  will  be  reconciled. 
There  are  no  impossible  elements  in  the  problem,  so  it  is  only 
a  question  of  time  when  the  design  of  suitable  apparatus  will 
be  found,  adapted  to  the  necessary  process,  just  as  well  as  to 
proper  operating  conditions  and  gas  requirements.  One  illus- 
tration will  serve  to  bring  this  home.  The  by-product  coke 
oven  is  a  reasonably  perfect  piece  of  equipment ;  it  makes  good, 
clean  gas  and  good  coke  from  caking  coal,  but  it  cannot  be 
built  small  and  be  economical.  Again,  the  blast  furnace  and 
the  coke  gas  producer  are  both  illustrations  of  reasonably  per- 
fect appliances  for  the  gasification  of  coke.  Therefore,  it  may 
be  said  that  complete  gasification  of  bituminous  coal  is  today 
being  carried  out  by  the  combined  equipment  of  the  by-product 
coke  oven  on  the  one  hand  and  the  blast  furnace  or  coke  gas 
producer  on  the  other.  The  problem  of  designers  is  to  com- 
bine the  structural  and  process  elements  of  these  two  sets  of 
equipment  in  one,  so  that  it  will  work  in  small  sizes,  as  well 
as  it  does  now  in  thousand  ton  plant  capacities,  and  then,  but 
not  before,  we  will  have  a  satisfactory  bituminous  producer. 
The  adaptation  to  caking  varieties  of  bituminous  coal  and  to 
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those  classes  of  lignite  and  peat  which  tend  to  bake  in  the  bed 
and  resist  the  gas  flow  is  another  and  entirely  independent 
step  which  by  some  fortunate  chance  may  be  combined  with 
the  above,  but  in  all  probability  will  require  a  separate  treat- 
ment. At  the  present  time,  however,  there  is  nothing  in  sight 
except  a  lot  of  proposals. 

Finally,  there  is  under  consideration  that  gasifying  plan 
which  is  really  universal  so  far  as  fuel  is  concerned,  involving 
more  than  one  fuel,  chamber,  the  last  of  which  contains  coke. 
There  is  no  reason  why  these  should  not  be  put  into  operation 
today  for  plants  of  large  capacity,  though,  of  course,  they 
seem  ill  adapted  to  small  units.  The  plan  involves  the  pri- 
mary distillation  of  any  fuel,  ranging  from  city  garbage 
through  wood,  factory  refuse,  oils  and  greases,  bituminous 
coals,  lignites  and  peats,  the  complete  burning  of  the  volatile 
in  any  sort  of  fashion  that  is  convenient,  and  then  the  passage 
of  the  products  of  combustion  of  this  distillate  through  a  coke 
bed  maintained  hot  by  the  sensible  heat  of  the  primary  fire, 
for  reduction  to  carbon  monoxide  and  hydrogen.  In  short,  in 
accordance  with  this  system  there  is  required  an  equipment 
of  two  fundamental  dements,  one  a  common  every  day  fire, 
and  the  other  a  coke  bed,  which  may  be  operated  up  or  down 
or  double  draft,  as  may  be  most  convenient.  The  flue  gases 
of  a  common  boiler  fire,  metallurgical  furnace,  or  even  garbage 
destructor  with  or  without  extra  air  may  be  passed  through 
the  coke  bed  and  the  result  will  be  a  reasonably  steady  gas. 
From  a  practical  standpoint  such  an  equipment  is  bulky  and 
normally  requires  a  supply  of  coke,  since  it  is  only  under  rare 
and  unusual  conditions  that  the  primary  fire  can  be  so  con- 
trolled as  to  make  an  ample  supply  of  coke  for  the  second  or 
reduction  chamber. 

Liquid  fuels  may  be  adequately  prepared  for  use  in  in- 
ternal combustion  engines  without  gasification  in  producers 
and  this  is  a  direct  advantage,  but  one  that  is  more  apparent 
than  real,  because  the  distillation  process  at  the  refinery  is  a 
manufacturing  process  that  costs  something  equivalent  to  coal 
gasification.  Gasification  reactions  must  be  exothermic  in  order 
that  the  necessary  high  temperature  shall  be  attained  and  as  a 
consequence  there  is  suffered  a  sensible  heat  loss  which  be- 
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comes  an  operating  charge  against  the  process.  This  operating 
charge,  equivalent  to  the  fuel  cost  of  the  sensible  heat  lost  in 
gasification,  together  with  similar  charges  for  labor  and  main- 
tenance, when  added  to  a  fixed  charge  determined  by  first  cost 
and  life  of  the  apparatus,  do  together  make  up  the  cost  of  fuel 
gasification  as  a  fuel  preparation  process.  Such  expense  is 
justified  when  the  original  fuel  is  cheap  enough  to  yield  a  gas, 
that,  with  the  added  charges,  can  still  compete  with  others, 
which  is  most  likely  if  the  gas  is  to  be  distributed  through  pipe 
lines,  for  liere  transportation  costs  are  low  compared  with  rail- 
road and  wagon.  Liquid  fuel  offers  advantages  that  are  so 
different  from,  and  so  perfectly  complementary  to,  those  of 
gasification  of  solid  fuel  that  it  has  developed  in  use  along  the 
very  lines  that  have  resisted  adoption  of  gasification,  more  par- 
ticularly transportation,  though  there  is  at  present  a  well  de- 
fined tendency  to  overlap.  The  gas  producer  has  invaded  the 
transportation  field  of  liquid  fuel  where  experimental  installa- 
tions have  been  made  for  some  small  and  medium  sized  boats, 
and  the  liquid  fuel  engine  working  without  gasification  has  in- 
vaded the  stationary  field,  in  all  localities  where  liquid  fuel  is 
cheaper  than  coal,  and  in  country  districts  even  where  it  is 
more  costly  and  where  the  size  of  the  unit  is  too  small  for  in- 
dividual gas  producers  to  work  well  and  steam  engines  are  un- 
economical. Another  case  of  overlap  is  found  in  the  gasifica- 
tion of  fuel  oil  for  pipe  line  distribution  where  oil  is  cheaper 
than  coal. 

This  brings  out  a  most  striking  economical  aspect  of  the 
liquid  fuel  situation,  and  that  is  the  relation  between  manu- 
facture of  different  grades  from  the  crudes,  and  the  character- 
istics of  the  engines  to  use  them.  It  is  undoubtedly  true  that 
liquid  fuel  engine  development  has  been  and  surely  will  con- 
tinue to  be  as  intimately  associated  with  oil  refining  as  with 
the  production  of  crude  oil,  for,  other  things  being  equal,  the 
cheaper  a  given  fuel  or  grade  of  fuel,  the  more  effort  can  be 
economically  expended  in  developing  engines  adapted  to  use 
it.  Conversely,  it  is  also  true  that  once  a  great  success  is  at- 
tained with  an  engine  adapted  to  a  given  cheap  grade  of  fuel, 
the  increased  demand  for  that  fuel  that  naturally  follows  gen- 
eral adoption  of  the  engine,  will  increase  the  cost  of  that  grade 
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and  at  once  stimulate  effort  in  two  directions;  first,  to  create 
an  equally  satisfactory  engine  for  another  and  cheaper  grade; 
second,  to  create  by  improved  fuel  manufacture  more  of  the 
demanded  grade  to  supply  the  market,  from  other  grades 
for  which  there  is  a  lessened  demand.  Thus,  the  liquid  fuel 
engine  is  in  the  long  run  quite  as  much  a  problem  of  adjust- 
ment to  the  art  and  economies  of  oil  refining  as  of  fuel  thermo- 
chemistry and  thermodynamics.  This  is  the  basis  of  the  his- 
tory of  development  so  far,  and  as  it  must  remain  so  for  the 
future,  it  is  important  that  the  situation  be  clearly  understood. 

There  were  no  liquid  fuel  engines  until  oil  production  and 
refining  were  established,  just  as  there  were  no  gas  engines 
berfore  the  establishment  of  illuminating  gas  plants  with  their 
network  of  pipe  lines  in  cities.  Gasoline  in  the  early  days  being 
a  by-product  of  lamp  oil  manufacture  and  being  easily  vapor- 
ized with  most  simple  apparatus,  naturally  received  attention 
very  early  and  this  resulted  in  the  modern  gasoline  engine  now 
so  generally  and  widely  used  as  to  have  reversed  the  oil  dis- 
tillate market  conditions.  Gasoline  has  replaced  lamp  oil  as 
the  primary  distillate  of  the  refinery  and  has  made  the  latter 
the  by-product. 

This  gasoline  engine  development  is  due  to  the  perfection 
of  the  carburetor  for  direct  utilization  of  the  fuel  to  make  not 
merely  a  vapor  but  directly  in  one  operation  a  suitable  ex- 
plosive mixture  for  immediate  introduction  into  the  engine. 
The  wonderfully  perfect  system  of  world  distribution  of  kero- 
sene-lamp oil  kept  it  constantly  before  everybody  as  a  possible 
power  fuel,  and  as  a  consequence  stimulated  another  develop- 
ment, that  of  the  kerosene  engine,  along  quite  different  lines, 
so  far  as  the  fuel  treatment  is  concerned,  as  the  apparatus  was 
incorporated  in  the  engine  structure,  unlike  the  gasoline  car- 
buretor which  is  an  attachment.  Finally,  toward  the  end  of 
these  two  parallel  developments  is  to  be  noted  a  third,  that  of 
the  so-called  heavy  oil  engine,  based  on  the  direct  injection  of 
the  fuel  oils  as  distinguished  from  vaporizable  distillates  and 
which  the  first  and  second  class  of  engines  could  not  handle 
at  all.  At  the  present  time  there  is  a  clearly  defined  tendeiusy 
to  eliminate  the  second  or  middle  class  entirely,  merging  it 
partly  into  the  first  developed  or  carburetor  system  on  the  one 
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hand,  and  partly  into  the  third  and  latest  developed  or  injec- 
tion system;  the  former  characterized  by  external  preparation 
of  a  suitable  working  mixture  introduced  during  its  suction 
stroke,  and  the  latter  by  mixture  formation  directly  in  the 
working  cylinder  after  compression. 

There  is  every  reason  to  believe  that  these  two  systems  for 
the  utilization  of  liquid  fuel  will  become  the  standards  of  the 
future  and  that  engines  embodying  each  will  be  made  available 
to  an  ever  widening  class  of  service.  As  between  them  they 
can  utilize  every  possible  class  of  liquid  fuel  and  liquid  fuel 
product  satisfactorily,  attention  should  be  concentrated  on 
their  fundamental  processes  and  apparatus  characteristics. 

The  differences  between  the  two  systems,  which  may  be 
called  the  carburetor  system  and  the  injection  system,  are  now 
becoming  well  understood.  The  carburetor  system  makes  mix- 
tures externally  and  so  is  limited  as  to  amount  of  compression 
possible  before  ignition  to  something  less  than  one  hundred 
pounds  per  square  inch,  except  for  alcohols,  by  the  ignition 
temperatures  of  the  mixtures,  and,  therefore,  must  be  of  lim- 
ited thermal  efficiency.  Their  maximum  pressures  are  for  the 
same  reason  also  limited  to  fairly  low  values,  rarely  reaching 
four  hundred  pounds  per  square  inch,  and  so  they  may  be  built 
reasonably  light.  The  light  weight  type  of  engine  will,  there- 
fore, be  of  the  carburetor  system  and  will  have  moderate  or  low 
thermal  efficiency,  but  may  be  built  as  small  as  desired,  or  as 
large  as  corresponds  to  the  maximum  cylinder  diameter  allow- 
able for  any  internal  combustion  engine.  On  the  other  hand 
the  injection  system  cannot  be  built  really  small  at  all  because 
of  the  difficulty  of  control  of  the  minute  individual  injections. 
It  is  a  more  expensive  construction  and  must,  therefore,  be 
limited  to  services  that  it  can  better  perform  than  the  car- 
buretor class.  As  it  suffers  no  limit  as  to  compression,  its  effici- 
ency may  be  very  high,  limited  only  by  the  correspondingly 
high  maximum  pressures,  which  determine  the  weight  of  all 
parts.  The  injection  system  is,  therefore,  especially  adapted  to 
larger  sizes  as  it  is  essentially  a  heavy,  expensive  structure,  but 
as  economical  of  fuel  as  its  builder  may  desire. 

Of  course,  there  will  be  exceptions  to  this  double  system 
of  liquid  fuel  internal  combustion  engines  represented  by  in- 
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dividual  machines,  or  by  small  groups  of  one  special  type,  just 
as  there  always  have  been,  and  each  one  that  offers  some  use- 
ful feature  of  adaptability  to  a  given  service  condition  will  stay 
and  be  reproduced,  but  nevertheless,  the  liquid  fuel  engines  of 
the  immediate  future  will  in  general  belong  to  one  of  these 
two  classes  of  systems,  and  development  or  perfection  of  the 
system  will  benefit  every  engine  of  the  class,  however  unique 
it  may  be  as  to  structural  features. 

Tracing  first  the  growth  of  the  ideas  basic  to  mixture  mak- 
ing from  the  light  distillate,  gasoline,  it  is  not  surprising  to  find 
the  earlier  efforts  controlled  by  imitation  rather  than  by  bold 
departures  along  lines  discoverable  by  an  analysis  of  the  prob- 
lem. Analysis  is  rarely  undertaken  except  as  a  conscious  effort 
following  a  failure,  and  even  then  is  apt  to  be  superficial  at 
first.  If  this  were  not  the  case  we  should  not  have  had  to  wait 
for  our  commercial  automobiles  thirty  years  after  the  success- 
ful demonstrations  of  engine  operating  on  gasoline  vapor.  It 
was  gas  lighting  that  prompted  someone  to  blow  air  through 
or  over  gasoline,  to  get  a  combustible  gas.  To  operate  an  en- 
gine on  this  gas  after  it  had  been  operating  on  coal  gas  can 
scarcely  be  traced  to  any  economic  conviction  that  the  world 
could  use  gasoline  engines,  or  to  any  deep  scientific  conception 
of  the  physics  of  vaporization.  The  same  can  be  said  of  the 
addition  of  wicks,  or  other  means  of  increasing  the  gasoline 
evaporating  surface  to  reduce  the  size  of  the  apparatus  for  pre- 
paring the  gasoline  for  use  in  a  gas  engine. 

This  borrowed  scheme  of  surface  evaporating  carburetors 
did  not  and  could  not  work  well  on  any  fuel  having  the  physi- 
cal properties  of  gasoline.  Gasoline  is  a  solution  of  many  hy- 
drocarbons in  each  other,  each  of  which  has  a  different  vapor 
density,  vapor  pressure,  boiling  point,  latent  heat,  specific  heat 
of  liquid  and  vapor  and  combining  air  ratio  peculiar  to  itself. 
It  is  from  such  a  solution  that  the  carburetor  must  make  a  con- 
stant quality  mixture  of  air  and  vapor  in  combining  propor- 
tions. No  process  of  vaporization  by  bubbling,  surface  or  wick 
contact  of  air,  passing  through  a  gasoline  chamber,  can  fail  to 
fractionate  the  mass.  It  will  also  cool  the  mass,  depositing 
water  vapor  carried  by  the  air  and  by  lowering  the  tempera- 
ture and  the  vapor  pressure,  accentuate  the  fractionation.    At 
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varTing  engine  loads  with  corresponding  yariable  time  of  con- 
tact of  air  and  gasoline,  the  ratio  of  air  to  vapor  will  vary  in- 
versely as  the  air  is  thus  humidified  to  different  degrees.  A  fuel 
of  simple  chemical  character,  like  alcohol  or  benzole,  having 
a  definite  vapor  pressure  and  the  same  for  every  part  of  it,  can 
be  successfully  handled  in  such  an  appliance,  provided  heat  be 
available  to  supply  the  latent  heat  of  vaporization,  and  under 
control  to  automatically  maintain  a  constant  mixture  tempera- 
ture, and  provided  the  contact  always  lasts  long  enough  to 
saturate  the  air  and  is  intimate  enough  to  give  a  homogeneous 
mixture.  However,  with  a  fuel  that  fractionates,  the  case  is 
hopeless,  and  to  handle  such  requires  a  change  of  procedure 
directed  primarily  toward  prevention  of  fractionation.  This 
was  provided  by  Daimler's  engineer,  Maybach,  in  the  now 
standard  process  of  isolating  the  fuel  to  be  vaporized  from  the 
main  fuel  mass,  so  that  all  the  fuel  so  isolated  is  completely 
vaporized  in  its  air,  and  none  left  behind  or  returned.  This 
principle  of  vaporization  is  just  as  soundly  applicable  to  any 
of  the  other  complex  liquid  fuel  distillates,  including  kerosene 
and  gas  oil,  though  this  fact  is  only  now  beginning  to  receive 
recognition. 

Proportioning  of  air  to  fuel  is  a  necessary  accompanying 
step  to  the  carburetion  process  and  supplements  the  scheme  of 
vaporization.  The  suction  of  the  engine  automatically  creates 
the  conditions  for  air  flow,  establishing  a  partial  vacuum  in  the 
air  passages,  and  as  the  rate  of  air  flow  to  the  engine  is  meas- 
ured by  this  vacuum  at  any  point  of  the  intake  passages,  the 
same  vacuum  can  be  used  to  establish  and  control  a  proportion- 
ate flow  of  gasoline  from  a  constant  level  source  open  to  at- 
mosphere, into  the  same  air  passages.  Proportioning  may  thus 
be  accomplished  by  the  same  means  that  effects  the  isolation 
of  the  fuel  to  be  vaporized.  The  carburetion  method  thus  de- 
veloped consists  of  simultaneous  flow  from  an  atmospheric 
pressure  source  of  both  gasoline  and  air,  each  through  pass- 
ages of  some  definite  flow  resistance,  to  a  region  of  partial 
vacuum  maintained  so  by  the  engine  suction  and  of  vaporiza- 
tion of  the  fuel  by  contact  of  the  separately  metered  streams, 
whether  the  flow  be  steady  or  intermittent  and  at  whatever 
rate. 
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This  standard  system  of  carburetion  was  as  originally 
worked  out  very  imperfect,  both  in  proportioning  and  vapori- 
zation. For  twenty  years  designers  have  been  occupied  with 
improvements,  largely  directed  toward  improving  the  accuracy 
of  the  proportioning  but  recently  also  toward  perfection  of  the 
vaporization,  which  may  not  be  complete  even  though  frac- 
tionation is  prevented. 

The  increasing  demands  for  gasoline  have  forced  oil  re- 
finers to  market  constantly  heavier  grades  of  distillate,  some 
of  which  sold  today  as  gasoline  are  almost  as  heavy  and  as  low 
in  vapor  pressure  as  was  the  kerosene  of  the  early  days  of  the 
lamp.  As  a  result,  the  mixture  formed  by  contact  of  this  gaso- 
line with  air  at  atmospheric  temperature,  especially  in  winter, 
is  not  warm  enough  for  the  fuel  to  be  completely  vaporized. 
Such  a  mixture  of  air,  vapor  and  liquid  requires  a  supply  of 
heat  to  dry  it  by  raising  its  temperatures,  or  must  be  limited  in 
use  to  an  engine  that  can  operate  as  well  with  wet  as  with  dry 
mixtures.  This  latter  condition  of  operation  with  wet  mix- 
tures applies  to  any  single  cylinder  engine  taking  all  the  fuel 
and  all  the  air  through  one  inlet  valve,  on,  or  near  which, 
further  vaporization  takes  place  by  wall  heat,  supplemented 
by  hot  residue  gas  in  the  clearance  space,  and  finally  any  re- 
maining suspended  liquid  drops  by  the  heat  of  compression 
itself.  Even  in  this  case,  however,  when  the  engine  is  operat- 
ing on  wet  mixtures  the  result  is  not  good.  Some  liquid  will 
come  in  contact  with  the  interior  walls.  All  such  liquid  that 
touches  hot  walls  will  be  carbonized  and  all  that  touches  cool 
walls,  wetted  by  lubricating  oil,  will  be  absorbed  and  spoil  the 
lubrication.  Multicylinder  engines  supplied  from  a  single  car- 
buretor must  have  manifolds  or  headers  to  distribute  the  mix- 
ture to  the  several  cylinders.  In  such  cases  it  is  almost  im- 
possible to  give  to  each  cylinder  the  same  proportion  of  air 
and  fuel  when  part  of  the  fuel  is  in  the  liquid  form,  largely 
adhering  to  the  pipe  walls  though  partly  suspended  as  fog. 

The  recognition  that  there  was  such  a  problem  of  dis- 
tribution of  wet  mixture  appeared  first  in  the  special  designs 
of  headers  to  replace  the  simple  longitudinal  pipe  with  lateral 
branches  to  each  cylinder,  by  substituting  the  symmetrical  form 
of  manifold  with  long  bends  so  that  each  branch  path  has  the 
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same  number  of  turns  of  equal  radius  and  total  length.  An- 
other evidence  of  the  same  thing  is  the  air  supply  heater  and 
the  warm  water  jacket  for  the  carburetor.  These  are  make- 
shifts and  not  solutions  of  the  problem.  The  end  sought  must 
be  frankly  met  by  providing  for  just  so  much  heat  as  will  warm 
the  mixture  to  the  point  of  drying  it,  which,  with  present  gaso- 
lines, requires  a  mixture  temperature  close  to  180**  Pahr.  Warm 
mixtures  mean  decreased  density  of  charge  and  loss  of  power, 
and  possibly  reduced  compression,  but  cold  mixtures  mean  un- 
vaporized  fuel  which  may  escape  combustion,  cause  loss  of 
efficiency,  carbonize  the  interior  of  the  combustion  chamber 
or  impair  lubrication.  For  each  engine  there  is  undoubtedly 
some  mixture  temperature  at  which  best  combined  results  in 
power  and  efficiency  will  be  obtained,  but  some  sort  of  heat 
supply  and  temperature  control  is  necessary  today.  This  nec- 
essity is  least  in  single  cylinder  engines  and  greatest  with  the 
greatest  number  of  cylinders  supplied  from  one  carburetor. 

Intimacy  of  contact  has  the  greatest  possible  influence  on 
the  minimum  temperature  at  which  dry  mixtures  are  obtain- 
able, for  a  drop  or  pool  of  gasoline  not  swept  by  air  must  de- 
velop a  vapor  pressure  equal  to  the  pressure  of  the  whole  mix- 
ture, which  is  nearly  one  atmosphere.  To  develop  a  fuel  vapor 
pressure  of  one  atmosphere  requires  a  very  high  temperature 
compared  to  that  required  to  develop  the  proper  partial  vapor 
pressure  in  the  mixture,  which  is  approximately  the  same  part 
of  the  whole  pressure,  as  the  volume  of  vapor  is  of  the  whole 
mixture  volume,  when  air  and  fuel  are  in  combining  propor- 
tions. Introduction  of  the  gasoline  in  fine  spray  form  is  mainly 
relied  upon  for  this  homogeneity  of  contact  but  finely  divided 
sprays  are  difficult  to  make  and  it  is  only  now  being  recognized 
by  studies  in  glass  that  most  of  the  so-called  spray  nozzles, 
spatter  plates,  and  screens  are  not  what  they  were  thought  to  be. 
Improvements  in  spraying  and  homogeneous  mingling  of  fine 
fuel  fog  and  air  are  equivalent  in  effect  to  a  material  reduc- 
tion of  the  dry  mixture  temperature,  and  in  proportion  as  this 
is  recognized  so  will  progress  be  fast,  especially  when  asso- 
ciated with  corresponding  improvements  in  heat  supply  and 
mixture  temperature  control. 

These  ideas  of  the  importance  of  mixture  quality  and  its 


THE  INTERNAL  COMBUSTION  ENGINE,  1915  235 

separate  control  by  means  independent  of  proportioning  are 
recent,  as  is  also  the  recognition  that  when  once  perfectly 
worked  out,  the  same  means  for  making  correct  dry  mixtures 
are  equally  adaptable  to  any  liquid  fuel  whatever,  including 
alcohol  and  benzole,  as  well  as  kerosene,  solar  and  gas  oil  and 
even  some  crudes  by  no  other  difference  than  that  of  tempera- 
ture of  mixture.  All  those  fuels  that  yield  mixtures  of  proper 
quality  at  suitably  low  initial  temperature,  will  undoubtedly 
be  used  in  the  same  handy,  cheap  engine  that  has  been  de- 
veloi)ed  for  gasoline.  Fuels  that  require  mixture  drying  tem- 
peratures so  high  as  to  seriously  reduce  horsepower  or  in- 
crease weight  per  horsepower,  by  the  temperature  effect  on  charge 
density  and  allowable  compressions,  will  be  left  for  use  in  the 
more  expensive  class  of  injection  engine. 

It  is  with  proportioning  that  most  carburetor  designers 
have  been  occupied  rather  than  with  mixture  drying,  and  the 
solution  of  proportioning  is  beginning  to  emerge  from  the  in- 
vention to  the  design  stage.  The  vacuum  flow  principle  is  the 
accepted  one,  but  its  application  must  be  based  on  the  physical 
laws  of  flow  of  air  and  gasoline  through  their  respective  pass- 
ages and  orifices  for  all  vacuums.  It  is  only  in  recent  years 
that  anybody  has  taken  the  trouble  to  experimentally  de- 
termine these  laws  of  flow  to  establish  data  for  the  design  of 
what  might  be  called  similar  orifices  or  passages  for  the  flow 
of  air  and  gasoline ;  similar  by  reason  of  similar  laws,  or  failing 
to  find  such  similar  passages,  to  determine  the  amount  and  kind 
of  auxiliary  compensation  to  be  introduced.  No  matter  what 
the  form  of  air  passage  or  type  of  air  flow,  whether  hole  in 
plate,  short  tube,  Venturi  tube,  long  pipe,  or  bend,  and  of  gaso- 
line passage  or  type  of  gasoline  flow  tube,  whether  slot,  hole  in 
plate,  nozzle,  or  capillary,  single  or  in  multiple,  it  seems  that, 
once  set  to  give  the  desired  proportions  for  starting,  the  gaso- 
line flow  will  increase  faster  than  the  air  for  increased  flow 
rates  induced  by  higher  vacuums,  characteristic  of  high  engine 
loads  or  speeds,  and  the  mixture  becomes  over  rich. 

Originally  the  only  correction  attempted  was  compensation 
by  an  auxiliary  hand  control  valve  beyond  the  mixing  point, 
which,  on  opening,  introduced  more  air  without  a  correspond- 
ing increase  of  vacuum  at  the  gasoline  jet  chamber,  and-  affected 
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proportions  correspondingly.  Replacement  of  this  hand  con- 
trol auxiliary  air  admission  valve  by  a  spring  closed  check 
valve  was  regarded  as  a  great  advance,  indicated  by  the  name 
generally  applied  to  carburetors  so  fitted  as  ''automatic"  car- 
buretors. The  single  automatic  auxiliary  air  check  valve  quite 
failed  in  its  purpose  because  the  distortion  law  of  the  spring 
became  the  determining  factor.  To  be  sure,  engines  ran  better 
than  before  but  not  as  they  should,  especially  on  automobiles 
where  the  service  is  most  severe  in  view  of  the  wide  range  of 
speeds  and  loads  and  their  sudden  change,  incident  to  regular 
operation.  While  not  of  itself  an  adequate  corrective  influence 
the  auxiliary  air  valve  did  serve  to  call  attention  to  the  prob- 
lem, to  the  possibility  of  corrective  influence  under  automatic 
control  on  the  one  hand  and  on  the  other  to  the  desirability  of 
originally  correct  primary  control.  It  is  along  these  two  in- 
dependent but  related  lines  that  the  progress  of  the  day  is  pro- 
ceeding, guided  by  ever  more  exact  studies  of  flow  laws  and 
proportionality,  so  it  may  be  fairly  said  that  while  the  solu- 
tion is  either  not  yet  found,  or  if  it  exists  somewhere,  is  not 
yet  generally  adopted,  it  is  not  far  off,  and  true  automatic  cor- 
rect proportioning  will  soon  be  an  accomplished  fact. 

There  have  been  some  serious  disturbing  influences  at  work 
retarding  the  desired  solution  of  the  carburetor  problem  of  accu- 
rate proportioning  and  complete  vaporization,  and  some  of  these 
undoubtedly  will  continue  to  exist,  though  a  clear  understanding 
of  the  situation  should  make  them  cease  to  be  obstructions. 
The  first  and  most  fundamental  of  these  is  concerned  with  the 
definition  of  correct  proportioning  itself  or  with  what  should 
constitute  the  ideal  of  proportioning.  On  chemical  and  ther- 
modynamic grounds  it  would  seem  that  maximum  power, 
coupled  with  maximum  efficiency,  requires  a  homogeneous  mix- 
ture of  combustible  and  air  in  combining  proportions,  the  fuel 
thoroughly  vaporized  and  diluted  as  little  as  possible  with 
neutral  products.  This  leads  to  ideas  that  the  ratio  of  fuel  to 
air  should  be  constant,  rep:ardless  of  speed  and  load.  Excess 
fuel  is  unburnable,  and  causes  a  direct  loss  of  efficiency  and 
power.  Excess  air  being  a  neutral  diluent  is  a  power  though 
not  an  efficiency  loss.  It  is  undoubtedly  true  that  in  most  en- 
gines maximum  power  is  obtainable  only  with  excess  fuel  in 
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the  mixture  over  the  combiDing  ratio ;  it  is  also  true  that  most» 
if  not  all,  gasoline  engines  must  have  the  carburetor  adjusted 
to  give  an  excess  of  fuel  at  closed  throttle  positions ;  and  so  it 
is  not  surprising  to  find  a  prevalent  opinion  that  constant  ratio 
mixtures  are  not  desirable,  and  that  combining  proportions  are 
unsuitable  either  for  full  or  closed  throttle.  Unfortunately  for 
progress,  those  holding  this  view  are  not  able  to  formulate  re- 
quirements as  definitely  as  is  necessary  for  design,  nor  are 
there  available  any  fundamental  data  to  support  the  conten- 
tions of  the  variable  quality  advocates.  On  the  other  hand 
there  is  a  simple  explanation  for  these  observations  and  this 
points  to  different  and  removable  causes,  so  that  there  seems 
to  be  no  doubt  of  the  soundness  of  view  that  the  correct  mix- 
ture is  one  of  constant  ratio  of  air  to  fuel,  and  that  is  the  com- 
bining proportion.  That  maximum  power  corresponds  to  fuel' 
excess  is  rationally  explainable  by  non-homogeneousness  of  the 
mixture  or  incompleteness  of  the  vaporization ;  more  thorough* 
stirring  and  mixing  and  a  suitable  rise  of  mixture  temperature 
should  and  will  change  the  result.  Similarly,  at  closed  throttle 
there  is  between  throttle  and  inlet  valve  a  considerable  vacuxun, 
more  than  half  an  atmosphere  being  not  uncommon,  so  that  if - 
there  be  any  leaks  in  the  pipe  joints  or  around  the  inlet  valve 
stems,  it  is  clear  that  there  will  be  a  constant  flow  of  air  into 
the  mixture  along  these  leak  paths,  and  the  fuel  per  unit  of' 
air  passing  the  carburetor  must  be  greater  the  larger  the  frac- 
tion of  total  air  that  enters  through  leaks  and  the  less  the  air* 
that  enters  where  it  should,  through  the  carburetor.  The 
remedy  is  clearly  to  stop  the  leaks,  and  in  the  case  of  valve 
stems  this  means  some  sort  of  packing  and  certainly  not  a  car-* 
buretor  designed  to  give  variable  mixture  to  compensate  for 
unknown  and  changing  by-pass  leakage. 

An  illustration  of  influences  that  h^ve  retarded  progress 
in  carburetor  design  is  the  tendency  to  judge  goodness  by  start- 
ing characteristics,  especially  of  automobile  or  boat  engines. 
Any  operator  will  promptly  condemn  a  carburetor  that  does 
not  permit  a  prompt  start  or  steady  idling,  however  well  it 
might  work  under  load,  and  just  as  many  will  endorse  one  that- 
gives  most  variable  proportions  under  load,  if  its  starting  and 
idling  conditions  are  good.     The  progress  retarding  effect  of 
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this  is  especially  marked  in  those  carburetors  that  are  really 
two  in  one,  one  of  fixed  setting  and  proportions  for  starting 
and  idling,  and  the  other  brought  into  play  with  opening  of 
the  throttle  which  also  cuts  off  the  first,  because  such  car- 
buretors may  seem  to  work  splendidly  from  superficial  obser- 
vation and  yet  be  really  very  bad  actually. 

Still  another  bad  influence  can  be  traced  to  a  tendency  to 
accept  ^conclusions  from  one  type  engine  and  apply  them  to 
another,  or  to  adopt  a  course  of  procedure  for  one  case  dic- 
tated by  success  in  another,  on  an  assumption  that  they  are 
identical  when  they  are  essentially  different.  There  are  sev- 
eral types  of  engine  or  service  where  the  carburetor  require- 
ment is  most  easy  as  to  proportioning,  and  where  success  is 
possible  with  apparatus  quite  unsuited  for  the  general  service. 
This  general  service  condition  is  that  of  variable  flow  rates 
through  the  carburetor  due  to  regulation  by  throttles,  and  fun- 
damentally distinguishes  it  from  the  easy  case  of  constant  flow 
rates  even  though  intermittent.  This  constant  flow  rate  condi- 
tion is  typical  of  the  hit-and-miss  governed  engine,  the  most 
widely  used  type  for  stationary  and  tractor  service,  and  which, 
whenever  it  receives  a  charge  at  all,  takes  the  same  charge  and 
at  the  same  rate  through  the  carburetor.  The  same  flow  condi- 
tion is  found  also  in  the  boat  engine  which  normally  drives  a 
screw  propeller  at  constant  speed  and  constant  load.  For  this 
condition  of  constant  flow  rate  any  form  of  air  or  gasoline 
orifice  is  about  as  good  as  another,  and  all  that  is  required  is  a 
valve  to  get  the  single  adjustment  of  operating  ratio  for  which 
there  is  a  starting  and  a  running  setting.  The  common  names 
of  mixers,  mixing  valve  and  generator  valves,  sufficiently  indi- 
cate the  simplicity  that  succeeds.  Many  wrong  ideals  and  car- 
buretion  in  engines  on  the  market  can  be  directly  traced  to  the 
above  sources.  Success  of  such  a  mixer  on  an  approved  engine 
has  led  to  its  application  on  variable  load  or  speed  engines 
with  bad  results,  correction  for  which  is  sought  by  cut  and  try 
mechanical  ingenuity,  exemplified  by  weird  combinations  of 
many  tubes,  orifices,  valves,  fans,  screens,  springs  and  dia- 
phragms, having  no  relation,  whatever,  to  the  physics  of  flow 
and  constancy  of  proportion. 

At  no  time  in  the  past  ten  years  has  there  been  any  lack 
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of  effort  to  solve  the  problem  of  automatic  proportioning  in 
constant  ratio,  but  until  recently  this  effort  was  largely  unin- 
telligent, but  now  that  these  laws  of  flow  are  being  studied 
more  and  more,  designers  are  extending  them,  and  making  ra- 
tional efforts  to  incorporate  in  simple  reliable  mechanism  such 
laws  as  have  been  established.  It  may  be  said,  therefore,  that 
the  period  of  intelligent  effort  along  scientific  lines  has  arrived, 
and  that  there  is  within  sight,  though  not  yet  attained,  a  ra- 
tional solution  of  this  automatic  maintenance  of  constant  ratio 
of  air  to  gasoline,  so  essential  to  any  problem  of  carburetion. 

As  a  rule  those  designers  that  are  concerning  themselves 
with  proportioning  are  not  giving  adequate  attention  to  vapor 
pressures,  vaporization  and  mixing,  processes  just  as  essential 
to  proper  carburetion  as  proportioning,  and  which  when  thor- 
oughly understood,  will  make  the  same  type  construction  of 
carburetor  equally  well  adapted  to  any  distillate  fuel  by  a 
simple  change  of  the  temperature  maintained  to  develop  the 
necessary  vapor,  characteristic  of  that  fuel.  Some  of  the  sur- 
prisingly numerous  lines  being  followed  for  developing  a  mech- 
anism capable  of  insuring  constancy  of  proportion  are  ex- 
tremely interesting.  Nothing  would  be  more  worth  while  or  of 
greater  interest  than  to  review  these,  but  lack  of  space  makes 
it  necessary  to  note  simply  the  three  general  divisions :  one  seek- 
ing to  maintain  the  proportions  through  constant  area  of  air 
and  fuel  openings  by  proper  control  of  flow  resistances  and  the 
effective  heads,  while  the  other  seeks  to  control  the  variation 
of  the  area  of  openings,  either  one  or  both,  without  affecting 
the  effective  head,  and  as  might  naturally  be  expected,  the 
third  undertakes  combinations  of  these  two. 

Mixture  making  from  heavier  fuels  than  the  gasoline  has 
developed  along  entirely  different  lines,  some  of  which  are  des- 
tined to  be  retained,  others  to  be  abandoned.  The  effort  was 
first  directed  along  what  must  now  be  regarded  as  improper 
lines,  though  reasonably  satisfactory  engines  were  produced  in 
great  numbers  and  are  still  being  built.  Undoubtedly  the  origi- 
nal idea  underlying  the  operation  of  these  so-called  oil  engines, 
the  development  of  which  began  immediately  after  the  estab- 
lishment of  the  world  market  for  kerosene  oil,  is  based  upon  the 
vague  notion  that  this  material  required  a  great  deal  of  heating 
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to  permit  it  to  be  used.  It  could  not  form  an  explosive  mix- 
ture by  any  of  the  bubbling  or  contact  types  of  carburetors  then 
in  use  for  gasoline  so  it  was  clear  that  heat  had  to  be  applied, 
and  in  seeking  for  a  means  and  a  conception  of  the  degree  nec- 
essary, undoubtedly  early  efforts  were  directed  toward  boiling 
it.  Boiling  in  a  retort  may  continue  to  yield  vapor  up  to  900** 
F.,  and  yet  leave  an  unvaporized  portion.  This  sort  of  boiling 
not  only  fractionates  the  oil,  but  what  is  worse,  is  a  destructive 
distillation,  in  as  much  as  it  makes  residue  not  originally  pres- 
ent but  which  was  formed  by  overheating.  The  fact  that  the 
oil  could  be  not  entirely  vaporized  under  a  red  heat  led  to  the 
incorporation  in  the  engine  of  red  hot  plates,  tubes  and  bulbs, 
of  all  sorts  of  shapes,  as  means  for  securing  a  vaporization. 
These  all  fail  to  recognize  that  vaporization  of  these  oils  at 
such  temperatures  in  their  own  atmosphere  would  destruct- 
ively distil  them  and  prevent,  instead  of  produce,  the  complete 
vaporization  that  is  required  by  engines.  Out  of  all  this  sort 
of  reasoning  grew  the  so-called  oil  engine  yielding  a  smelly, 
smoky  exhaust,  collecting  carbon  internally,  limited  to  low 
mean  effective  pressures  and,  therefore,  both  inefficient  and 
heavy. 

The  high  temperature  of  the  vaporizer  that  also  serves  as 
igniter  is  usually  obtained  by  leaving  unjacketed  a  portion  of 
the  combustion  chamber  wall,  and  as  this  is  so  often  in  the  form 
of  a  bulb  it  led  to  the  name  of  hot  bulb  engine,  though  it  mat- 
ters but  little  whether  that  so-called  bulb  is  a  tube,  a  flat  plate, 
or  any  other  shape.  Such  parts  depend  for  their  heat  on  con- 
tact with  the  exploding  charge  and  are,  therefore,  sure  to  be 
too  cool  at  light  loads,  or  too  hot  at  full  loads  for  best  results, 
and  external  lamps  are  common  adjuncts.  The  quantity  of  oil 
is  invariably  controlled  by  a  pump  having  a  by-pass  or  variable 
stroke,  a  means  feasible  only  with  those  fuels  of  low  vapor  pres- 
sure and  not  adapted  at  all  to  the  higher  vapor  pressures  of  gaso- 
line, especially  in  warm  places  and  at  high  speeds.  The  oil  being 
delivered  to  the  vaporizer  long  enough  before  the  end  of  com- 
pression to  allow  time  for  vaporization,  limits  the  amount  of 
compression  to  a  low  value  to  avoid  pre-ignition ;  therefore,  the 
efficiency  is  low  and  the  mean  effective  pressure  as  well.  Barely 
is  there  even  an  approach  to  homogeneity  of  mixture  at  the 
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time  of  explosion,  a  sufficient  reason  for  both  carbonization 
and  small  power  capacity. 

It  is  truly  surprising  what  a  large  number  of  engines  and 
what  a  vast  variation  in  the  details  of  structure  were  produced 
under  this  development,  which  is  primarily  English.  The  most 
prominent  engine  of  this  class,  in  numbers  sold  and  world  dis- 
tribution, is  undoubtedly  the  Hornsby-Akroyd,  the  characteris- 
tics of  which  are  now  pretty  well  known  everywhere  as  well  as 
its  limitations.  The  fundamental  difficulties  and  limitations  of 
this  type  are  to  be  found  in  the  facts,  first,  that  vaporization  is 
accomplished  by  contact  of  the  oil  with  self-heating  metal 
parts;  second,  that  vaporization  takes  place  in  its  own 
vapor,  which  requires  that  the  oil  be  heated  to  su^h  a  tempera- 
ture as  will  produce  a  vapor  pressure  equal  to  the  total  pres- 
sure, which  is  one  atmosphere  if  vaporization  takes  place  dur- 
ing suction,  or  something  greater  than  atmosphere  for  any  that 
takes  place  during  compression.  This  invariably  results  in 
overheating  the  oil  to  a  point  where  it  carbonizes.  Third,  the 
presence  of  oil  and  air  together  during  compression  seriously 
limits  the  compression  to  such  a  low  value  as  produces  ignition 
at  the  end  of  compression  where  it  touches  the  vaporizer- 
igniter.  Finally  the  mixture  is  not  and  cannot  be  homogene- 
ous :  at  one  extreme  point  there  is  pure  air  and  no  fuel,  while 
at  another  all  fuel  and  no  air.  Nevertheless,  these  engines  have 
proved  to  be  easy  to  handle,  wonderfully  reliable  and  fool- 
proof and  long  in  life  though  requiring  frequent  cleaning,  but 
somewhat  heavy  and  inefficient. 

Material  advance  began  with  the  conscious  effort  to  reduce 
the  temperature  necessary  to  complete  the  vaporization  and  this 
follows  the  more  completely  the  vapor  is  swept  away  from  the 
liquid  surface,  as  it  forms,  by  the  air  that  is  to  bum  it,  that  is, 
the  more  air  mixing  there  is  at  the  time  and  place  of  vaporiz- 
ing. In  accordance  with  this  idea  vaporization  must  be  accom- 
plished simultaneously  with  air  mixing  and  the  place  of  vapor- 
ization must  be  a  spot  swept  by  air,  or  an  air  zone  swept  by  the 
minute  oil  particles.  When  this  is  carried  to  the  limit  with  dis- 
tillate fuels  there  is  no  destruction  or  carbonization,  because 
vaporization  will  be  accomplished  at  a  temperature  lower  than 
that  at  which  the  distillate  was  formed  in  the  still  where  it  was 


242  THE  INTERNAL  COMBUSTION  ENGINE,  1915 

produced,  and  the  resulting  mixture  approaches  the  homo- 
geneous. This  is  the  carburetion  method  and  may  be  carried 
out  externally  to  the  cylinder  or  directly  within  it.  This  prin- 
ciple of  vaporization  and  mixture  making  when  externally  exe- 
cuted in  these  oil  engines  will  undoubtedly  lead  in  time  to  a 
form  of  oil  engine  substantially  identical  with  the  existing 
standard  gasoline  engines,  and  all  that  is  necessary  is  to  adapt 
their  carbureting  vaporizers  to  the  required  temperature,  which 
is  about  300°  F.  Such  conversion  will  replace  some  of  the 
old  vaporizer  forms  of  oil  engines,  and  it  is  interesting  to 
note  that  the  first  substantial  step  in  this  direction  has  been  ac- 
complished in  the  conversion  of  the  gasoline  tractor  to  kerosene. 

As  has  been  indicated  above,  one  way  of  accomplishing  the 
vaporization  at  a  minimum  temperature  without  residue,  and 
simultaneously  accomplishing  the  mixture-making  function  is 
to  scatter  the  oil  through  a  charge  of  air  by  spraying  that  oil 
into  the  air  in  the  cylinder  after  compression.  This  is  the  other 
logical  outcome  of  the  old  vaporizer  type  oil  engine  and  is  ex- 
emplified today  in  two  well  known  forms;  one,  the  Diesel,  ex- 
emplifies the  principle  better  than  the  other,  which  latter  has 
no  name  except  the  inaccurate  recent  one  of  Semi-Diesel,  one 
good  example  of  which  is  the  Franchetti.  The  fundamental 
element  of  this  injection  system  is  the  spraying  of  the  oil  into 
the  air,  in  the  clearance  space  and  after  compression,  which 
permits  of  the  use  of  a  degree  of  compression  as  high  as  de- 
sired, without  any  limitation  of  ignition  temperature.  Injection 
of  oil  toward  the  end  of  compression  is  a  logical  dervelopment 
of  the  old  hot  bulb  engine,  but  as  applied  to  produce  superior 
results  the  injection  must  be  delayed  until  the  compression  is 
substantially  completed.  This  limits  the  time  for  the  oil  injec- 
tion to  a  fraction  of  a  second,  which  involves  very  great  mechan- 
ical difficulties  of  pump  and  nozzle  construction,  to  get  the 
minute,  accurately  measured  amount  of  oil  into  the  cylinder  in 
the  very  small  time  available,  and  in  true  spray  form.  In  fact 
the  time  is  so  small  that  no  such  scheme  of  injection  can  possi- 
bly work  on  high  speed  engines  but  must  be  confined  to  low 
spee4  engines. 

The  injection  of  a  solid  stream  of  oil  by  direct  action  of  a 
pump  plunger  is  not  only  difficult  mechanically  but  rather 
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fruitless  because  the  object  is  not  merely  to  get  the  oil  in  but  to 
scatter  it  as  uniformly  and  homogeneously  as  possible  through 
the  mass  of  air  compressed  in  the  clearance  space.  No  direct 
injection  of  a  solid  stream  can  accomplish  it  alone.  Therefore, 
a  modification  of  plan  has  been  worked  out  which  involves  the 
use  of  compressed  air  at  a  sufiScient  excess  pressure  over  the 
compression  pressure,  discharging  through  the  injector  nozzle 
with  the  oil  through  suitably  formed  orifices  to  give  both  the 
speed  and  the  scattering  action  required.  The  spraying  is  more 
perfect,  the  less  viscous  the  oil,  and  as  viscosity  is  largely  a  ques- 
tion of  temperature  with  any  oil,  preheating  facilitates  the 
desired  action.  It  may,  therefore,  be  said  that  the  fundament- 
als of  the  sort  of  injection  that  is  required  are  injection,  with 
suitably  high  excess  pressure  compressed  air,  of  warm  oil  into 
a  clearance  space  where  the  air  has  been  compressed  previously 
as  much  as  seems  desirable.  With  oil  drops  sufSciently  fine, 
due  to  good  spraying  action,  there  is  substantially  instanta- 
neous vaporizing  if  the  temperature  of  the  air  is  high  enough 
with  reference  to  the  vapor  pressure  of  the  oil,  which,  it  must 
be  remembered,  need  only  be  something  between  five  and  ten 
per  cent  of  the  air  pressure.  Oil  vapor  pressures  and  air  tem- 
peratures and  pressures  may  be  such  as  to  make  it  impossible 
to  vaporize  the  oil,  but  liquid  oil  in  sufficiently  fine  fog  or  spray 
does  not  differ  substantially  from  the  vapor  so  far  as  its  com- 
bustion is  concerned.  Such  spray  mixtures  will  burn  exactly 
the  same  as  vapor  mixtures,  so  that  a  suitable  injection  will 
give  good  combustion  conditions  whether  the  liquid  is  vapor- 
ized or  remains  liquid,  and,  therefore,  is  just  as  well  adapted  to 
a  very  heavy  oil  that  will  not  vaporize  as  to  a  lighter  one  that 
will.  In  this  way  the  modem  compressed  air  type  of  injection 
oil  engine  has  been  made  capable  of  using  any  grade  of  oil  that 
can  be  properly  injected  and  is  limited  only  by  the  ability  of 
the  designer  to  make  an  injection  nozzle  of  suitable  form  to 
properly  scatter  the  oil  through  the  desired  space  and  in  a  suf- 
ficiently subdivided  state.  At  the  present  time  there  are  some 
grades  of  oil  for  which  existing  nozzles  are  not  well  adapted 
but  there  is  no  reason  to  believe  that  suitable  nozzles  will  not 
be  found  capable  of  handling  any  oil. 

Such  fine  and  scattering  sprays  in  the  presence  of  air  may 
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bum  in  either  one  of  two  ways.  If  the  air  into  which  they  are 
injected  is  above  the  ignition  temperature,  made  so  by  compres- 
sion alone  or  otherwise,  or  if  there  be  an  igniter  adjacent  to  the 
injector,  whether  of  the  hot  metal  form  or  of  the  electric  spark 
form,  then  the  fuel  will  bum  as  it  enters  and  give  what  may  be 
called  a  non-explosive  combustion,  though  perhaps  improperly 
so.  On  the  other  hand,  if  the  same  spray  mixture  be  injected 
into  air  that  is  not  hot  enough  to  ignite  it,  the  spray  may  pass 
across  the  combustion  chamber  and  be  diffused  throughout  the 
charge  of  air  without  combustion.  Then  by  contact  with  an 
igniter  at  the  opposite  side  or  most  distant  point,  ignition  will 
produce  a  true  explosion  of  the  whole  mass.  The  former  mode 
of  action  is  characteristic  of  the  Diesel  engine ;  the  latter  of  the 
Pranchetti,  and  structurally  they  differ  essentially  in  the  rela- 
tion of  the  igniting  element  to  the  injection  element.  In  the 
Diesel  the  igniting  element  is  located  so  that  ignition  occurs  as 
the  fuel  enters  from  the  injector.  In  the  Pranchetti  the  igni- 
tion is  delayed  until  the  fuel  has  all  entered. 

Substantially  the  same  form  of  spray  nozzle  wUl  be  equally 
well  adapted  to  one  as  to  the  other,  though  for  the  best  work- 
ing of  each  a  substantial  difference  should  be  introduced,  and 
is.  Thus,  in  the  case  of  the  Diesel,  as  the  compression  is  relied 
upon  to  produce  an  ignition  temperature  in  the  air,  and  as  the 
clearance  air  is  the  igniter  and  the  compression  very  high,  it  is 
not  desired  to  increase  the  pressure  any  further  in  order  to 
avoid  the  necessity  for  a  corresponding  increased  weight  of 
cylinder  and  running  parts.  This  requires  an  adjustment  of 
rate  of  injection  to  the  piston  speed  and  is  normally  accom- 
plished by  the  resistance  in  the  injection  nozzle.  If  this  resist- 
ance be  enough,  oil  of  given  viscosity  can  enter  only  at  a  rate 
limited  by  this  resistance,  and  the  graduation  of  the  injection 
is  greater  the  more  the  resistance.  Slow  and  controlled  injec- 
tion then  is  desirable  under  the  Diesel  system.  On  the  other 
hand,  with  the  other  system  there  is  no  graduation  required  or 
desired.  The  sooner  the  oil  gets  in  the  better;  therefore,  the 
leas  the  resistance  of  the  injection  nozzle  the  better, — consistent, 
of  course,  with  complete  atomization.  While  the  same  spray 
nozzle  might  be  made  to  serve  both,  it  is  desirable  that  the 
Diesel  be  equipped  with  what  might  be  called  a  resisting  nozzle 
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and  the  other  with  a  non-resisting  nozzle,  the  former  graduat- 
ing injection  and  the  latter  permitting  instantaneous  introduc- 
tion. Functionally  the  difference  between  the  two  is  not  that 
compression  alone  produces  ignition  in  one  where  an  igniter  is 
required  by  the  other,  which  is  made  the  basis  of  the  names 
Diesel  and  Semi-Diesel,  but  rather  in  the  rate  of  injection,  and 
the  combustion  without  rise  of  pressure  in  the  former  and  ex- 
plosively in  the  latter. 

Beginning  with  the  old  oil  engines,  then,  with  their  hot 
metal  vaporizing  and  igniting  parts,  an  active  period  of  twenty- 
five  years  of  oil  engine  building  is  closing  with  three  clearly 
defined  natural  tendencies  in  form  or  type  of  oil  engines. 

Vaporizing  in  air  and  mixing  at  the  same  time  outside  of 
the  engine,  as  a  principle,  is  leading  the  oil  engine  to  the 
gasoline  form,  just  as  it  is  leading  the  gasoline  engine  to  be- 
come an  oil  engine.  This  first  class  of  oil  engines,  using  in  the 
heated  carburetor  only  distillate  fuels  but  of  any  density  and 
any  boiling  point,  will  be  limited  in  compression  by  the  initial 
mixture  temperature  and  by  the  ignition  temperature,  to  low 
or  moderate  efficiency  and  mean  effective  pressure.  They  can 
be  run  at  any  speed,  but  are  especially  adapted  to  high  speeds, 
and  can  be  constructed  in  any  size,  but  especially  adapted  to 
small  engines  of  light  weight. 

The  second  emergent  type  is  really  the  residue  of  the  old 
vaporizer  hot  bulb  oil  engine.  It  is  limited  to  low  compression, 
will  always  be  more  or  less  foul,  adapted  to  practically  any 
grade  of  oil,  with,  of  course,  increasing  deposits  from  the  heav- 
ier grades  and  more  frequent  cleaning,  not  adapted  to  the  very 
small  size,  or  the  high  speed  class,  nor  to  the  very  large  units, 
but  confined  to  the  intermediate  sizes  of  moderate  speed  where 
simplicity  of  mechanism  is  more  important  than  efficiency  or 
light  weight. 

The  third  emergent  type  includes  that  now  commonly 
known  as  Diesel,  some  of  the  so-called  Semi-Diesel  and  the 
Pranchetti  classes.  The  type  is  characterized  by  direct  injec- 
tion of  the  fuel,  preferably  in  fine  spray  form,  after  compression  is 
completed,  injection,  spreading,  and  mixture  making  being  more 
or  less  simultaneously  accomplished  and  assisted  by  compressed 
air  entering  with  the  oil;  ignition  being  accomplished  in  any 
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way,  ranging  from  the  temperature  produced  by  compressing 
the  air  alone,  to  a  hot  plate,  or  electric  spark,  located  anywhere, 
from  immediately  adjacent  to  the  injector,  to  most  distantly 
removed  therefrom.  This  type  is  especially  adapted  to  large 
sizes  and  to  low  moderate  speeds,  the  size  being  limited  only  by 
structural  strength  or  life  of  cylinders  or  the  pressure  parts. 
This  class  will  always  be  heavy  though  capable  of  high  mean 
eflfective  pressures  by  reason  of  high  compression.  The  effic- 
iency can  be  made  as  high  or  the  fuel  consumption  as  low  as 
desired  since  the  compression  is  absolutely  under  control.  High 
efficiency  means  high  cylinder  pressures  and  heavy  parts,  so  in 
this  type,  weight  of  parts  or  weight  of  whole  engine  is  to  be 
balanced  against  fuel  consumption.  The  thermodynamic  cycle 
involved  is  not  necessarily  the  same  for  all  and  ranges  from  the 
Franchetti,  working  on  a  true  Otto  cycle  on  the  one  hand,  to 
the  Diesel,  which  is  a  curtailed  expansion  of  the  Brayton,  on 
the  other  hand,  the  relation  of  which  is  pretty  accurately  given 
as  follows.  Equal  efficiencies  and  fuel  consumption  are  obtain- 
able from  the  Franchetti  with  about  one-half  the  compression 
required  by  the  Diesel  with  substantially  equal  working  maxi- 
mum pressure  in  both.  The  working  maximum  for  the  Fran- 
chetti is  the  actual  maximum,  but  the  working  maximum  in  the 
Diesel  is  about  half  the  accidentally  possible  maximum  which 
would  occur  with  excessively  rapid  injection  or  delayed  igni- 
tion. For  equal  maximum  metal  stresses  and  bearing  loads  the 
latter  must  be  built  heavier  than  the  former,  enough  heavier  to 
carry  nearly  twice  the  emergency  pressures  when  the  compres- 
sions in  each  are  such  as  to  give  equal  efficiency,  which  in  prac- 
tice is  approximately  a  little  less  than  ^  lb.  of  oil  per  brake 
horsepower  hour. 

Overlapping  of  the  field  indicated  above  for  the  three 
emergent  types  of  internal  combustion  liquid-fuel  engines  is  to 
be  expected,  but  consolidation  is  not  likely.  There  is  no  sign 
that  there  will  ever  be  a  universal  liquid  fuel  engine. 

.Engine  design  itself,  even  after  the  internal  combustion 
engine  had  been  established  as  commercial,  failed  to  develop 
for  a  considerable  time,  during  which  practically  only  one  type 
was  built,  and  that  in  a  very  limited  number  of  small  sizes. 
The  largest  in  1880  was  20  h.p.    This  old  original  was  a  hori- 
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zontal  single  cylinder  four  cycle  form  and  as  designed  noisy  in 
operation,  of  only  moderate  compression,  very  large  and  heavy 
per  horsepower,  and  entirely  confined  to  illuminating  gas  mains 
for  fuel.  Today  these  engines  are  being  built  in  great  diversity 
of  form  and  detail  to  adapt  them  to  specific  service  require- 
ments, and  ten  thousand  different  designs  would  be  a  conserv- 
ative estimate.  They  are  being  built  and  manufactured  in 
larger  numbers  than  any  other  prime  mover  at  constantly  lessen- 
ing, though  still  not  low  enough  cost,  in  sizes  from  1  h.p.  to 
5000  h.p.,  in  speeds  from  40  or  50  r.p.m.  to  over  2000  r.p.m.,  in 
numbers  of  cylinders  from  one  to  eight  or  even  twelve,  operat- 
ing on  constant  pressure  and  constant  volume  internal  com- 
bustion principles,  with  both  the  two  and  four  cycle  mechan- 
ism, cylinders  and  pistons  both  single  and  double  acting.  This 
is  the  result  of  a  period  of  active  design,  which,  in  addition  to 
developing  a  group  of  typical  forms  and  arrangements  of  each 
group  of  structural  elements  for  executing  the  various  respect- 
ive engine  functions,  has  also  resulted  in  establishing  pretty 
definite  types  of  engines,  each  adapted  to  some  one  service  con- 
dition. Engine  design  today  is  definitely  characterized  by 
strong  tendency  toward  greater  diversity  of  type  form  for  bet- 
ter adaption  to  new  service  conditions  and  by  a  corresponding 
trend  toward  standardization  of  details  for  each  type.  Design 
of  any  one  type  ranges  between  two  extreme  limits,  one  the 
result  of  an  effort  to  get  long  life,  independent  of  first  cost, 
and  the  other  disregarding  life,  seeks  minimum  first  cost;  the 
former,  an  expensive,  the  latter  a  cheap  style;  the  former  for 
long,  hard  service,  the  latter  for  shorter  or  intermittent  service. 
Internal  combustion  engine  design  is,  therefore,  proceeding 
along  lines  of  evolution  as  has  the  steam  engine.  After  over 
two  hundred  years  of  steam  engine  design  there  are  today  more 
different  forms  of  steam  engine  than  ever  before,  and  while 
each  class  tends  toward  standardization  of  its  detail  parts, 
there  is  no  tendency  for  one  class  to  conform  to  the  other, 
quite  the  contrary.  It  may,  therefore,  be  expected  that  in  the 
future  there  will  be  greater  diversity  of  gas  engines  in  typical 
arrangements  or  type  constructions,  but  a  greater  and  greater 
adherence  to  characteristically  good  details  of  construction 
applied  to  them  all,  or  in  type  groups. 


WifUff  eyitle  eni^nen^  now  the  smallest  elaas  in  size,  are  all 
vtsriuinX  %tn^\H  Wftimt^^  are  all  four  eyele,  all  air  eooled;  exeept- 
iflic  minor  details  they  differ  only  in  number  or  arrangement  of 
tiyWuiUrn^  including  the  single  cylinder,  two  cylinders  set  '^V" 
iritb  0tui  crank  and  the  four  cylinder,  four  crank  styles  with 
MmU*M  of  0*  and  180^,  the  former  for  balance.  They  are  all 
high  speed  to  minimize  the  weight,  and  surprisingly  reliable 
in  tb<$ir  main  parts,  though  cheap,  because  low  cost  is  due  to 
mariiifiicttjring  methods,  not  bad  design.  Such  interruptions 
as  occur  are  due  mainly  to  ignition  and  carburetion  equipment 
or  Vfilv»M,  rather  than  to  failure  of  what  is  more  properly  the 
itngino  iUolf. 

Tho  automobile  engine,  next  in  order,  ranges  in  size  from 
hardly  moro  than  a  motor  cycle  engine  as  a  minimum  to  up- 
ward of  100  h.p.,  and  is  always  a  multi-cylinder  single  acting 
tuigino  today,  with  a  tendency  toward  an  increasing  number  of 
(lylliidiTN.  Tho  single  cylinder  style  formerly  built  has  passed 
nwiiy,  larMft^ly  because  of  poor  balance  and  fl3rwheel  weight. 
The  two  oyiindor  horizontal  opposed  is  still  retained  but  to  a 
HUUill  doi(roo,  as  its  balance  and  weight  are  within  reason,  but 
not  so  good  as  with  more  cylinders.  Three  cylinders  are  un- 
kuowu;  fo\ir  cylinders  parallel  most  common;  six  in  line  next 
in  ordor,  and  there  Anally  has  appeared,  apparently  to  stay,  the 
t^ltfht  oyiindor  'W-type,  consisting  of  two  sets  of  four  in  line 
at  an^loH  of  45^  or  90^  with  four  crank  pins,  all  in  the  interest 
of  halam^o  at  tlrst  and  turning  effort  later.  Of  American  auto- 
n\obila  on^inos  now  being  built  SO.S^c  have  four  cylinders; 
45Kr^  »lx,  and  0,6' o  eight.  These  cylinders,  formerly  cast  in 
outk  piooo  with  their  heads  and  jackets  are  beginning  to  con- 
form to  stationary  praotioe,  and  now  30.6%  have  separate 
head«  while  t>iV4*V  are  still  east  with  heads  integraL  The  cylin- 
ders themselviva  are  east  sinsrle,  in  6.1  *c  of  the  fours,  and  2.5% 
\\(  the  si\t\^;  in  |vurs,  in  2;v;v>  of  the  fours,  30.4%  of  the  sixes; 
in  th^^^^^s.  in  2ivt^>  of  the  sixes:  rn  hloc  or  one  piece^  in  70.4% 
\\f  the  tVurs  and  4iVo%  of  the  sixes.  Where  formerly  each 
evAnk  lu^d  a  beAriusj  on  eaoh  sivie,  now  a  Tarietr  of  arrange- 
w.onts  Hsx^  n:^\l;  of  the  four  ovliiulor  er.^ines  22^%  use  two 
Ks-^rxucs.  t^r  V  use  thrtv.  ar.vi  oiily  11%  usu?  f.ve:  of  the  six 
vN^xv.vur  ev.^'.r.os.  44'V  use  ihrtv  be^irh^iTs,  37%  us«  four  and 
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19%  use  seven  bearings.  Formerly  all  used  poppet  valves  but 
recently  sleeve,  rotary  and  piston  valves  have  appeared  and  are 
used  in  4.9%  of  the  engines.  Poppet  valves,  the  present  stand- 
ard form,  are  located  5%  in  the  heads,  19.2%  on  opposite  sides 
and  71%  on  the  same  side,  the  tendency  being  to  avoid  two 
cam  shafts  and  to  minimize  valve  gear.  Most  of  them  use  pur- 
chased carburetors  and  ignition  equipment,  and  the  latter  has 
materially  changed  in  system  since  electric  starting  generators, 
motors  and  storage  batteries  became  standard  equipment. 
Where  a  year  ago  87.3%  used  magnetos,  alone  or  with  bat- 
teries, dry  or  storage,  this  is  now  reduced  to  59.5%,  of  which 
only  12.7%  use  magnetos  only;  a  clear  indication  of  a  tendency 
to  eliminate  this  auxiliary.  On  the  other  hand  while  a  year 
ago  only  11.9%  used  D.C.  generators  alone  with  batteries,  this 
has  increased  to  37.9%,  and  dependence  on  batteries  alone,  the 
original  standard,  has  almost  entirely  disappeared.  The  high 
speed  makes  make-and-break  ignition  apparatus  difficult  to 
design  and  this,  coupled  with  the  fact  that  jump  spark  can  be 
purchased  complete  from  special  manufacturers,  is  responsible 
for  an  almost  univesral  use  of  the  latter.  With  the  exception 
of  the  few  horizontal  two  cylinder  opposed  and  the  increasing 
number  of  the  inclined  "V"-type,  all  automobile  engines  are 
vertical.  All  are  high  speed  and  all  now  four  cycle,  the  two 
cycle  having  been  tried  and  rejected.  With  the  exception  of 
practically  only  one  make,  all  automobile  engines  are  water 
cooled.  The  enormous  number  in  which  they  are  made  has 
made  possible  great  perfection  in  construction  at  low  cost 
through  a  true  manufacturing  system  of  economical  and  accu- 
rate production,  using  new  materials  and  shop  methods.  As  to 
methods,  progress  has  been  greatest  in  the  foundry,  where 
castings  of  a  quality  never  before  dreamed  of  as  possible  are 
now  made  in  great  quantities  daily.  In  the  machine  shop  many 
special  tools  have  been  perfected  and  new  systems  of  assembly 
and  inspection  created.  As  to  materials,  it  may  truly  be  said 
that  the  general  introduction  of  the  alloy  steels  of  high  tensile 
strength  and  great  toughness  in  all  branches  of  shop  practice  is 
due  to  this  automobile  engine  development. 

Aero  engines  for  aeroplanes,  hydro-aeroplanes  or  dirigi- 
bles have  become  a  class  in  themselves,  chiefly  characterized  by 
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light  weight,  without  which  controlled  air  flight  is  impossible. 
In  type  form  these  are  partly  similar  to  the  automobile  engine 
of  four  or  six  water  cooled  cylinders  in  line,  and  the  eight  or 
twelve  cylinders  ''V",  but  in  addition  there  must  be  noted  the 
distinctly  aero  engine  of  many  revolving  cylinders  with  one 
crank,  and  air  cooled.  The  first  Wright  engine  was  modeled 
directly  on  the  automobile  style  but  redesigned  for  weight, 
which  was  brought  down  to  seven  pounds  per  h.p.  In  later  de- 
signs of  four  and  six  parallel  and  eight  ^'Y"  cylinders,  this 
weight  has  been  brought  down  to  about  4  pounds  per  h.p.  The 
lightest  of  all  is  the  revolving  cylinder  type  weighing  2^ 
pounds  in  large  and  3  pounds  per  h.p.  in  small  sizes,  which, 
however,  is  closely  approached  by  an  English  twelve  cylinder 
<<y>»  weighing  2.9  lbs.  per  h.p.  in  a  size  of  225  h.p.  The  speed 
of  these  engines  is  high,  from  1200  r.p.m.  for  revolving  cylin- 
ders and  some  auto  styles  up  to  2000  r.p.m.  maximum  for  the 
latter.  High  thermal  efBiciency  is  just  as  important  for  this 
class  as  weight,  as  tank  and  fuel  weights  must  be  carried  and 
here  the  auto  type  is  best,  giving  its  power  on  %  pound  of  gas- 
oline per  b.h.p.  hour,  the  revolving  type  using  appreciably 
more  because  of  air  resistance,  opposing  cylinder  rotation.  Re- 
liability is  being  sought  by  increasing  bearings,  doubling  of 
valves  and  ignition  equipment,  increased  use  of  alloy  steels  and 
last,  but  most  important,  by  installing  double  or  triple  engines, 
any  one  large  enough  to  develop  enough  propulsive  effort  to 
insure  safety  of  aeroplanes. 

Motor  boat  engines  range  from  the  one  horsepower  single 
cylinder  engine,  through  larger  single  cylinders  and  then 
through  multi-cylinder  grouping  to  get  larger  capacity,  up  to 
1000  h.p.  per  cylinder  and  6000  h.p.  in  six,  which  latter  operate 
on  the  Diesel  system.  The  smaller  ones  are  now  divisible  into 
three  groups  according  to  speed,  first  under  500  r.p.m.,  second 
500«8(X)  r.p.m.  and  third  over  800  r.p.m.  Marine  engines  are  all 
vortioal  mvossarily,  except  for  the  detachable  kind  used  on  row- 
bivits.  are  all  water  cooled  but  imlike  the  previously  described 
ola^sii^s  are  to  a  considerable  extent  two  cycle  though  undoubtedly 
tiie  four  cycle  proilominatos.  While  in  some  instances  the  auto- 
mobile ty|>e  has  been  K^rrowed  bodily  and  installed  in  boats,  this 
can  not  be  n^ganled  as  the  normal  American  type  of  boat  a:i^iney 
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which  is  of  heavier  construction  to  adapt  it  to  operating  normally 
at  full  load  for  any  length  of  time.  This  continuous  long  time 
full  load  service  distinguishes  the  boat  from  the  automobile  en- 
gine, and  which  latter  rarely  has  full  load  imposed  upon  it,  and 
then  only  for  a  short  time,  and  from  the  aero  which  while  run- 
ning always  carries  full  load  but  which  does  not  run  as  long  as 
a  boat.  It  is  this  same  condition  of  normally  operating  at  full 
load  at  constant  speed  that  makes  the  two  cycle  engine  a  feasible 
proposition  for  boats ;  its  defects  of  irregular  operation,  miss  fire 
and  back  fire  become  noticeable  at  closed  throttle  for  maneu- 
vering or  at  low  speed  when  ox>erated  on  carburetors,  otherwise 
it  would  be  more  widely  used  than  it  is.  Absence  of  this  low 
load  irregularity  in  injection  oil  engines  is  responsible  for  a 
wider  use  of  two  cycle  engines  in  this  class  than  of  four. 
Economy  of  small  boat  engines  is  not  of  very  great  importance 
compared  to  handiness  and  reliability,  and  this  again  favors  the 
two  cycle  as  does  also  weight  per  horsepower. 

The  really  typical  thing  about  these  motor  boat  engines  is 
the  large  variety  of  sizes,  speeds  and  number  of  cylinders  now 
on  the  market  and  the  large  number  of  different  makes.  Ac- 
cording to  a  recent  analysis  by  Motor  Boating  there  are  now 
built  standard  and  offered  for  sale  1571  different  sizes  and 
styles  of  engines,  both  two  and  four  cycle,  ranging  in  size  from 
1  h.p.  to  800  h.p.  while  larger  sizes  are  built  on  order.  Of  these, 
662  are  two  cycle  and  900  four  cycle.  Cylinder  sizes  range 
from  3'"  X  3'^  to  16"  x  30'^  and  numbers  of  cylinders  1,  2,  3,  4,  6, 
8,  9  and  12.  Single  cylinder  two-cycle  engine  sizes  range  from 
1-25  h.p.  low,  1^-12  h.p.  medium  and  1^^-15  h.p.  high  speeds; 
two  cylinder  4-400  h.p.  low,  3-35  h.p.  medium  and  1^-25  high 
speed ;  three  cylinder,  10-85  h.p.  low,  5-36  h.p.  medium,  6-45  h.p. 
high  speed;  four  cylinder  20-800  h.p.  low,  4-45  h.p.  medium, 
12-150  h.p.  high  speed,  with  larger  numbers  of  cylinders  only 
in  the  high  speed  class.  The  speed  classes  are  0-500  r.p.m.  low, 
501-800  r.p.m.  medium,  and  over  800  r.p.m.  high.  Similarly, 
for  four  cycle  engine  the  cylinder  numbers  and  capacities  are : 
for  one  cylinder  2l^-12%  h.p.  low,  2-10  h.p.  medium,  V/^  to  10 
h.p.  high;  two  cylinders  4-65  h.p.  low,  6-30  h.p.  medium,  4-30 
h.p.  high ;  three  cylinders  9-150  h.p.  low,  no  medium,  6-45  h.p. 
high;  four  cylinders  the  most  common,  10-240  h.p.  low,  10-122 
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h.p.  medium,  9-100  h.p.  high ;  six  cylinders  25-360  h.p.  low,  7^- 
200  h.p.  medium,  18-160  h.p.  high ;  eight  cylinders  100-160  h.p. 
low,  75-225  h.p.  medium  and  50-200  h.p.  high. 

This  shows  clearly  not  only  the  wide  variety  but  the  ten- 
dency to  build  larger  powers  in  larger  numbers  of  cylinders, 
prompted  by  more  uniform  turning  effort,  better  balance  and, 
by  no  means  least,  great  reduction  of  trouble  that  comes  with 
large  bores.  As  weights  are  of  considerable  importance  some 
figures  of  standard  practice,  especially  as  affected  by  cycle, 
speed  and  number  of  cylinders  are  of  value  and  these  are  shown 
in  the  following  table  as  averages. 

AMEBICAN  MOTOR  BOAT  ENGINE  WEIGHTS  PEE  HP. 


Number 
of 
Cylinders 

Two  Cycle 

Over 

Four  Cycle 

Over 

0-500 

500-800 

800 

0-500 

500-800 

800 

r.  p.  m. 

r.  p.  m. 

r.  p.  m. 

r.  p.  m. 

r.  p.  m. 

r.  p.  m 

1 

50 

40 

30 

80 

65 

25 

2 

40 

30 

20 

75 

60 

18 

3 

35 

25 

15 

70 

55 

12 

4 

30 

20 

10 

65 

50 

10 

6 

5 

58 

45 

5 

8 

55 

4 

These  are  in  striking  contrast  to  the  weights  of  some  station- 
ary engines,  which,  for  example,  have  exceeded  400  pounds  per 
h.p.  with,  and  300  lbs.  without  flywheels. 

Of  the  motor  boats  shown  at  the  annual  exhibition  this 
year  the  average  two  cycle  engine  was  of  9  h.p.,  4.41'^  x  4.58", 
at  647  r.p.m.  and  weighing  39  lbs.  per  h.p.,  while  the  average 
four  cycle  engine  was  of  49  h.p.,  5.09"  x  6.36",  at  823  r.p.m.  and 
weighing  35  lbs.  per  h.p.  (Motor  Boating).  This  shows  the  ten- 
dency to  limit  the  two  cycle  engine  to  smaller  capacities  and 
lower  speeds.  Of  the  two  cycle  engines  shown,  50%  had  one 
cylinder,  43%  two,  6%  three  and  1%  four,  while  of  the  four 
cycle  engines  3%  had  one  cylinder,  15%  two,  8%  three,  48% 
four,  21%  six  and  5%  eight.  Of  the  two  cycle  engines  38% 
were  of  the  two  port  and  62%  of  the  three  port  and  least  effic- 
ient but  simplest  arrangements ;  while  of  the  four  cycle  engines 
44%  had  poppet  valves  on  opposite  sides,  39%  on  one  side,  11% 
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in  the  head  and  6%  mixed.  Ignition  systems  on  two  cycle 
engines  were  50%  jump  spark,  42%  make  and  break  and  8% 
mixed,  while  of  four  cycle  engines  45%  had  dual,  24%  single, 
20%  double,  5%  make  and  break  and  5%  mixed  make  and 
break  jump  spark.  This  ignition  equipment  condition  is  quite 
different  from  the  automobile  where  the  jump  spark  with  D.C. 
generator  predominates  and  from  the  stationary  field  where 
make  and  break  is  almost  universal. 

Internal  combustion  or  so-called  gas  tractors  for  road,  and 
locomotives  for  rail  haulage,  developed  first  from  the  stationary 
engines  of  the  farm  type  located  on  wagons  to  be  drawn  by 
horses  for  portability.  These  were  subsequently  geared  to  the 
wheels  of  those  wagons  to  constitute  a  tractor  without  any 
engine  change,  whatever,  though  later  modifications  were  in- 
troduced in  the  design  of  the  engine  to  more  particularly  adapt 
it  to  traction  purposes,  and  today  about  half  of  them  are  built 
along  the  automobile  engine  line,  which  has  been  adopted  bod- 
ily and  set  on  the  frame.  There  is  practically  no  weight  limi- 
tation to  the  engine  of  a  tractor  or  locomotive,  which  must  be 
heavy  to  secure  traction.  The  problem  is  thereby  fundament- 
ally different  from  that  of  the  automobile  and  railroad  motor 
car.  While  the  total  weight  of  locomotive  or  tractor  may  be 
reasonably  high,  there  enters  the  limitation  that  the  weight 
must  be  properly  placed  with  reference  to  the  traction  wheels, 
usually  only  two.  This  bears  directly  upon  the  subject  of  re- 
design of  the  engine.  The  old  stationary  farm  engine  as  origi- 
nally installed  carried  a  fairly  heavy  bed  plate  and  flywheel 
and  as  mounted  to  get  room  for  the  gearing  the  crank  shaft 
was  set  parallel  to  the  axle  and  forward,  the  cylinder  head 
pointing  back.  This  threw  the  center  of  gravity  too  far  for- 
ward. Two  classes  of  modification  were,  therefore,  developed, 
the  first  was  to  leave  the  shaft  and  gears  where  they  were  and 
reduce  the  weight  of  the  engine,  by  using  higher  speeds  and 
cutting  down  engine  bed  and  flywheel,  putting  the  weight  so 
saved  into  the  frame  and  wheels  of  the  tractor  or  locomotive. 
The  second  was  the  adoption  of  the  automobile  engine  with  a 
different  set  of  gears  to  permit  the  engine  to  be  moved  fore  and 
aft  where  its  weight  would  do  the  most  good. 

Out  of  this  development,  started  by  the  manufacturers  of 
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agricultural  implements,  there  have  been  produced  what  might 
be  described  three  different  industries  to  which,  of  course,  the 
automobile  has  also  contributed.  The  first  and  largest  of  these 
is  the  manufacture  of  road  or  farm  tractors  including  road 
rollers,  which  are  now,  so  far  as  engines  are  concerned,  of 
three  classes ;  that  retaining  the  original  farm  engine  of  one  or 
two  cylinders  of  moderate  speed  and  heavy;  that  with  reduced 
weight  of  higher  speed  and  at  least  two  cylinders  with  mini- 
mum frame  and  flywheels,  and  finally  that  which  is  distinctly 
of  automobile  type,  high  speed  and  four  cylinder.  These  trac- 
tors are  now  built  in  sizes  from  about  ten  to  nearly  one  hundred 
horsepower,  and  the  tendency  is  to  reduce  size  to  reach  the 
maximum  number  of  small  farmers.  Tractors  are  all  low  speed 
machines,  two  to  three  miles  per  hour,  so  that  much  gearing 
down  is  essential,  especially  as  tractor  wheels  are  often  as  large 
as  nine  feet  in  diameter.  The  second  new  industry  is  that  of 
the  internal  combustion  locomotives  which  is  a  logical  develop- 
ment of  the  last  type  of  tractor  as  it  is  also  a  low,  though 
higher  speed  machine  for  hauling,  but  now  on  rails.  The  stand- 
ard engine  at  present  is  a  four  cylinder  vertical  engine  of  mod- 
erate speed,  being  more  marine  than  automobile  in  class,  geared 
to  driving  wheels  to  give  locomotive  speeds  ranging  from  four 
to  ten  miles  per  hour,  and  weights  from  three  to  about  twenty 
tons,  the  larger  size  having  engine  cylinders  about  9'^  z  16'^. 
The  third  new  industry  of  the  group  is  that  of  self  contained 
railroad  car  built  now  in  a  wide  range  of  sizes,  and  <;ar  speeds 
up  to  and  exceeding  a  mile  a  minute  and  using  the  four  cylin- 
der or  eight  cylinder  **V"  automobile  type  engine  from  50  h.p. 
to  300  h.p.  x>er  car.  The  two  leading  styles  differ  radically  in 
drive,  one  having  direct  gear  drive  with  variable  engine  speed, 
and  the  other  operating  electric  generators  at  constant  speed 
with  electric  motors  on  the  trucks,  electrically  controlled  for 
speod  and  torque.  In  this  class  of  service  engine  weights  must 
be  low,  contrary  to  the  tractor  and  locomotive  requirements, 
and  the  electric  drive  250  h.p.  engine,  probably  the  highest  de- 
volopment,  eight  cylinder  **V",  weighs  about  35  lbs.  per  h.p. 
exolusiive  of  electrical  equipment. 

Stationary  engines  are  all  water  cooled  beyond  a  few 
small  ones  of  about  one  horsepower.    Up  to  approximately  400 
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h.p.  they  are  all  single  acting,  but  both  horizontal  and  vertical, 
single  and  multi-cylinder,  though  midti-cylinder  engines  are 
almost  exclusively  vertical,  and  horizontal  engines  almost  ex- 
clusively single  cylinder,  though  there  is  now  a  slight  tendency 
toward  multi-cylinder  horizontal  units.  Except  for  a  few  single 
acting  tandem  engines,  each  cylinder  has  its  own  crank.  Above 
400  h.p.  while  there  are  a  few  multi-cylinder  vertical  engines; 
the  number  is  small,  most  of  these  large  engines  being  double 
acting  and  when  double  acting,  single,  tandem  and  tandem 
twin  cylinders  but  with  never  more  than  two  cranks  and  then 
usually  of  the  overhung  instead  of  the  center  crank  type. 
Double  acting  engines  of  any  one  builder  are  made  in  only  a 
few  sizes  of  cylinder,  commercial  capacities  being  obtained  by 
multiplication.  Thus,  a  500  h.p.  double  acting  cylinder  will 
make  tandem  1000  h.p.  and  tandem  twin  2000  h.p.,  or  a  1200 
h.p.,  the  largest  single  cylinder  make,  2500  h.p.  tandem,  and 
tandem  twin  5000  h.p.  sizes.  All  double  acting  engines  have 
been  kept  horizontal  because  the  great  weight  of  the  water 
cooled  reciprocating  parts,  including  piston  and  tail  rods,  cross- 
heads  and  pistons,  has  been  so  serious  a  handicap  that  no  de- 
signer has  yet  dared  to  build  them  of  the  vertical  form  though 
there  is  every  reason  to  believe  that  vertical  engines  of  this  type 
will  be  built  some  day,  following  the  vertical  single  acting, 
tandem  engines  that  have  recently  appeared. 

In  point  of  numbers  produced  and  used,  the  single  cylinder 
horizontal  engine  is  far  in  the  lead.  It  is  built  in  styles  rang- 
ing from  the  cheap  form,  primarily  designed  for  farm  use,  but 
equally  adapted  for  small  shop  drives  of  hit-and-miss  regula- 
tion and  operating  on  gasoline,  up  to  the  highly  refined  and 
expensive  modem  development  and  is  often  doubled  in  two 
cylinders,  but  not  more.  Next  in  order  of  number  comes  the 
multi-cylinder  vertical  of  two,  three  and  four  cylinders.  Both 
the  multi-cylinder  vertical  single  acting  engines  and  single  or 
double  cylinder  horizontal  cheap  design,  average  about  200  lbs. 
per  h.p.  in  larger  sizes  and  the  single  or  twin  single  acting  hori- 
zontal ones  of  refined  design  about  300  lbs.  per  h.p.  without  fly- 
wheels, about  the  same  as  the  double  acting  horizontal  engines. 

With  very  few  exceptions,  stationary  engines  are  all  four 
cycle  though  great  numbers  of  successful  two  cycle  engines 
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have  been  built,  tried  and  retired,  because  of  inefficiency,  and  of 
difficulty  of  control  at  light  loads  in  all  cases  where  mixture  is 
admitted  to  the  cylinder,  that  is,  in  all  except  the  oil  injection 
classes.  This  inefficiency  of  two  cycle  engines  is  due  partly  to 
escape  of  unburned  fuel  in  the  exhaust,  arising  from  the  neces- 
sarily non-homogeneous  charge  that  is  formed  when  a  fresh 
charge  directly  displaces  a  burnt  charge,  diffusing  at  the  surface 
of  contact.  This  same  non-homogeneity  of  charge  is  responsible 
for  the  uncertainties  of  operation  at  light  loads  when  burnt  gases 
so  largely  prevail  in  the  cylinder.  Low  two  cycle  efficiency  is, 
however,  largely  due  to  the  fact  that  two  cycle  cylinders  must 
necessarily  run  at  a  higher  mean  temperature  than  four  cycle 
because  of  the  double  number  of  explosions  per  minute  which 
requires  reduction  of  compression.  FinaUy,  the  negative  work 
of  the  pre-compression  charging  pumps  is  a  dead  loss,  which 
formerly  ran  as  high  as  15%  of  the  motor  cylinder  work.  It  is 
now  reduced  in  large  engines  to  7%  or  8%. 

Structural  form  of  these  stationary  engines  and  their  parts, 
while  still  in  the  evolutionary  stage  in  some  respects,  has  in 
general  settled  down  to  some  well  defined  types  that  are  worth 
review.  Cylinder  and  frame  arrangements  have  developed  from 
the  original  horizontal  type  of  overhung  cylinder,  bolted  at  the 
forward  end  to  a  S3rmmetrical  frame  casting  which  carries  the 
main  bearings  of  a  center  crank,  cylinder  and  jacket  being  cast 
in  one  piece  and  with  a  separate  head  bolted  on.  This  is  still 
retained  but  with  modifications,  all  of  which  must  be  consid- 
ered with  reference  to  this  as  the  starting  point  though  some  of 
these  changes  are  quite  material.  The  overhung  or  end  con- 
nected cylinder  with  jacket  cast  in  one  piece  is  today  the  stand- 
ard for  both  horizontal  and  vertical  engines  up  to  certain  sizes, 
at  which  size  a  change  is  introduced,  prompted  by  the  two  sep- 
arate considerations.  ^Vhen  the  size  becomes  large  enough, 
somewhat  over  12"  bore,  the  difference  in  expansicm  of  internal 
barrel  and  external  jacket  due  to  the  differences  in  their  mean 
temperature,  is  appreciable  and  unless  the  internal  walls  can 
expand  independently  of  the  outer,  distortions  that  promote 
wear  and  impose  injurious  stresses  will  take  place.  In  the  case 
of  the  larsre  horizontal  cylinder,  the  excessive  gravitational  mo- 
ment of  the  overhung  cylinder  connection  requires  bottom  sup- 
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port  under  the  head  end,  but  this  bottom  support  must  be  of  the 
free  sliding  variety  rather  than  a  bolted  down  fixed  joint. 

Two  typical  constructions  have  been  developed  to  provide 
for  the  expansion  of  the  inner  barrel.  The  first  of  these  adapted 
to  single  acting  engines  involves  the  extension  of  the  frame 
backward  to  the  head  of  the  cylinder,  to  which  point  of  support 
both  the  cylinder  and  the  head  itself  are  bolted.  The  frame  thu» 
backwardly  extending  constitutes  the  water  jacket  wall  and  the 
cylinder  proper  becomes  a  liner  held  at  the  head  end  but  free 
at  the  crank  end.  This  system  is  practically  a  standard  for  all 
the  better  class  of  single  acting  engines.  The  jacket  is  truly  a 
part  of  the  engine  frame,  resisting  not  only  lateral  forces  but 
taking  up  longitudinally  the  thrust  between  the  cylinder  head; 
and  the  main  bearing.  The  cylinder  proper  or  liner  resists 
bursting  stresses  but  is  relieved  of  longitudinal  stresses  as  it  can! 
expand  through  a  slip  joint  at  the  crank  end.  A  second  modi^ 
fication  of  the  old  one  piece  cylinder  and  jacket  was  originally 
developed  in  one  of  the  better  types  of  single  cylinder  hori- 
zontal engines  but  has  been  adapted  to  the  large  double  acting 
engines  for  which  it  is  now  standard,  though  it  is  not  yet  used 
in  vertical  engines  to  which  it  seems  as  well  adapted.  This  in- 
volves the  transmission  of  the  longitudinal  forces  or  head  thrust 
through  the  inner  or  true  cylinder  barrel,  the  jacket  no  longer 
acting  as  a  frame,  but  merely  as  an  enclosing  envelope  with  an 
expansion  joint  between  it  and  the  cylinder.  This  is  a  lighter 
construction  because  the  cylinder  barrel  if  strong  enough  to 
resist  bursting,  is  more  than  strong  enough  to  resist  horizontal 
stresses.  It  may,  therefore,  act  as  a  frame  member  just  as  it. 
does  in  steam  engines  and  have  for  the  jacket  the  simple  func-' 
tion  of  holding  low  pressure  water.  This  construction  is  well 
adapted  to  the  double  acting  cylinder,  a  connecting  yoke  join- 
ing cylinders  at  their  ends  by  the  same  type  of  joint  as  connects 
the  forward  cylinder  to  the  shaft  frame.  These  two  alternatives 
avoid  excessive  thermal  stresses  but  also  make  it  possible  to 
secure  better  cylinder  castings,  especially  in  the  former  case  of 
liner  construction,  which  is  so  far  confined  to  single  acting  en- 
gines, both  horizontal  and  vertical,  and  which  is  the  heavier  of 
the  two,  necessarily.  Large  double  acting  cylinders  are  often 
cast  in  two  pieces  and  these  are  easily  fitted  with  hard  liners  to 
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avoid  reboring,  held  by  a  ceoter  ring  between  the  two  parts  of 
the  cylinder  casting. 

The  old  end  to  end  connection  between  cylinder  and  frame 
that  started  with  the  original  overhung  horizontal  one  piece 
cylinder  and  jacket,  without  provision  for  its  expansion  and 
extension,  remains  the  standard  for  all  types  of  small  and  some 
fairly  large  engines,  with  one  exception.  This  exception  has 
been  developed  for  small  cheap  horizontal  engines,  though  used 
in  a  few  large  ones,  and  consists  of  a  side  connection  of  cylinder 
to  frame  by  lugs  or  flanges,  cast  on  the  former,  resting  on  two 
flat  surfaces  machined  on  the  frame.  It  saves  machine  work  at 
the  expense  of  metal  and  is  proper  where  weight  is  of  no  con- 
sequence and  cast  iron  cheaper  than  labor. 

Head  constructions  have  passed  through  a  somewhat  simi- 
lar series  of  changes  to  the  present  standards.  Originally,  heads 
were  separate  castings,  bolted  to  the  cylinder  and  with  cored 
holes  for  communication  of  the  cylinder  water  space  with  that 
of  the  head  jacket.  The  difiSculties  of  keeping  this  packed 
joint  tight  against  outward  hot  gas  flow  and  inward  water  leak- 
age, either  of  which  is  fatal,  together  with  the  expense  of  ma- 
chining in  small  sizes,  has  led  to  two  modifications.  For  the 
small  engines,  especially  the  high  speed  automobile  engine,  the 
type  construction  adopted  was  the  single  jacket  cored,  casting 
for  both  head  and  cylinder,  extended  in  some  cases  to  include 
four  cylinders  in  one.  In  some  cases  sheet  metal  jackets  have 
been  used  around  the  barrel.  They  can  hardly  be  reported  as  in 
general  use  though  they  should  be  where  low  weight  is  import- 
ant. Recently,  however,  it  is  interesting  to  note  that  the  one 
piece  cylinder  and  head  construction  is  becoming  less  standard 
because  of  a  tendency  to  adopt  the  separate  head,  which  has 
alwa>*s  remained  the  standard  for  stationary  engines  and  which 
provides  the  necessary  accessibility  of  the  interior  parts.  The 
first  bold  departure  in  head  construction  was  taken  when  the 
head  jacket  was  made  entirely  independent  of  the  cylinder 
jacket,  leaving  the  packed  bolted  joint  solely  a  dry  gas  joint, 
for  which  it  can  be  properly  packed,  a  step  which  was  taken 
originally  in  the  larirer  size  of  single  acting  vertical  engines  and 
is  now  one  of  the  ai.vepteii  standards. 

The  intnxluotion  of  the  double  aotiusr  ensrine  had  led  to  a 
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further  modification  of  head  construction,  which  appears  to  be 
so  fundamentally  sound  as  to  warrant  general  acceptance  else- 
where. Starting  with  the  conclusion  that  the  valve  ports  must 
be  located  in  the  cylinder  casting  and  not  in  the  heads  of  these 
big  horizontal  engines,  and  that  the  width  of  the  jacket  space 
must  be  properly  large  to  secure  the  long  radius  of  curvature  of 
the  port  walls  to  minimize  expansion  stresses  developed  by  in-* 
temal  expansion,  the  cylinder  bore  has  been  carried  clear 
through  to  the  end,  past  the  ports,  and  the  head  turned  true 
externally  to  enter  the  bore  instead  of  resting  against  a  flat  end 
face.  In  this  case  the  head  jacket  is  confined  to  that  part  of  the 
head  casting  which  enters  the  cylinder  bore  without  any  lap* 
ping  over  on  the  end  face  of  the  cylinder  casting.  This  pro- 
vides the  most  easily  removable  head  and  the  most  easily  packed 
head  joint,  which  may  even  be  a  ground  one.  It  is  a  simple  con- 
struction and  one  which  might  be  used  with  profit  on  all  other 
classes  of  engine. 

fVames  of  horizontal  engines  are  all  heavy  castings,  not 
materially  different,  except  for  weight,  from  those  of  steam  en- 
gines, but  vertical  internal  combustion  engine  frames  are  almost 
universally  of  the  box  type,  in  striking  contrast  to  steam  en- 
gines which  are  either  of  open  steel  column  or  cast  '*  A"  type  for 
light  weight  And  accessibility.  There  is,  however,  a  recent  well 
marked  trend  toward  adoption  of  these  vertical  steam  engine 
frames  in  the  interest  of  weight  reduction  and  ease  of  inspec- 
tion, especially  in  marine  engines,  and  there  is  every  reason  to 
believe  that  the  future  vertical  engines  will  be  built  with  more 
cast  ^'A''  or  steel  column  frames  and  fewer  box  frames  than  in 
the  past,  though  piston  leakage  permits  the  escape  of  smoke  and 
fotd  gases  that  box  frames  confine.  Steam  engine  tendencies  are 
also  noted  in  an  increased  use  of  crossheads  on  some  large  single 
acting  engines,  which  is  interesting,  as  the  old  original  Otto 
engine  was  so  built. 

Valves  and  valve  gears  of  internal  combustion  engines  have 
passed  through  a  series  of  changes,  beginning  with  the  external 
Otto  slide  valve,  resulting  in  the  universal  adoption  of  the  pop- 
pet valve.  The  poppet  valve  of  conical  seat  type  is  the  only 
form  so  far  proved  to  be  capable  of  resisting  successfully  both 
the  high  temperature  and  the  large  stresses.    It  has  not,  how- 
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ever,  proved  quite  satisfactory  as  to  leakage,  and  when  large,  it 
does  impose  on  its  seat  excessive  localized  crushing  stresses  that 
promote  destruction  and  leakage.  This  dissatisfaction  is  respon- 
sible for  the  present  search  for  something  better  that  has  so  far 
resulted  in  extensive  experimental  trials  of  balanced  sleeve, 
piston,  internal  slide,  and  various  forms  of  cylindrical  or  ta- 
pered plug  valve.  This  has  resulted  so  far  in  demonstrating 
that  any  form  of  sliding  surface  valve  can  be  kept  cool  enough 
if  working  against  water  jacketed  casings,  even  when  wholly 
within  the  combustion  chamber,  if  it  is  not  too  thick,  and  if  a 
good  oil  film  is  maintained  to  keep  a  thermal  path  of  low  resist- 
ance 80  as  to  keep  down  the  thermal  gradient.  Great  interest  is 
concentrated  on  this  problem  as  it  may,  if  successfully  worked 
out,  have  important  influence  on  the  design  of  large  engines 
where  so  much  of  the  cost  is  due  to  the  difSculties  of  setting 
and  driving  of  the  now  standard  poppet  valve. 

Almost  every  conceivable  arrangement  of  valve  gear  has 
not  only  been  tried  out  but  brought  into  commercial  use  and  at 
first  it  seems  impossible  to  draw  any  general  conclusions  as  to 
typical  practice,  but  a  few  well  defined  principles  have  been 
developed.  Poppet  valves  in  small  and  medium  size  engines, 
operating  at  not  too  great  a  speed,  especially  of  the  low  priced 
class,  are  largely  of  the  so-called  automatic  type,  that  is,  open- 
ing and  closing  by  the  gas  pressure  without  the  assistance  of 
cams.  This  type  of  valve  construction  involving  as  it  does  con- 
siderable inertia,  is  excluded  from  all  large  engines  and  from 
high  speed  small  ones.  It  is  also  excluded  from  those  engines 
where  high  efiiciency  is  desired,  because  of  its  high  sux^tion 
resistances  which  introduce  negative  work  and  reduce  cylinder 
volumetric  efficiencies.  It  is,  therefore,  confined  today  to  en- 
gines of  the  farm  class  and  some  low  speed  boat  engines. 

"With  this  exception  the  conmion  poppet  valve  is  normally 
cam  opened  and  spring  closed,  on  all  existing  engines  of  every 
size  and  type,  and  the  valve  itself  is  of  one  piece  solid  construc- 
tion except  in  the  very  largest  sizes  of  exhaust  valves,  which 
until  recently  have  all  been  hollow  for  water  cooling  though 
recently  the  extra  complication  and  expense  of  this  has  led  to 
trials  of  plain  solid  exhaust  valves. 

It  is  in  the  location  of  the  valve,  the  mode  of  attachment 
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and  driving  gear  that  the  great  diversity  of  practice  is  found. 
Valves  are  set  with  stems  both  horizontal  and  vertical,  even  in 
one  engine ;  both  stems  in  the  head,  both  in  the  cylinder  or  one 
in  each ;  stems  parallel  to  the  axis  of  the  cylinder  or  at  right 
angles  and  pointing  up  or  down,  right  or  left.  Sometimes  the 
two  steins  are  parallel  side  by  side,  sometimes  parallel  opposed, 
both  in  and  out  of  line,  but  just  as  often  they  are  otherwise 
placed.  A  horizontal  stem  poppet  valve,  especially  when  the 
stem  bearing  becomes  worn,  or  the  stem  is  not  sufficiently  stiff, 
will  normally  seat  eccentrically  and  this  will  make  it  wear  out 
of  round  and  become  leaky.  Not  only  is  it  of  very  great  im- 
portance for  the  valve  to  seat  squarely  for  tightness,  but  also 
for  keeping  the  seat  and  valve  face  true  to  properly  distribute 
the  high  seat  stresses,  due  to  the  large  gas  pressures,  on  the 
valve  head.  This  seat  stress,  in  large  valves  and  engines  of  high 
maximum  pressures,  especially  the  Diesel  class,  may  become  so 
great  as  to  actually  crush  the  metal  at  the  point  of  contact.  It 
may  be  said,  therefore,  that  the  standard  positioning  of  the 
valve  is  confined  to  vertical  stems.  Horizontal  stems  are  to  be 
condemned  as  utterly  out  of  the  question  in  large  engines,  and 
are  permissible  only  as  a  make-shift  for  reducing  cost  in  the 
smaller  engines  where  the  valve  weight  is  small  and  tightness 
and  life  of  small  consequence  compared  with  first  cost. 

Even  with  the  conclusion  that  the  standard  positioning  of 
poppet  valves  must  be  vertical,  the  situation  while  partly 
cleared  up  is  not  entirely  so,  for  it  is  necessary  in  addition  that 
the  stem  be  sufficiently  stiff,  the  stem  bearing  sufficiently  lubri- 
cated and  the  seat  sufficiently  cold  to  resist  the  constantly  pres- 
ent wearing  influences  of  impact  and  hot  gas  erosion.  In  addi- 
tion to  these  considerations,  which  are  not  difficult  to  meet,  once 
recognized,  there  is  the  more  general  consideration  of  equal 
importance,  that  the  valve  location  be  such  as  to  provide  for 
the  maximum  simplicity  of  the  cylinder  and  head  castings  and 
the  maximum  accessibility  of  the  valve  for  inspection,  regrind- 
ing  and  replacement.  Proper  stem  stiffness  requires  an  amply 
large  diameter,  larger  than  is  normally  employed.  Long  stem 
bearing  life  is  insured  by  long  lubricated  bearings,  preferably 
provided  with  replaceable  bushings.  This  requires  a  stem  stuff- 
ing box,  the  importance  of  which  is  very  great  though  little 
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recognized.  There  is  an  almost  complete  absence  of  stuffing 
boxes  on  the  stems  of  existing  engines.  The  primary  object  of 
the  stufSng  box  is,  of  coarse,  to  prevent  the  consequence  of 
leakage.  Even  a  slight  leak  past  an  exhaust  valve  stem  will 
result  in  the  blowing  out  of  all  lubricant  on  each  exhaust  period. 
Exhaust  valve  stem  stuffing  boxes  are  used  on  some  of  the  better 
class  of  larger  engines,  but  on  no  smaU  or  medium  sized  ones. 
Leakage  past  an  inlet  valve  stem  is  just  as  serious  on  all  engines 
that  are  throttle  controlled  and  taking  mixture  during  suc- 
tion. This  includes  all  engines  except  the  farm  type  with  its 
hit-and-miss  governor,  a  few  large  engines  governed  by  varia- 
tion of  proportions  and  the  injection  oil  engines.  During  light 
load  with  throttle  nearly  closed  the  pressure  at  the  inner  end 
of  the  stem  bearings  may  be  as  low  as  one-third  of  an  atmos- 
phere, and  is  always  acting  and  causing  leakage  of  air  regard- 
less of  the  valve  position,  whether  open  or  closed.  This  will 
dilute  the  mixture,  interfering  with  the  air  and  gas  proportion- 
ing apparatus,  or  the  carburetor,  but  will  also  carry  inward  all 
lubricating  oil  and  keep  the  stem  dry.  It  seems  clear  that  the 
present  tendency  not  to  use  stuffing  boxes  on  poppet  valve  stems 
must  change  to  a  standard  adoption  of  them  on  all  first  class 
engines  designed  for  long  life. 

Proper  seat  life  is  equally  important  and  this  seems  to  be 
quite  generally  recognized.  Oas  leaks  erode  both  valve  face  and 
seat  to  a  surprising  degree  at  high  temperature.  This  is  met 
partly  by  original  design  and  partly  by  frequent  regrinding. 
This  regrinding  is  facilitated  by  the  mounting  of  valves  and 
springs  complete  in  removable  cages,  which  can  be  replaced  in 
a  very  short  time  if  spares  are  kept  on  hand,  allowing  the  re- 
grinding to  be  done  at  leisure.  This  construction  must  be  re- 
garded today  as  the  standard  high  class  practice  for  the  inlet 
valves  on  all  sizes  of  engines  and  for  the  water  eooled  exhaust 
valves  of  large  engines.  It  is  not  universal  for  exhaust  valves 
that  are  uneooled.  Inlet  valve  settings  do  not  require  special 
cooling  provisions  as  the  incoming  charge  will  accomplish  all 
the  cooling  that  is  necessary,  though,  of  course,  the  correspond- 
ing charge  heating  decreases  the  volumetric  efficiency  and  mean 
effective  pressure.  Exhaust  valves,  however,  are  heated  on  the 
combustion  chamber  face  during  each  expansion,  and  on  the 
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outer  face  and  stem  during  each  exhaust  stroke.  This  is  quite 
sufficient  to  produce  a  red  heat  in  operation,  at  which  tempera- 
ture long  life  is  very  difficult  with  any  metal  and  would,  of 
course,  be  aggravated  by  uncooled  cage  settings.  The  expense 
of  these  separately  jacketed  exhaust  cages  has  limited  them  to 
large  engines,  the  smaller  ones  adopting  instead  the  plan  of 
seating  the  exhaust  valve  directly  on  the  water  cooled  castings 
of  head  or  cylinder,  and  carrying  the  water  jacket  around  the 
valve  pocket  and  stem  bearing,  extending  it  in  some  cases  to 
the  exhaust  pipe  connections  to  limit  back  conduction  of  heat. 
Valve  gears  regardless  of  size  or  type  of  engines  all  have  a 
cam  as  one  element,  but  there  is  a  most  surprising  difference  of 
detail  in  the  operating  mechanisms,  not  pertinent,  however,  to 
the  lines  of  standard  practice.  These  cams  on  all  small  engines 
of  the  rotating  class  are  made  in  one  piece  with,  or  in  larger 
sizes  keyed  to,  a  half  speed  cam  shaft.  Valve  motion  is  taken 
from  them  by  rollers  provided  with  side  thrust  mechanism, 
through  a  system  of  linkage  rods  leading  to  the  valve  stem.  All 
large  engines  with  one  exception  have  abandoned  the  rotating 
cam  because  the  large  inertia  of  the  reciprocating  parts  be- 
tween cam  and  the  valve  stem,  which  inertia  introduces  large 
unnecessary  valve  gear  forces.  This  heavy  linkage  inertia  on 
opening  the  valve  imposes  excessive  acceleration  loads  on  the 
roller  and  cam,  in  addition  to  the  spring  load.  This  spring  load 
itself  must  be  very  large  to  give  a  proper  high  speed  of  closure 
to  the  heavy  linkage.  To  limit  this  excessive  spring  load  and 
linkage  accelerating  force,  together  producing  excessive  cam 
and  roller  loads,  practice  in  this  respect  has  been  standardized 
to  the  use  of  the  oscillating  or  wiper  type  of  cam  as  close  as  pos- 
sible to  the  valve  stem  itself,  all  connecting  linkage  being  posi- 
tively driven  in  both  directions  by  an  eccentric.  The  better 
class  of  horizontal  engines  of  all  sizes,  both  single  and  double 
acting,  locate  the  half  speed  shafts  parallel  to  the  axis  of  the 
cylinder  carried  on  bracket  bearings  and  extending  the  entire 
length  from  crank  shaft  to  cylinder  head.  This  provides  ample 
room  for  not  only  the  cams  or  eccentrics  but  also  for  governor, 
pump  and  igniter  drives.  The  thoroughly  good  characteristics 
of  this  horizontal  half  speed  cam  or  eccentric  shaft  are  such  as 
to  make  it  unlikely  that  it  will  ever  be  changed  for  the  large 
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double  and  tandem  engine,  thoagh  its  high  cost  makes  it  likelj 
that  a  horizontal  single  acting  engine  may  ultimately  adopt 
another  form.  One  alternative  construction  originally  devel- 
oped for  the  small  cheap  engine  is  subject  to  a  modification  that 
makes  it  a  serious  competitor.  This  is  a  very  short  half  speed 
shaft  parallel  and  close  to  the  crank  shaft  carried  on  the  frame, 
with  long  push  rods,  to  operate  the  valves  directly  or  through 
rocker  arms.  On  the  larger  engines  these  push  rods,  which  act 
as  long  columns,  would,  if  made  stiff  enough,  become  so  heavy, 
as  to  introduce  excessive  inertia,  but  this  difficulty  can  easily 
be  met,  though  it  has  not  been  as  yet,  by  the  substitution  of  ten- 
sion rods  for  push  rods,  placing  the  roller  on  the  opposite  side  of 
the  cam  shaft.  There  is  ample  justification  for  this  simple  and 
cheap  valve  gear,  which  lends  itself  not  only  to  the  horizontal 
engine,  but  equally  well  to  the  vertical  and  to  the  multiple  as 
well  as  to  the  single  crank,  since  a  cam  shaft  parallel  to  the 
crank  shaft  can  be  extended  indefinitely  across  any  number  of 
cylinders. 

Design  of  the  parts  and  groups  of  parts  of  engines  and 
auxiliaries  that  have  contributed  so  much  to  advance  the  internal 
combustion  engine,  and  that  require  further  development  and 
perfection  to  extend  their  field  of  influence,  might  be  profitably 
discussed  at  great  length  but  space  forbids  more  than  a  mention 
of  a  few.  These  include  selection  of  materials,  lubrication,  reg- 
ulation, mixers  and  proportioners,  gas  regulators,  meters,  start- 
ing, exhaust  piping  and  silencing,  ignition  systems  and  appa- 
ratus, water  cooling  and  purification;  plant  heat  economizing 
appliances,  air  and  water  pumps  and  tanks,  gas  cleaning  and 
tar  extraction ;  oil  heaters,  pumps,  injectors  and  spray  nozzles ; 
packings,  pistons,  piston  rods,  stuffing  boxes,cross  heads,  gov- 
ernors, crankshafts  and  flywheels;  together  with  the  variable 
speed  transmission,  reversing  and  disengaging  systems  and  ap- 
paratus that  have  been  and  still  are  such  essential  factors  in  the 
adaptation  of  internal  combustion  engines  to  vehicles  and  boats. 

Throughout  the  whole  active  period  of  internal  combustion 
engine  development,  during  the  early  part  of  which  accidents 
and  failures  were  so  frequent  and  discouraging,  the  one  big 
compelling  force  that  has  kept  up  hope  and  that  therefore  has 
been,  as  it  is  today,  the  basic  reason  for  keeping  on  with  the 
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good  work,  is  the  scientifically  sound  basic  principle  or  theory 
of  eflSeient  conversion  of  heat  into  power  by  internal  combustion 
of  gases  properly  controlled.  While  in  the  early  days  engines 
were  built  without  any  thought  of  the  thermodynamic  cycles 
they  were  to  execute,  without  any  primary  idea  of  the  limits 
and  possible  performance  fixed  by  thermodynamic  considera- 
tions, without  any  knowledge  of,  or  interest  in,  the  properties  of 
explosive  gaseous  mixtures  and  the  limitations  or  possibilities 
imposed  by  those  properties  on  the  treatment  of  such  mixtures 
in  cylinders — that  time,  characteristic  of  the  birth  of  the  art,  has 
definitely  passed.  In  the  interim,  which  represents  the  youth 
of  the  art,  there  has  been  built  up  a  body  of  basic  data  and  prin- 
ciples, constantly  growing,  that  permit  of  the  determination 
with  ever  increasing  accuracy  not  only  of  the  limit  of  possible 
performance  of  engines  but  what  is  even  more  significant,  of  the 
analysis  of  the  energy  losses  into  their  constituent  parts  and 
the  evaluation  of  interferences  still  suffered  by  engines  now  in 
service.  With  the  present  state  of  knowledge  on  the  properties 
of  explosive  mixtures  and  on  the  distillation,  vaporization,  gas- 
ification and  combustion  of  fuels,  the  first  fundamental  step  in 
the  design  of  gas  engines  for  specified  performance  is  on  a  truly 
scientific  basis.  The  determination  and  prediction  of  the  be- 
havior of  the  gases  in  the  cylinder  permit  of  a  reasonably  accu- 
rate evaluation  of  the  gas  pressures  to  be  resisted  and  put  the 
design  of  mechanism  and  structural  elements  on  the  same  basis 
as  exists  in  other  classes  of  contemporary  machines  with  one 
exception,  and  that  is  due  to  the  unique  thermal  expansion  and 
temperature  stresses  of  those  metal  parts  that  are  heated  on  the 
one  side  by  the  combustion  and  cooled  on  the  other  by  water. 
These  expansion  stresses  have  not  yet  yielded  to  formulation, 
but  progress  in  developing  the  laws  of  heat  transmission  and 
exchange  is  so  rapid  that  the  time  seems  near  when  even  this 
will  be  possible  and  stress  analysis  of  this  class  of  machines  be- 
come a  matter  of  routine  computation. 

Thermodynamic  analysis  of  gas  cycles  for  transforming 
heat  into  work  has  become  common,  is  even  taught  now  in  all 
engineering  schools,  and  almost  every  conceivable  possibility 
has  been  investigated  both  by  computation  and  by  proposals 
for  mechanism  to  carry  out  each  cycle.    By  these  parallel  proc- 
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esses  of  gas  cycle  analysis,  and  mechanism  invention  or  design, 
the  field  of  possibility  is  being  pretty  thoroughly  canvassed  and 
some  of  the  best  engineering  thought  of  the  day  has  been  at- 
tracted to  the  problem  of  efficient  generation  of  power  from 
heat,  alone  and  in  cooperation  with  efficient  heating  and  light- 
ing. Mechanism  designers  and  power  engineers  are,  however, 
devoting  even  more  attention  to  the  mechanical  perfection  and 
adaptation  of  apparatus  operating  on  the  two  adopted  gas 
cycles,  the  Otto  and  the  Diesel,  both  of  which  have  high  enough 
efficiency  characteristics,  both  promised  and  realized,  for  some 
time  to  come. 

DISCUSSION 

Mr.  Mr.  B.  Seehasayee,*  Assoc.  A.  I.  £.  E.,  opened  the  discussion  by 

Seshasayee.  gaying  that  the  Blackstone  engine  is  one  of  the  crude-oil  engines  most 
largely  used  in  India.  He  believed  that  America  should  supply  an  en- 
gine suitable  for  their  needs,  since  at  the  present  time  they  can  not  be 
easily  secured  from  England,  due  to  the  difficulties  in  Europe.  He  con- 
sidered this  as  a  very  appropriate  time  and  place  to  bring  up  the  subject 
of  America  supplying  the  needs  of  India. 

He  thought  the  hot-bulb  type  of  engine  was  the  best  and  should 
use  air  at  from  400  to  450  lbs.  per  sq.  in. 

The  fuel  should  be  pumped  into  the  atomizer  with  air  and  then  both 
of  these  sprayed  into  the  bulb,  preferably  at  the  end  of  the  compression 
stroke  as  is  done  in  the  Blackstone  engine.  In  their  experience,  after 
months  of  service,  no  carbon  deposits  are  found  as  a  result  of  this  opera- 
tion. Lead  should  be  given  to  the  air  valve,  so  as  to  scavenge  the  cylin- 
der thoroughly.  With  the  valve  set  to  open  about  ten  degrees  in  advance 
of  the  dead-center  position  of  the  piston,  when  the  oil  is  sprayed  in  with 
air  at  the  end  of  the  stroke,  the  combustion  becomes  more  perfect.  The 
exhaust  valve  should  open  at  about  135  degrees  of  crank  position  and 
remain  open  until  about  ten  degrees  past  dead  center. 

Their  experience  had  shown  that  the  use  of  the  hit-and-miss  type  of 
governing,  as  applied  to  most  engines  of  30  hp.  or  less,  had  not  been 
entirely  satisfactory  for  constant  speed.  When  used  with  electric  gen- 
erators, a  variation  of  from  10  to  15  percent  is  formed  in  the  voltage 
with  this  type  of  governing.  All  engines,  small  and  large,  should  have 
gradual  cut-oflf  governors,  which  cut  off  the  fuel  supply,  not  by  fixed 
steps  as  is  done  in  some  engines,  but  by  unlimited  fractional  stroke  of 
the  fuel  pump. 

Mr.  Mr.  W.  D.  Peasl6e,t  referring  to  the  statement  concerning  the  reduc- 

Peaslee.  tion  of  engine  weights  and  cost  per  hp.  to  meet  the  competition  of  steam 

*  Trichmoi>ol7,  South  India, 
t  Portland,  Ore. 
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plants,  thought  that  it  should  be  qualified  by  adding,  "without  lessen-  Mr. 
ing  the  high  quality  of  materials  and  workmanship".  A  study  of  several  Pesalee. 
notable  failures  in  the  United  States  had  shown  that  the  weight  of  ma- 
terial and  cost  per  horsepower  were  brought  down  by  the  use  of  inferior 
material  and  poor  workmanship.  Such  action  is  fatal  to  the  end  in 
view.  It  must  be  strongly  impressed  upon  the  builders  that  the  grade 
of  materials  and  workmanship  must  be  kept  as  high  as  possible.  The 
high  pressures  used  in  Diesel  engines  in  particular  require  a  high  quality 
of  machine. 

Mr.  E.  H.  Herbert!  stated  that  his  company  now  builds  the  Black-  Mr. 
stone  type  of  semi-Diesel  engine  which  differs  from  the  other  semi-  Herbert. 
Diesels  in  that  two  sprays  are  used  in  injecting  the  fuel  instead  of  only 
one  as  is  usual.  It  will  run  light  without  overheating  the  bulb  and  self- 
maintains  the  bulb  temperature  while  running.  However,  the  bulb  must 
be  hot  in  order  to  start  the  engine.  On  a  recent  test  at  Coalinga,  an 
engine  ran  for  six  months  on  Coalinga  crude  oil,  including  drips  and 
other  low  quality  of  fuel,  with  satisfactory  results. 

Prof.  0.  E.  Itucke  (by  letter),  in  closing,  said  that  ordinarily  the  Prof, 
small  amount  of  discussion  on  so  Important  a  topic  would  be  a  subject  ^^^^®- 
of  remark  and  regret,  but  in  this  case  it  is  about  what  might  be  expected, 
because  of  the  review  type  of  presentation  prescribed  by  the  rules.  It  is 
confidently  believed  that  in  professional  as  well  as  business  matters  a 
periodic  stock  taking  is  essential  to  rational  progress;  and  in  this  instance 
such  a  review  as  this  must  have  good  effect  on  an  art  and  its  resultant 
indnstries,  where  promise  still  exceeds  attainment,  due  to  ungrasped  op- 
portunities and  past  mistakes,  even  though  results  so  far  accomplished 
warrant  a  feeling  of  pride  in  all  who  have  contributed. 

t  Doak  Oas  Engine  Co.,  Oakland,  Calif. 
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Although  the  Netherlands  are  known  to  contain  a  lot  of 
water,  it  is  a  fact  that,  up  to  a  very  recent  date,  no  water- 
power  has  been  used  to  any  extent.  This  is  to  be  attributed  to 
the  fact  that  there  are  no  great  differences  in  water-level.  On 
the  other  hand,  ordinary  water-wheels  have  been  in  use  for 
centuries,  in  many  cases  driving  mills. 

For  the  draining  of  our  polders,  various  types  of  paddle 
wheels  have  been  in  use,  being  driven,  even  centuries  ago,  by 
windmills.  A  good  number  of  such  plants  are  still  in  existence 
and  show  that  the  art  of  building  these  windmills,  constructed 
almost  completely  of  timber,  reached  a  great  height.* 

Driving  the  pumping  plants  for  our  polders  was  a  good 
field  for  the  introduction  of  the  steam  engine,  which  was  first 
put  to  this  use  at  the  end  of  the  17th  century. 

The  almost  complete  absence  of  coal,  iron  ore  and  mines 
in  general  in  our  country  was  not  favourable,  either  to  the 
manufacturing  of  steam  engines,  or  to  the  development  of 
industry  in  general.  Still,  soon  after  Fulton's  trials,  in  fact 
about  1830,  marine  engines,  as  well  as  stationary  engines,  were 
built  in  our  country. 

The  development  of  the  means  of  communication,  caused 
chiefly  by  the  introduction  of  steam  power,  in  its  turn  opened 
the  opportunity  for  the  development  of  various  industries  in 

*  Interesting  particulars  concerning  the  various  types  of  pumping- 
engines  that  have  been  in  use  for  draining  our  polders  are  to  be  found  in 
"Polders  en  Droogmakeryen ",  Book  II,  Chapter  II.  (Edited  by  Gebrs. 
van  Cleeff,  the  Hague.) 
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our  country.    The  demands  of  this  industry  could  only  be  cov- 
ered by  the  application  of  steam  engines. 

With  the  introduction  of  electric  light,  a  new  field  for  the 
steam  engine  was  opened.  As  long  as  the  use  of  electricity  had 
not  attained  the  present  proportions,  most  power  stations 
could  effectually  use  the  piston  engine.  The  steam  turbine, 
with  its  small  floor  space  and  large  units,  did  not  become  a 
necessity  until  the  one-watt  lamps  and  the  use  of  three-phase 
current,  with  its  cheap  motors  and  extensive  distribution  sys- 
tems, caused  the  demand  for  electricity  to  grow  most  rapidly. 

By  that  time,  only  a  few  types  of  steam  turbines  (Par- 
sons, Zoelly,  Curtis)  had  crystallized  out  of  the  many  proposed 
constructions,  and  it  will  be  easily  understood  that  the  Nether- 
land  firm  of  Gebrs.  Stork  &  Co.,  when  taking  up  the  manu- 
facturing of  steam  tui'bines,  resolved  to  procure  a  license  for 
one  of  the  tried  systems.  In  view  of  the  well  known  advan- 
tages of  the  action  type  of  turbine  (less  blades,  larger  clear- 
ances, easier  way  of  reaching  a  perfect  balance,  absence  of 
dummies),  they  took  out,  in  accordance  with  competent  advice, 
a  license  for  the  Zoelly  turbine. 

We  referred  above  to  the  almost  complete  absence  of  coal 
in  the  Netherlands.  However,  in  the  southern  part  of  our 
country,  where  coal  mines  had  been  explored  for  centuries  (in 
fact  as  early  as  the  eleventh  century),  the  Government  took  in 
hand  the  exploration  in  1903;  cheap  fuel  being  available  in 
quantities  more  than  sufficient  for  the  production  of  the  electric 
energy  wanted  by  the  mine  itself,  the  first  cross-country  power 
station  was  established  here,  equipped  with  the  first  turbines 
made  in  the  Netherlands. 

The  manufacturing  of  turbines  was  taken  up  in  1906.  In 
this  first  year,  only  three  turbines,  with  a  total  output  of  5100 
hp.,  were  ordered.  The  curves  in  Fig.  1  give  the  growth  of  the 
number  and  the  power  of  the  turbines  ordered  up  to  the  pres- 
ent year,  at  the  same  time  showing  the  growth  in  the  average 
capacity.  (The  figures  do  not  contain  the  turbines  driving 
condensing  plants,  nor  small  turbines  for  driving  bpiler  feed 
pumps,  etc.) 

Whereas,  in  1904  the  general  opinion  of  dynaino  builders 
was  that  above  1000  kilowatts  capacity  the  number  of  r^volu- 
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tions  per  minute  should  not  exceed  1500,  at  present  turbo- 
alternators  of  8000  kilowatts  are. built  with  3000  revolutions. 
The  3000  r.p.m.  type  is  cheaper  and  more  economical  in  steam 
consumption  than  the  1E300  r.p.m.  type,  and  of  course  tabes  lesi 
floor  space. 


Tif.  1.    Chowth  In  Msmbar,  Pokvt  uid  Anne*  OapMlt;  at 

In  the  first  turbines  made  in  Holland,  the  designs  of  Escfaer 
Wyss  &  Co.,  in  Ziirich,  the  originators  of  the  Zoelly  turbine, 
were  closely  followed.  Gradually,  however,  with  growing 
experience,  details  have  been  altered,  partly  with  a  view  to 
lowering  the  steam  consumption,  partly  in  order  to  make  the 
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engine  still  more  fool-proof,  and  partly  to  enhance  the  appear- 
ance of  the  turbine. 

Although  the  standard  Zoelly  design  is  well  known,  it  is 
shown  in  section  in  Fig.  2  in  order  to  point  out  the  most  im- 
portant items. 

The  steam,  after  entering  at  A,  passes  the  throttle  valve  B, 
which  is  actuated  by  the  piston  C,  under  the  influence  of  the 


regulator  D  and  the  piston  valve  E.  The  steam  is  allowed  to 
expand  in  the  fixed  blades  F,  cast  in  the  discs  Q,  and  causes  the 
moving  blades  H,  fixed  in  the  wheels  I  to  rotate.  The  shaft 
passes  through  the  discs  G  and  the  casing  K,  so  that  at  these 
places  means  have  to  be  provided  to  limit  loss  of  steam  and  to 
prevent  air  leakage.  An  improvement  in  this  respect  was  the 
introduction  of  movable  rings,  made  of  a  special  bronze.  Pig.  3. 
These  rings  are  made  in  halves,  the  two  halves  being  pressed 
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together  by  springs,  leaving  only  a  small  clearance  and  form- 
ing so-called  labyrinths ;  the  bottom  spring  is  stronger  than  the 
top  one,  thereby  compensating  for  the  weight  of  the  ring.  The 
clearances  are  made  in  such  manner  that,  all  being  in  working 
condition,  ring  and  hub  do  not  touch  each  other;  if,  however, 
by  some  cause  or  other,  a  slight  vibration  should  cause  the  two 
to  come  into  touch,  the  rings  are  able  to  follow  these  motions 
and  the  material  is  able  to  bear  the  friction  without  gripping. 

The  same  labyrinth  principle  is  applied  in  the  so-called 
"stuffing  boxes''.  Here  rings  of  a  special  alloy  were  used, 
which  however  needed  a  slight  lubrication.  This  has  been 
avoided  by  the  use  of  carbon  rings,  consisting  of  three  parts, 
which  are  accurately  lapped  together,  with  a  clearance  depend- 
ing on  the  temperature.  No  absolute  tightness  being  obtained 
in  this  way,  the  vacuum  is  sealed  by  steam ;  the  steam  leaking 
through  the  H.P.  side  is  led  into  the  L.P.  part  of  the  turbine. 
The  rings  are  kept  together  by  springs  and  kept  from  rotating 
with  the  shaft. 

A  very  important  place  is  taken  by  the  bearings.  At  first, 
the  turbo-generators  were  made  with  four  bearings,  two  for 
the  turbine  and  two  for  the  generator,  the  shafts  being  coupled 
by  a  movable  coupling.  The  firm  of  Stork  designed  a  special 
coupling  on  the  principle  of  the  Oldham  coupling  which  was 
successfully  used,  but  the  general  tendency  led  to  rigid  coup- 
ling with  four  or  three  bearings.  In  some  plants  with  four 
bearings,  the  movable  coupling  was  replaced  by  a  rigid  coupling 
with  good  results,  and  at  present  almost  all  sizes  are  made  with 
only  three  bearings,  the  more  so  because  turbines  with  3000 
r.p.m.  are  prevailing. 

These  bearings  are  made  throughout  with  a  spherical  part, 
on  the  Sellers  principle,  as  will  be  seen  in  Fig.  2.  The  old 
form  of  bearing  caps,  with  the  overhanging  parts,  derived  from 
the  piston  engine,  was  immediately  dropped  by  Stork  and  a 
simple  logical  outline  has  been  adopted. 

With  the  exception  of  smaller  turbines  for  driving  con- 
densing plants,  etc.,  all  bearings  are  lubricated  by  oil  under 
pressure.  (A  few  sets  of  turbine  driven  pumps,  running  at 
2000  r.p.m.  and  of  about  200  hp.  each,  have  been  built  with  ball 
bearings  with  excellent  results.    Ball  bearings  have  also  been 
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adopted  for  small  generator  sets  at  3000  r.p.m.  boiler  feeding 
sets,  etc.)  At  first,  oil  grooves  were  made  in  the  bottom  halves 
of  the  bearings,  till  later  experiments  taught  the  faultiness  of 
this  practice.  As  a  fact,  however,  neither  with  oil  grooves  in 
the  bottom  halves  nor  without  them  have  difficulties  from  insuf- 
ficient lubrication  arisen.  The  difficult  problem  of  preventing 
any  oil  or  oil  vapour  from  leaving  the  bearing,  or  entering  the 
generator,  has  been  solved  by  providing  ample  spaces  in  the 
bearings  for  carrying  oflf  the  return  oil  and  by  taking  care  not 
to  have  any  part  inside  the  bearing  which  might  act  as  a  venti- 
lator, such  as  spray  rings,  couplings,  etc. 

The  oil  being  effectively  cooled  before  it  enters  the  bear- 
ings, no  complicated  system  of  water  cooling  of  these  bearings 
is  necessary.* 

In  most  cases,  besides  the  ordinary  direct-driven  oil  pump, 
a  steam  pump  is  provided,  preferably  a  turbine-driven  centrifu- 
gal pump,  which  is  used  when  starting  the  turbine.  Sometimes 
a  device  is  added  which  automatically  starts  this  pump  if  the 
main  puinp  should  fail.  The  principle  of  centralizing  all  parts 
for  the  handling  of  the  turbine  is  also  applied  to  the  lubrication, 
a  valve  box,  containing  all  valves  for  this  arrangement,  being 
accommodated  in  the  bed  plate  near  the  machinist's  stand.  All 
other  handles  (only  very  few  are  wanted,  indeed)  are  within 
reach  of  the  machinist. 

The  attendance  of  a  modem  turbine  is  very  simple.  All 
parts  to  be  oiled  are  reached  by  the  oil  pressure  system ;  among 
others,  the  centrifugal  governor  is  completely  enclosed  and 
lubricated  by  the  pump. 

The  use  of  turbines  is  not  limited  to  the  driving  of  generat- 
ors. We  have  already  mentioned  the  driving  of  pumps  for  con- 
densing plants.  For  this  purpose,  two  types  have  been  devel- 
oped by  Stork.  As  long  as  direct  current  played  an  important 
part  in  the  power  stations  and  ample  storage  batteries  were 
used,  the  condensing  plants  were  mostly  driven  by  direct-cur- 
rent motors.  Driving  by  alternating-current  motors  had  the 
drawback  that,  in  case  of  a  defect  causing  the  engines  to  stop, 
no  power  was  available  for  driving  the  condensation,  so  that 

*  Important  facts  on  lubrication  and  the  cooling  of  oil  are  given  by 
G.  Stoney  in  Engineering,  Aug.  7,  1914. 
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the  turbine  had  to  be  started  with  free  exhaust.  With  growing 
three-phase  sets,  the  storage  batteries  were  no  longer  of  suf&c- 
ient  power  to  drive  the  condensation  plant,  and  this  caused  the 
introduction  of  turbine-driven  pump  sets.  In  some  cases,  the 
practice  was  to  drive  the  pumps  by  a  three-phase  motor  and  to 
provide  a  turbine  which,  in  case  of  emergency,  could  be  coupled 
to  the  pumps.  For  this  purpose,  a  simple  form  of  turbine  was 
developed  by  Stork,  without  a  governor  (an  emergency  gov- 
ernor is  provided)  and  without  insulation  and  coverings. 

Driving  the  pumps  by  a  turbine  exhausting  into  the  main 
turbine,  although  not  quite  so  economical  as  electric  driving, 
has  come  into  use.  For  this  purpose  a  somewhat  more  elabo- 
rate turbine  is  built,  provided  with  a  regulator,  which  is  neces- 
sary here  because  the  back  pressure  on  the  turbine  depends 
upon  the  load  of  the  main  turbine. 

In  the  case  of  these  small  turbines,  as  well  as  for  the  main 
turbines,  the  tendency  is  to  increase  the  speed.  A  general 
speed  for  sets  belonging  to  3000-kilowatt  units  is  2000  r.p.m. 
For  6000-kilowatt  sets,  about  1500  r.p.m.  are  used  (depending 
on  the  head  for  the  circulation  pump). 

Another  use  for  turbines  is  the  driving  of  air  compressors. 
Such  sets  have  as  yet  not  been  used  in  the  Netherlands,  there 
being  little  or  no  demand  for  them  in  this  country.  At  present, 
the  first  turbine  for  this  use  is  in  construction  (1500  hp. ; 
4600  r.p.m.). 

Driving  high-pressure  centrifugal  pumps  by  steam  tur- 
bines has  been  performed  repeatedly,  specially  in  sugar  facto- 
ries, where  water-driven  centrifugals  are  used.  In  these  cases, 
turbines  were  used  delivering  their  exhaust  steam  into  the 
heating  system.  For  furnishing  exhaust  steam,  turbines  have 
the  great  advantage  that  the  steam  is  perfectly  clean  and  free 
from  oil.  This  has  been  one  of  the  causes  of  the  growing  use 
of  steam  turbines  in  such  cases. 

Small  turbine-driven  pump  sets  are  used  as  feed  pumps. 
The  automatic  regulation  is  arranged  so  as  to  produce  a  con- 
stant diflEerence  in  pressure  between  steam  and  water,  inde- 
pendent of  steam  pressure  or  delivery.  The  difference  itself 
may  be  changed  according  to  circumstances  (whether  or  not 
an  economiser  is  used,  etc.)  by  loading  or  unloading  a  spring. 
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Sets  of  turbines  and  direct-current  generators  for  ship's 
use,  running  on  ball  bearings,  have  been  built  up  to  200  kilo- 
watts by  Stork.  These  turbines  have  rather  a  high  steam  con- 
sumption, but  require  small  space  and  little  attention. 

In  general,  we  may  summarize,  that  the  development  of 
the  turbine  shows  two  important  points : 

For  the  main  sets,  the  tendency  is  to  accumulate  larger 
power  in  one  set  and  to  work  with  higher  velocities,  thus 
attaining  less  floor-space  and  better  steam  figures. 

For  driving  accessory  plants  (and  in  plants  using  exhaust 
steam),  the  use  of  steam  turbines  is  growing  because  of  the 
clean  steam  they  furnish,  small  dimensions,  simplicity  of  atten- 
dance and  reliability.  In  these  cases,  a  relatively  high  steam- 
consumption  does  not  count  for  much. 

Marine  turbines  (for  propulsion)  have  not  yet  been  built 
in  the  Netherlands.  In  a  few  Netherland  ships,  turbines  were 
used  a  few  years  ago,  but  were  replaced  by  piston  engines,  as 
it  was  found  that  the  piston  engine  was  far  more  economical  in 
these  special  cases.  After  that  time,  no  new  trials  have  been 
made.  At  present,  however,  one  of  our  chief  steamer  lines  has 
placed  an  order  for  a  turbine  driven  steamer  with  Netherland 
firms  and  it  is  very  probable  that  the  turbines  will  be  built  by 
the**Schelde''. 


It  will  be  of  interest  to  give  a  few  particulars  of  the  his- 
tory of  the  oldest  engineering  works  in  the  Netherlands : 

^enoord,  at  Rotterdam,  developed  from  a  ship  owning 
company,  established  in  1823,  which  began  business  with  one 
steamer  and  soon  built  a  small  shop  for  its  own  repairs. 
Its  technical  manager,  Roentgen,  soon  gained  an  interna- 
tional reputation  as  a  designer  of  steamers  and  marine  en- 
gines and  it  is  a  remarkable  fact  that  about  1830  he  already 
understood  and  applied  the  principle  of  the  compound  engine. 
Original  drawings  of  engines  of  that  date  are  still  in  the 
archives.  (Also  see  ** Engineer"  March  21st,  1890.)  Ever 
since  that  time  every  description  of  marine  engine  has  been 
built,  as  well  as  steamers,  pumping  plants  and  sugar  mills. 

At  present  the  hands  employed  number  about  2000. 
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The  "Werkipoor",  at  Amsterdam,  also  originated  from 
a  ship  owning  firm  which  had  established  (in  1823)  a  steamer 
service  between  Amsterdam  and  Harlingen.  In  much  the  same 
way  as  with  Fyenoord,  a  small  repair  shop  was  the  origin  of 
the  engine  works.  With  varying  commercial  success,  these 
works  developed  on  a  spot  where  ships  had  already  been  built  in 
1608  by  the  East-Indian  Company.  Gradually  more  important 
machinery  was  made,  chiefly  marine  engines  and  boilers,  but 
also  sugar  machinery,  etc.  About  1891,  locomotives  and  railway 
carriages  were  taken  up,  and  this  line  has  become  most  im- 
portant. Last  but  not  least,  these  works  have  gained  a  world 
wide  reputation  for  building  marine  Diesel  engines.  At  present 
about  2200  hands  are  employed  by  the  firm,  which  is  still 
closely  related  to  a  ship-building  firm  on  the  adjoining  premises. 

The  ''Schelde",  at  Flushing,  was  established  in  its  pres- 
ent form  in  1875,  using  the  site  of  a  former  Royal  Dock 
Yard,  which  was  let  to  the  founder.  In  1876,  the  first  steam- 
driven  pilot  boat  for  the  government  was  laid  down.  These 
works  built  the  first  torpedo  boats,  iron-clads  and  cruisers  con- 
structed in  the  Netherlands,  and  also  the  first  submarine  (in 
1904).  All  steamers  for  the  **Rotterdamsche  Lloyd"  (one  of 
the  principal  steamer  lines  to  the  Indies),  since  1883  have  been 
built  by  De  Schelde.  In  1876,  two  compound  engines  for 
Rhine  steamers  were  built ;  in  1884,  the  first  triple-engine  in  the 
Netherlands  was  constructed.  In  1887,  the  first  quadruple 
engine  was  delivered.  Since  1902,  De  Schelde  has  held  a  license 
for  Parsons  steam  turbines,  but  not  until  1914  were  any  orders 
on  turbine  steamers  booked.  For  the  first  sets  of  turbines  (four 
sets  were  ordered  by  the  **Rotterdamische  Lloyd''),  parts  will 
be  obtained  from  abroad,  but  the  necessary  extensions  for  the 
construction  of  turbines  are  being  built.  In  1914,  about  1900 
hands  were  employed  in  these  works. 

The  engineering  works  of  Qebroeders  Stork  ft  Co.,  at 
Hengelo  developed  from  a  small  repair  shop,  in  the  vicinity 
of  that  place,  established  about  1858,  at  the  time  when  fac- 
tories began  to  use  steam  power.  In  1865,  the  first  steam- 
engine  was  built ;  in  1873, 100  steam-engines  had  been  delivered. 

As  there  is  no  navigable  waterway  in  the  neighbourhood, 
the  development  has  taken  place  chiefly  along  the  stationary 


278         DISOUSSION  ON  STEAM  TURBINES  IN  THE  NETHERLANDS 

engine  line,  although  since  1877,  marine  engines  and  boilers 
have  also  been  built.  Besides  boilers,  steam  engines,  pumps, 
transmission  parts  and  hoisting  machinery,  the  firm  makes  a 
specialty  of  sugar  machinery,  of  which  a  good  deal  is  in  use  in 
the  Indies  and  in  Cuba.  Steam  turbines  have  been  built  since 
1907. 

From  450  hands  in  1894,  the  works  developed  to  over  1500 
hands  in  1914.  In  this  year,  over  2000  steam  engines  and  over 
3000  boilers  had  been  delivered. 

DISCUSSION 

Mr.  Mt.  Fred  L.  WUliams  opened  the  discussion  by  asking:    "What  are 

WiiliamB.  (he  present  electrical  efficiencies  of  motors  and  generators"! 

Mr.  Mr.  W.  J.  DavlB,  Jr.,*  Mem.  Am.  Soc.  M.  E.,  answered  that  the 

DayiB.  efficiencj  of  direct-connected  generator  and  turbine  is  as  high  as  98  to 
98^  percent.  In  the  U.  S.  Collier  "Jupiter",  the  screw  speed  is  90 
r.p.m.  The  efficiency  of  the  induction  motor  connected  to  the  screw  is 
94^  percent.  The  increase  in  the  water  rate  of  turbines  when  run  at 
high  speeds  is  great  as  compared  with  the  electrical  losses  in  generator 
and  motor.  The  efficiency  of  the  drive  is  largely  dependent  upon  the 
propeller  speeds.  The  use  of  alternating  current  is  best  and  compels  a 
lower  turbine  speed. 

The  mechanical  gear  reduction  has  proven  satisfactory,  even  with  as 
high  a  ratio  as  40  to  1.  The  efficiency  of  the  motor  drive  for  faster  screw 
is  about  96  percent,  as  in  the  case  of  torpedo  boats  or  torpedo-boat  de- 
stroyers. This  efficiency  is  due  to  the  more  efficient  speed  of  the  turbine 
and  of  the  screw.  It  is  not  considered  that  the  electric  drive  is  applicable 
to  merchant  vessels,  since  the  screw  speeds  are  usually  low  in  that  type 
of  vessel. 

Mr.  The  Ohalrman,  Mr.  Q.  W.  Dickie^t  Mem.  Am.  Soc.  M.  E.,  said  that  he 

Dickie,  believed  the  future  for  electric  drive  will  be  confined  to  ships  with  5,000 
horsepower  or  more  per  shaft.  Where  a  vessel  has  to  do  much  manoeuver- 
ing,  an  astern  turbine  is  required  and  detracts  much  from  the  de- 
sirability. 

The  mechanical  reduction  gear  of  18  to  1  gives  good  economy.  Effi- 
ciency is  maintained  only  with  large  installations  and  some  low  figures 
give  a  guarantee  of  eleven  pounds  of  steam  per  shaft  horsepower  per 
hour. 


*  Qen'l  Electric  Co.,  San  Francisco,  Oalif. 
t  Consttlt.  Engr.,   San  Francisco,  Calif. 
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Sweden  is  one  of  the  first  countries  where  the  manufacture 
of  steam  turbines  was  taken  up.  Already,  at  the  beginning  of 
the  nineties,  such  a  manufacture  was  carried  on  to  a  relatively 
large  extent,  and  the  turbines  found  an  important  market  in 
the  country  as  well  as  abroad.  The  foundation  of  this  early 
industry  was  the  type,  invented  and  worked  out  by  Dr.  De 
Laval,  with  single  disk  wheel,  rotating  with  high  velocity, 
mounted  on  a  flexible  shaft,  and  provided  with  gear  for  re- 
ducing the  speed  to  practicable  limits.  The  first  turbines  were 
of  relatively  small  size,  but  with  the  development  of  the  manu- 
facture and  the  gaining  of  experience,  the  size  was  increased 
more  and  more.  The  above-mentioned  type  was  for  many 
years  the  only  one  which  was  made  in  Sweden,  and,  as  the 
manufacture  necessarily  is  limited  to  smaller  units,  the  con- 
sequence was  that  the  great  market  could  not  be  conquered 
by  the  Swedish  turbine,  which  to  a  certain  extent  was  a  re- 
straining influence  on  its  further  development. 

Not  until,  through  the  work  by  Parsons,  Rateau,  and 
others,  the  relatively  slowly  running  multiple  turbines,  prac- 
tically possible  for  unlimited  capacities,  had  been  developed 
and  had  proven  their  practical  suitability,  was  this  phase  of 
steam  turbine  technics  duly  considered  in  Sweden,  and  in  1906, 
the  manufacture  of  such  turbines  was  taken  up  in  the  country. 

The  only  Swedish  flrm,  which,  at  that  time  to  any  appre- 
ciable extent,  carried  on  the  manufacture  of  steam  turbines, 
was  Aktiebolaget  de  Lavals  Angturbin  (The  De  Laval  Steam 
Turbine  Co.),  the  same  flrm  that  earliest  appeared  in  this 
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sphere,  and  to  a  certain  degree  worked  as  a  pioneer.  Its  work 
has,  since  that  time,  been  divided  according  to  two  lines,  viz, 
partly  the  original  De  Laval  turbines  of  the  one-stage  action 
type,  and  partly  the  later  produced  multiple  turbines,  also 
working  according  to  the  action  principle,  and  which  may  be 
characterized  as  a  modified  Rateau  type.  The  first-mentioned 
ones  are  built  for  powers  up  to  500  hp.,  and  the  last-men- 
tioned ones  from  the  said  power  up  to  15,000  hp.  Each  type 
has  thus  its  field. 

Lately  a  quite  new  type  has  been  brought  on  the  market 
by  Aktiebolaget  Ljungstroms  Angturbin  (The  Ljungstrom 
Steam  Turbine  Co.).  The  manufacturers  of  this  type  are  the 
Swedish  licensees  of  the  said  company,  Svenska  Turbinaktie- 
bolaget  Ljungstrom  (The  Swedish  Turbine  Co.  Ljungstrom). 
This  turbine  diflEers  considerably  from  all  earlier  known  tur- 
bine types,  both  Swedish  and  foreign  ones.  Classified  as  to 
the  way  in  which  the  steam  works,  it  is  a  pure  reaction  turbine, 
or  Parsons  type.  As  to  the  mechanical  construction,  it  is,  on 
the  contrary,  quite  new. 

The  fundamental  thought  leading  to  the  development  of 
the  Ljungstrom  turbine  has  been  the  following:  The  cubic 
space  occupied  by  a  steam  turbine  is  determined  in  two  dimen- 
sions by  the  quantity  of  the  outflowing  steam,  i.  e.,  by  the  de- 
sired power.  These  two  dimensions  are  those,  which,  either 
for  the  whole  turbine  or  for  each  one  of  its  elements,  are  at 
right  angles  to  the  direction  of  the  steam  flow.  In  the  third 
dimension,  on  the  contrary,  i.  e.,  the  one  corresponding  to  the 
direction  of  the  steam  flow,  there  is  no  theoretical  minimum 
extension;  but  it  is  the  question  of  strength,  elasticity,  and 
manufacture  which  is  determinative.  If  we  take,  for  instance, 
a  Parsons  turbine,  it  is  evident  that  for  a  certain  power  and 
efficiency,  given  speed  of  the  steam  and  fixed  number  of  revo- 
lutions, the  radial  dimensions  are  once  for  all  determined,  so 
that  nothing  in  this  respect  is  to  be  gained.  Regarding  the 
length,  this  is,  on  the  contrary,  determined  (the  number  of 
bucket  series  being  considered  given)  only  by  the  dimensions, 
which,  from  the  point  of  view  of  manufacture  and  strength, 
must  be  given  the  buckets,  and  the  clearances  that,  consider- 
ing the  possibly  arising  changes  in  the  form,  must  be  allowed. 
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Within  all  practically  possible  dimensions,  the  changes  of  the 
direction  of  the  steam  flow,  which  buckets  and  guide  blades 
have  to  bring  about,  may  just  as  well  be  effected  if  such  parts 
have  small  or  large  extension  in  the  direction  in  which  the 
steam  principally  flows.  Consequently,  if  it  were  possible, 
with  the  required  area  for  the  steam  flow  and  the  necessary 
strength  and  stability  maintained,  to  construct  buckets  with 
less  extension  in  the  longitudinal  direction  of  the  turbine,  a 
means  would  have  been  found  to  reduce  the  length  of  the  tur- 
bine, and  thus  also  its  weight  and  volume.  Besides  the  saving 
in  weight  and  space  which  would,  in  this  way,  be  realized,  one 
could  also  reckon  upon  reduced  losses  of  heat  and,  conse- 
quently, a  better  economy. 

The  solution  of  this  purely  mechanical  problem  was  at- 
tempted by  means  of  special  bucket  constructions  and  methods 
of  manufacture  which  would  permit  their  use.  The  method 
followed  made  it  possible  to  realize  the  desired  reduction  of 
the  dimensions,  in  such  a  degree,  that  the  turbine  could  be  built 
radially.  This  entails,  among  other  things,  the  advantage  that 
the  speed  of  each  bucket  becomes  the  same  along  its  whole  length, 
whereby  the  losses  in  energy,  due  to  friction  and  eddies,  are  the 
smallest  possible.  Of  still  greater  importance  is,  however,  the  fact 
that  the  radial  design  permits  the  use  of  a  double-sided  rotation, 
i.  e.,  there  is  no  stationary  guide  blade  system,  but  two  rotating 
bucket  systems,  both  taking  up  energy  from  the  steam  flow  and 
serving  aa  guide  blades  for  each  other.  In  this  way,  the  relative 
speed  between  the  elements  from  which  the  steam  comes  and  to 
which  it  goes  is  increased,  a  circumstance  allowing  increased 
speed  of  the  steam  and,  consequently,  at  the  same  time  reducing 
the  necessary  dimensions  and  improving  the  economy.  The 
elimination  of  the  non-working,  but  friction-causing  stationary 
guide  blades,  helps  toward  the  same  end. 

In  its  present  state,  the  Ljungstrom  turbine  consists  of  two 
reversely  rotating  disk  wheels,  each  provided  with  a  bucket 
system,  consisting  of  buckets  of  small  radial  dimensions  in 
which  the  steam  expands  according  to  the  reaction  principle. 
Usually  each  disk  wheel  drives  a  separate  electric  generator, 
and  these  two  are  coupled  in  parallel,  thereby  insuring  even 
division  of  load. 
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Besides  the  two  above-named  works,  some  other  firms  build 
steam  turbines  which  also  are  good  machines,  but  as  these  types 
do  not  represent  any  original  constructions,  nor  signify  any 
pioneering  work,  it  is  not  necessary  to  mention  them  in  this  con- 
nection. 

The  Swedish  steam  turbine  industry  is,  consequently,  so 
far  as  these  two  points  are  concerned,  represented  by  the 
De  Laval  and  Ljungstrom  companies,  and  therefore  a  descrip- 
tion of  their  respective  designs  with  regard  to  the  development 
during  recent  years,  and  the  probable  further  perfection  in  the 
immediate  future,  will  give  a  good  view  of  the  present  situation 
of  the  Swedish  turbine  technics. 

We  begin  with  the  De  Laval  Steam  Turbine  Co.  as  the 
oldest  one. 

The  original  single  disk  wheel  type  has  lately  been  de- 
veloped principally  with  regard  to  the  attainable  power.  While 
it,  for  a  long  time,  was  limited  to  a  maximum  of  300  hp.,  a 
limit  of  500  has  now  been  attained.  This  has  chiefly  been 
brought  about  by  improvements  in  the  manufacture  of  gearings, 
which  in  some  sort  have  been,  and  still  are,  the  weak  point  of 
this  type.  Progress  in  the  electric  machine  industry  is  also  of 
importance,  and  the  manufacture  of  perfectly  running  genera- 
tors of  required  power  and  number  of  revolutions  is  now 
possible. 

The  turbine  construction  has  not  undergone  any  changes 
of  importance  since  the  adoption  of  the  present  form  of  the 
disk  wheel,  calculated  to  give  a  uniform  distribution  of  the 
strain,  the  present  construction  for  the  fixing  of  the  buckets 
and  present  type  of  flexible  shaft,  which  made  possible  a  device 
working  with  safety  at  the  required  high  number  of  revolu- 
tions. It  is  also  hardly  to  be  expected  that  any  important  altera- 
tions will  be  made,  as  during  the  relatively  long  time  it  has 
been  in  the  market,  each  detail  has  been  thoroughly  worked 
throxigh.  Neither  is  any  appreciable  increase  of  the  maximum 
power  to  be  expected,  as  the  multiple  turbines  can  now  be  built 
with  very  good  results  for  powers  down  to  500  hp. 

The  development  of  the  turbine  with  single  disk  wheei  can 
therefore  be  considered  to  be  practically  terminated.  However, 
this  must  not  be  taken  to  mean  that  this  turbine  type  will  not 
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be  used  in  the  future.  On  the  contrary,  for  the  powers  for 
which  it  is  built,  it  can  be  considered  as  a  very  suitable  motor, 
which  certainly  will  have  a  secured  position  in  the  market  for  a 
long  time  to  come.  Its  simplicity,  ease  of  operating,  reliability 
and  relative  cheapness  are  factors  that  ensure  it  a  given  market, 
and,  added  to  the  above  factors,  its  steam  economy  is  very 
satisfactory.  Some  figures  as  to  the  results  which  can  now  be 
reached,  in  this  respect,  may  be  of  interest.  The  steam  con- 
sumption refers  to  dry  saturated  steam  at  a  pressure  of  10  kg. 
per  cm.'  and  at  84%  vacuum. 

Capacity,  Steam  Consumption,    Efficiency 

effective  bp.      kg.  per  hp.  an  hour  % 

7  16.5  23 

15  13.2  29 

80  11.0  35 

75  9.7  39 

150  8.3  46 

300  7.8  49 

450  7.05  54 

The  principal  interest  is,  however,  attached  to  the  multiple 
turbines.  These  are,  as  already  mentioned,  built  according  to 
the  action  principle,  and  most  nearly  compare  with  the  Bateau 
construction.  The  development  leading  up  to  this  present  type 
might  be  of  a  certain  interest  to  follow. 

The  first  trials  with  multiple  turbines  had  reaUy  for  object 
to  realize  an  idea  that,  theoretically,  was  well  worthy  of  con- 
sideration, but  in  practice,  did  not  meet  all  expectations  enter- 
tained of  the  same. 

As  well  known,  it  is  possible,  by  means  of  so-called  velocity- 
stages,  to  utilize  the  energy  of  the  expanding  steam  by  using  a 
much  smaller  number  of  bucket  series  than  is  possible  with 
pressure  stages,  whether  they  work  according  to  the  action  or 
reaction  principle.  The  difficulty  with  the  velocity-stage  is, 
however,  that  on  account  of  the  great  speed  at  which  the  steam 
passes  buckets  and  guide  blades,  considerable  losses,  owing  to 
friction  and  eddies,  arise.  In  order  to  prevent  this,  but  at  the 
same  time  maintain  the  advantage  of  a  smaller  number  of  series, 
it  was  proposed  to  give  the  buckets  and  guide  blades  such  a 
shape  that  the  speed  of  the  steam  within  them  was  transposed 
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into  pressure.  The  friction  surfaces  should  thereby  be  eonsid- 
erablj  reduced,  so  far  as  that  part  is  concerned  which  must  be 
passed  at  great  speed ;  hence,  that  the  reversing  of  the  direction 
of  the  steam  flow  could  be  done  at  low  speed,  which  should 
reduce  the  formation  of  eddies  and  other  disturbing  conditions. 
It  proved,  however,  that  the  transformation  between  speed  and 
pressure,  and  inversely,  did  not  take  place  as  advantageously, 
in  the  trials  made,  as  could  have  been  expected,  and,  therefore, 
the  final  result  was  of  little  satisfaction.  This  construction 
was  then  given  up,  and  the  Rateau  type  more  and  more  ap- 
proached.   The  results  thereby  attained  are  very  favourable. 

The  figures  of  steam  consumption,  which  have  been  reached 
with  normal  turbines,  are,  it  is  true,  fully  satisfactory,  but  on 
the  other  hand  they  naturally  are  not  record  results,  as  the 
action  principle,  with  regard  to  the  attaining  of  the  highest 
possible  efiiciency,  of  course,  is  somewhat  inferior  to  the  reac- 
tion principle.  Efforts  have  been  made  to  render  the  turbines, 
as  much  as  possible,  suitable  for  use  in  connection  with  arrange- 
ments for  heating.  This  is  a  sphere  to  which,  strangely  enough, 
due  attention  has  been  paid  only  lately. 

Most  industrial  plants  need,  of  course,  not  only  driving 
power,  but  also  heat.  This  latter  is  required  partly  for  heating 
premises,  and  partly  for  various  other  requirements,  as  for 
boiling,  evaporation,  etc.  Only  too  often,  it  is  found,  even  in 
modern  plants,  that  the  power-  and  heating-centrals  are  wholly 
or  partially  independent  of  each  other,  so  that  the  power  steam 
is  immediately  condensed,  and  live  steam  used  for  heating.  This 
is,  however,  generally  very  uneconomical.  The  right  way  is  to 
produce  all  the  required  steam  at  high  pressure  and  tempera- 
ture, and  to  let  it  work  in  a  suitable  prime  mover,  from  which, 
at  an  intermediate  stage,  it  is  taken  out  at  those  pressures 
which  are  required  for  the  different  heating  purposes.  In  case 
the  direct  requirement  of  heat  is  very  great,  it  may  certainly 
happen  that  the  power-steam  will  not  be  sufficient,  and  then  a 
special  heating  arrangement  is  justified ;  but  this  much  is  always 
certain,  that  direct  steam  should  never  be  used  before  all  power- 
steam  has  been  consumed.  If  the  consumption  of  power,  as  well 
as  of  heat,  is  very  variable,  it  evidently  will  be  a  rather  com- 
plicated problem,  how  the  whole  is  to  be  arranged,  so  that  the 
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total  economy  will  be  the  best  possible.  If  the  requirement  of 
heat  is  always  so  great  that  all  the  exhaust  steam  from  the 
power  machinery  can  be  used  for  heating,  and  steam  for  this 
purpose  of  only  a  certain  pressure  is  required,  a  steam-motor, 
working  with  counter-pressure,  is  the  most  suitable ;  but  if,  on 
account  of  the  variations  in  the  rate  of  demand,  an  excess  of 
power-steam  sometimes  exists  and  sometimes  not,  it  is  rather 
difScult  to  find  the  best  combination. 

In  order  to  meet  the  requirements,  arising  from  combined 
power  and  heat  demands,  the  De  Laval  Steam  Turbine  Co.  has 
specialized  in  furnishing  so-called  counter-pressure  and  tapping 
turbines.  The  first-mentioned  ones  are,  as  the  name  indicates, 
constructed  for  work  under  appreciable  counter-pressure,  and, 
consequently,  find  employment,  when  it  is  desired  to  utilize, 
under  all  circumstances,  all  exhaust  steam  for  heating.  The 
last  mentioned  ones  are  intended  for  those  plants,  where,  at 
least  at  intervals,  there  is  an  excess  of  power-steam.  For  the 
best  utilization  of  the  whole  quantity  of  steam,  it  is,  in  this 
case,  necessary  that  the  steam  be  delivered  to  the  turbine  at  the 
highest  possible  pressure  and  temperature,  and,  after  it  has 
expanded  to  the  required  lower  pressure  or  pressures,  and  per- 
formed work  during  such  expansion,  is  tapped,  and  the  re- 
maining steam  completes  its  expansion  and  is  condensed. 
Careful  calculations  are  in  each  case  necessary  for  determining 
the  best  dimensions  of  the  different  parts  of  the  turbine,  and 
this  in  some  measure  prevents  a  standardizing  of  the  manufac- 
ture, and  also  involves  the  fact  that  such  a  tapping  turbine 
cannot  simply  be  compared  with  another  turbine  of  corre- 
sponding power  and  working  under  the  same  pressure  and  tem- 
perature. 

As  example  of  the  results  obtained,  the  following  figures 
are  given : 

Counter-Pressure  Turbines. 


1.    Steam  quantity,  8,500  kg.  per  hour 
Steam  pressure,  10  kg.  per  cm'. 
Steam  temperature,  250°  C. 
Counter-pressure,  1.5  kg.  above  atmospheric 
Obtained  thermo-dynamic  efficiency,  0.745 
Obtained  power,  685  actual  hp. 
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2.  Steam  quantity,  13,700  kg.  per  hour 
Steam  pressure,  12.5  kg.  per  cm^ 
Steam  temperature,  280°  G. 
Counter-pressure,  2.5  kg.  above  atmospheric 
Obtained  thermo-dynamic  efficiency,  0.690 
Obtained  power,  900  actual  hp. 

3.  Steam  quantity,  8,100  kg.  per  hour 
Steam  pressure,  9.5  kg.  per  cm*. 
Steam  temperature,  240**  C. 
Counter-pressure,  3.5  kg.  above  atmospheric 
Obtained  thermo-dynamic  efficiency,  0.743 
Obtained  power,  470  actual  hp. 

Tapping  Turbines. 

1.  Steam  pressure,  11.5  kg.  per  cm*. 
Steam  temperature,  300°  C. 
Tapping  pressure,  1  kg.  per  cm*. 

Condensing 
Total  steam  quantity,  18,700  kg.  per  hour 
Amount  tapped,  13,000  kg.  per  hour 
Condensed  steam,  amount  5,700  kg.  per  hour 
Thermo-dynamic  efficiency  of  the  high-pressure  part,  0.70 
Thermo-dynamic  efficiency  of  the  low-pressure  part,  0.70 
Obtained  power,  2,300  actual  hp. 

2.  Steam  pressure,  10.5  kg.  per  cm*. 
Steam  temperature,  280°  0. 

Tapping  pressure.  No.  1:  5.2  kg.  per  cm*. 
Tapping  pressure.  No.  2:  1.2  kg.  per  cm'. 

Condensing 
Total  steam,  amount  17,500  kg.  per  hour 
Amount  tapped  at  pressure  No.  1:  6,500  kg.  per  hour 
Amount  tapped  at  pressure  No.  2:  8,500  kg.  per  hour 
Condensed  steam,  amount  2,500  kg.  per  hour 
Thermo-dynamic  efficiency  of  the  high-pressure  part,  0.705 
Thermo-dynamic  efficiency  of  the  mid-pressure  part,  0.665 
Thermo-dynamic  efficiency  of  the  low-pressure  part,  0.650 
Obtained  power,  2,250  actual  hp. 

As  to  the  turbines,  built  by  the  Ljungstrom  Steam  Turbine 
Co.,  with  which  we  are  now  going  to  deal,  the  circumstances  are 
quite  diflferent.  As  already  introductorily  pointed  out,  the 
Ljungstrom  turbine  is,  in  a  quite  specially  high  degree,  adapted 
to  give  the  best  possible  steam  economy.  The  use  of  the  reac- 
tion principle,  the  absence  of  the  immovable  bucket  system, 
the  radial  device,  the  small  dimensions — ^these  are  all  circum- 
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stances  contributing  to  a  very  good  steam  economy.  However, 
in  order  to  practically  realize  the  possibilities  the  system  offers, 
it  has  been  necessary  to  overcome  a  great  many  difficulties. 

This  concerns  in  the  first  place  the  manufacture  of  the 
buckets.  These  must,  in  spite  of  their  small  dimensions,  with- 
stand a  very  considerable  centrifugal  force,  which,  especially 
towards  the  periphery,  where  the  length  is  greatest  and  the 
centrifugal  force  reaches  its  highest  amount,  causes  great 
stresses  in  the  material,  which,  in  reality,  it  would  be  impossible, 
even  for  the  best  material,  to  sustain,  if  special  constructions 
were  not  adopted.  The  method  used  for  the  solving  of  this 
problem  is  that  the  buckets,  at  different  places  in  their  longitu- 
dinal extension,  are  provided  with  strengthening  rings,  so  that 
the  unsupported  length  is  reduced  to  reasonable  limits.  Great 
purely  constructive  difficulties  arise,  however,  in  the  fixing  of 
the  backets  in  the  rings  and  the  bearing  disks,  and  it  is  only 
with  the  help  of  welding  by  the  oxyacetylene  method,  and 
various  other  artifices,  that  a  satisfactory  solution  has  been 
reached. 

Another  problem  that  it  was  necessary  to  solve  is  the  equali- 
zation of  the  heat  strains.  Each  bucket  gets,  it  is  true,  on 
account  of  its  small  radial  extension,  practically  the  same  tem- 
perature all  over  its  extension,  but  the  disks,  carrying  the 
bucket  systems,  and  also  other  parts  of  great  radial  dimensions, 
are  exposed  to  very  variable  temperatures  at  different  points. 
The  means  by  which  this  considerable  difficulty  has  been  over- 
come, cannot  in  this  connection  more  closely  be  dealt  with,  but 
suffice  it  to  say  that  such  a  perfect  equalization  has  been 
reached  that  hardly  any  other  turbine  can  work  with  such  a 
high  degree  superheat  as  the  Ljungstrom  type. 

A  further  difficulty  is  caused  by  the  great  axial  pressure 
to  which  the  bucket-bearing  disks  are  exposed.  This  pressure 
is  so  considerable  that,  at  the  speeds  of  rotation  used,  it  is 
practically  impossible  to  take  it  up  by  thrust-bearings.  The 
method  has  therefore  been  adopted  of  balancing  the  axial  forces 
by  means  of  steam  pressure.  This  balancing  is  automatic,  so 
that  an  elementary  movement  of  the  bearing  disks  in  one  direc- 
tion or  the  other  immediately  causes  a  change  in  the  steam 
pressure,  counteracting  the  said  movement.     This  automatic 
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regulating  is  ingeniously  combined  with  the  means  for  pre- 
venting leakage  of  the  high-pressure  steam,  and  has  given  the 
best  conceivable  results. 

A  weak  point  is,  of  course,  that  the  electric  generators  must 
be  made  divided  into  two  equal  parts,  which  increases  the  cost 
and  reduces  the  efficiency,  but  the  experience  has  proved  that 
these  inconveniences  are  fully  compensated  by  the  superior 
economy  obtained  in  other  respects  by  means  of  this  system. 

It  is,  in  fact,  astonishing  what  small  dimensions  and  how 
good  an  efficiency  can  be  reached.  The  turbine  disks  with  their 
bucket  system  are  quite  small  machine-parts,  hardly  requiring 
any  space  as  compared  with  the  other  apparatus.  It  can  be 
said  that  the  turbine  is  a  small  detail,  arranged  in  the  conduit 
from  the  boiler  to  the  condenser. 

A  rather  great  number  of  turbines  have,  considering  the 
short  time  they  have  been  in  the  market,  been  built  according 
to  this  system,  and  they  have  in  all  places  given  the  best  results. 
We  give  below  the  figures  obtained  with : 

L    A  lOOO-kw.  Turbine  Built  in  Sweden. 
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For  larger  turbines,  the  results  would  of  course  be  still  more 
favourable.    So  are,  for  instance,  the  following  calculated  figures : 

I.    For  a  2000-kw.  Turbine. 
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n.    For  a  6000-kw.  Tnrbino. 
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The  above-mentioned  obtained  figures  represent,  no  doubt, 
a  world-record  regarding  the  steam  consumption  for  units  of 
this  size,  and  may  hardly  be  surpassed  by  any  turbines  of  no 
matter  what  size.  Turbines  are  at  present  being  built  for  a 
power  of  10,000  hp.,  and  they  will  doubtless  give  entirely  epoch- 
making  results. 

A  circumstance  worthy  of  all  consideration  is  the  already 
earlier-mentioned  fact  that  the  turbines,  on  account  of  the 
favourable  equalization  of  the  temperature  strains,  can  work 
with  a  very  high  degree  of  superheat.  Besides,  as  there  are  no 
difficulties  to  prevent  utilization  of  a  very  high  steam  pressure, 
the  possibilities  of  a  further  improvement  of  the  steam  economy 
seem  rather  great.  As  a  matter  of  fact,  no  other  turbine  con- 
struction seems  to  be  so  well  adapted,  as  the  Ljungstrom  type, 
to  realize  the  possibilities  of  increased  thermic  efficiency,  which 
the  development  of  the  steam  boiler  technics  will  probably  offer 
in  the  immediate  future. 

Prom  the  first  appearance  in  the  market  of  the  Ljungstrom 
turbine,  the  fear  has  been  expressed  that  the  mechanical  con- 
struction would  be  so  complicated,  and  the  difficulties  in  con- 
nection with  the  manufacture  so  considerable,  that  in  practice 
the  inconveniences  should  preponderate  over  the  advantages. 
It  must  also  be  admitted  that  these  fears  d  priori  would  seem 
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well  founded.  Experience  has,  howerver,  proved  that  these 
doubts,  are  not  being  justified,  but  it  has,  on  the  contrary, 
turned  out  that  the  manufacture  can  easily  be  carried  out,  and 
fully  reliable  machines  be  made.  These  turbines  are  now  being 
built  not  only  in  Sweden,  but  the  manufacture  has  also  been 
taken  up  abroad  and  always  with  the  best  results. 

A  point  that,  strictly  speaking,  does  not  come  within  the 
range  of  this  article,  but  owing  to  the  peculiar  circumstances 
should,  we  believe,  be  lightly  touched  upon,  is  the  employment 
of  the  Ljungstrom  turbine  for  vessel  propulsion. 

It  is  true  that  it  still  is  only  in  the  first  stages  of  the  trials, 
but  the  results  obtained  are  such  that  they  must  be  considered 
very  promising.  The  only  system  that,  for  this  purpose,  has  any 
prospect  of  coming  into  use,  is  the  electrical,  either  directly,  or 
combined  with  gearing.  By  using  the  electric  transmission  from 
the  turbine,  there  is  a  possibility  of  getting  the  same  work  with 
a  very  high  number  of  revolutions,  which  increases  the  eflSciency 
and  reduces  the  weight.  Whether  the  electric  motor  shall  act 
directly  upon  the  propeller  shaft  or  through  a  gearing,  depends 
on  the  circumstances. 

The  present  state  of  the  development  in  question  will  no 
doubt  be  best  explained  by  a  short  description  of  the  only 
machine  of  this  kind  which  has  been  built  up  to  the  present. 

A  large  Swedish  shipping  company  decided  to  build  two 
vessels,  which  should  be  equal  in  all  respects,  excepting  the 
machinery.  This  should,  in  one  of  the  ships,  be  an  ordinary 
triple-expansion  steam  engine,  and  in  the  other  one  a  turbine 
aggregate  of  the  Ljungstrom  type.  For  the  installation  of  the 
turbine  machinery,  it  must  be  guaranteed  that  the  turbine 
driven  vessel  should  show  a  30  per  cent  smaller  coal  consump- 
tion, as  compared  with  the  other  ship.  If  this  guarantee  could 
not  be  kept,  the  turbine  machinery  should  be  removed  and,  at 
the  expense  of  the  manufacturers,  be  replaced  by  an  ordinary 
steam-engine,  of  the  same  kind  as  for  the  other  steamer. 

The  dimensions  of  the  vessels  were  the  following : 

Length  between  p.  p 68.57  m. 

Greatest  beam 10.97    *' 

Moulded  depth 4.72    *' 

Draught  4.50    " 

Displacement   2225.00  tons 
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The  calculated  machine-power,  for  reaching  a  speed  of  11 
knots,  amounted  to  900  hp.  at  the  propeller  shaft. 

The  turbine-machinery  was  arranged  in  the  following  way : 

Two  equal  units  each  of  400  kw.  were  erected.  Each  unit 
consisted  of  one  turbo-generator  with  double-rotation,  so  that 
the  generators  were  of  200  kw.  each.  The  speed  amounted  to 
not  less  than  7200  revolutions  per  minute,  and  three-phase  current 
of  500  volts  and  120  periods  was  produced.  This  current  was  led 
to  two  motors,  having  a  speed  of  about  900  revolutions,  which 
by  means  of  a  gearing  having  a  ratio  of  1  to  10  drove  the  pro- 
peller shaft.  The  turbines  were  provided  with  governors  in 
the  ordinary  way,  and  the  speed  regulation  was  obtained  by 
means  of  variable  resistance  in  the  rotor  winding  of  the  motors. 
For  merchant  ships,  which  mostly  go  with  full  power,  this  ar- 
rangement was,  owing  to  its  simplicity,  considered  the  most 
suitable. 

It  is  evident  that,  apart  from  the  possibly  attainable  re- 
duction in  coal-consumption,  the  turbine  machinery  offered  the 
advantage  of  a  greater  security  against  break-down,  as  there 
always  was  some  reserve,  and  it  also  gave  absolute  safety 
against  racing  in  high  seas. 

At  the  comparative  trials,  with  the  two  vessels  under  equal 
conditions,  it  turned  out  that  the  coal  consumption  for  the  tur- 
bine ship  was  only  58  per  cent  of  that  of  the  sister-boat,  and 
that  the  guarantee  was  thus  considerably  surpassed.  For  the 
sake  of  justice,  it  must  here  be  remarked  that  the  turbine  vessel 
worked  with  super-heating,  which  was  not  the  case  with  the 
other  one,  but  at  any  rate,  there  remains  a  very  considerable 
advantage  for  the  first-mentioned  ship. 

As  to  the  weight  of  the  machinery,  this  was  20  tons  lower 
for  the  turbine  vessel. 

This  first  trial  has  thus  proved  very  satisfactory,  and  it 
might  not  be  too  daring  to  say  that  there  are  great  possibilities 
in  this  direction  for  the  future. 

For  a  more  complete  description  of  the  Ljungstrom  tur- 
bine, we  refer  to  ** Engineering''  of  April  12th  and  19th,  1912. 

Regarding  the  probable  development  in  the  near  future,  it 
is,  of  course,  diflBcult  to  try  to  prophesy  things,  but  without 
running  the  risk  of  making  too  great  a  mistake,  it  might  be 
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possible  to  predict  that  the  De  Laval  Company  will  more  and 
more  develop  and  standardize  their  counter-pressure  and  tap- 
ping turbines,  and  in  this  way,  contribute  to  the  solution  of 
the  very  important  question,  especially  for  a  country  deficient  in 
coal,  regarding  the  best  possible  total  economy  in  using  the 
energy,  bound  in  the  fuel.  The  Ljungstrom  Company,  again, 
will  very  likely,  in  the  first  place,  be  occupied  with  further  per- 
fecting their  turbines  in  the  direction  of  a  still  greater  improve- 
ment of  the  steam  economy,  and  especially  for  the  use  of  high- 
pressure  and  highly  superheated  steam. 
STunmary. 

An  account  of  the  earlier  development  of  the  steam  tur- 
bine technics  in  Sweden  is  given,  and  it  is  pointed  out  that 
Sweden  is  one  of  the  pioneer  countries  in  this  line.  The 
present  Swedish  turbine  industry  is  principally  represented  by 
two  firms,  viz.:  The  De  Laval  Steam  Turbine  Co.,  and  the 
Swedish  Turbine  Co.,  Ljungstrom,  each  one  of  which,  within  its 
department,  has  reached  very  good  results.  The  former  has 
specialized  itself  upon  counter-pressure  and  tapping  turbines, 
while  the  latter  at  present  holds  the  world-record  for  steam 
economy,  and  also  has  made  very  satisfactory  trials  with  turbo- 
electric  vessel  propulsion. 
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By 
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Ch.   Engr.   Busch-Sulzer   Bros. -Diesel   Eng.    Co. 

St.  Louis,  Mo.,  U.  S.  A. 


It  was  the  purpose  of  this  paper  to  treat  the  general  sub- 
ject of  the  present  status  of  the  Diesel  Engine;  but,  due  to 
obvious  and  regrettable  circumstances,  the  writer  found  him- 
self so  handicapped  in  obtaining  anything  like  representative 
original  information  from  abroad,  except  from  the  associates 
of  the  company  by  whom  he  is  employed,  that  he  has  been  con- 
strained to  practically  limit  the  paper  to  the  development  of 
the  Diesel  engine  in  this  country,  and  to  address  it  primarily 
to  American  engineers.  And,  because  the  subject  is  less  famil- 
iar to  these  engineers,  there  has  been  included  in  this  paper 
certain  historical  and  fundamental  information,  which  is  well 
known  to  and  understood  by  those  who  have  made  a  closer 
study  of  it. 

Considering  the  large  and  ever-increasing  production  of 
mineral  oil,  in  the  United  States,  the  residual  products  of 
much  of  which  oil  are  suitable  almost  exclusively  for  fuel  and 
are  comparatively  low-priced,  the  Diesel  engine  is  peculiarly 
adapted  to  this  country's  requirements;  and  it  is  chiefly  due  to 
the  meager  consideration  which  was,  until  recent  years,  paid  to 
economy  in  power  generation,  that  this  engine  did  not  com- 
mand the  general  interest  or  wide-spread  usefulness  that  it 
merits.  To  this  apathy  was  added  active  obstruction  on  the  part 
of  manufacturers  of  other  types  of  prime  movers,  who  were 
prevented,  by  the  basic  Diesel  patents,  from  embarking  upon 
the  manufacture  of  this  type  of  engine,  and  many  of  whom 
promptly  engaged  in  this  business,  after  the  recent  expiration 
of  these  basic  patents. 
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The  Diesel  engine  is  the  invention  of  the  late  Dr.  Rudolf 
Diesel,  of  Munich,  Germany ;  and  it  is  a  tribute  that  is  due  to  his 
rare  genius  and  almost  unparalleled  thoroughness,  in  the  most 
painstaking,  and  often  discouraging,  theoretical  and  practical 
research,  that  a  truer  understanding  of  his  aims  be  made  more 
generally  public  on  this  occasion.  These  aims,  and  their  pur- 
suit, are  clearly  and  fully  disclosed  in  his  **  Theory  and  Con- 
struction of  a  Rational  Heat  Engine",  published  in  1893;  and 
his  ** Development  of  the  Diesel  Engine",  issued  twenty  years 
later,  shortly  before  his  regrettable  death. 

** Ignition  by  compression",  so  generally  and  superficially 
accepted  as  the  fundamental  principle  underlying  Dr.  Diesel's 
invention,  was,  as  a  matter  of  fact,  merely  a  natural  corollary, 
and  was  not  even  claimed  by  him  as  his  original  conception ; 
although  typical  of  the  engines  that  bear  his  name,  and  success- 
fully employed  in  them  alone.  Dr.  Diesel's  great  aim  was  a 
closer  realization  of  the  theoretical  efficiency  of  the  Carnot  cycle 
than  attainable  by  steam  engines,  or  internal  combustion  en- 
gines of  the  ordinary  types.  And,  although  his  aspirations  were 
crowned  with  only  a  partial  success,  it  is  scarcely  to  be  doubted 
that  they  created  a  heat  engine  which  has  the  highest  efficiency 
that  will  ever  be  attained  with  fuel. 

In  1893,  after  many  years  of  study  and  research.  Dr.  Diesel 
summed  up  his  purpose,  as  follows : 

'*  (1)  The  heating  of  pure  air,  in  the  working  cylinder  of  the 
engine,  by  its  mechanical  compression  by  means  of  the 
piston,  to  a  temperature  far  in  excess  of  the  igniting 
temperature  of  the  fuel ; 

(2)  The  gradual  introduction  of  finely  atomized  fuel,  into 
this' hot  compressed  air,  and  its  combustion  and  simul- 
taneous  performance  of  work  upon  the  out-moving 
piston ; 

(3)  And  (because  a  fuel  can  burn  only  after  it  has  been 
gasified)  the  gasification  of  a  non-gaseous  fuel,  gradu- 
ally, in  the  working  cylinder  itself,  in  small  quantities 
at  a  time  for  each  stroke  of  the  piston ;  the  hqat  for  gas- 
ification and  ignition  being  obtained  from  the  heat  of 
compression". 
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Carnot's  law,  as  applying  to  heat  engines,  is  well  under- 
stood:— ^the  higher  the  initial  temperature  and  the  lower  the 
terminal  temperature,  or  the  higher  the  initial  compression 
pressure  and  the  lower  the  terminal  pressure,  the  higher  will  be 
the  theoretical  thermal  eflSciency  of  the  engine.  But  the  act- 
ually attainable  efficiency  is  limited  by  the  characteristics  of  the 
available  materials ;  and  modified  by  the  mechanical  losses,  af- 
fected by  the  weight  and  dimensions  of  the  moving  elements  of 
the  engine.  Dr.  Diesel  demonstrated  that,  although  the  theoret- 
ical thermal  efficiency  increased  slightly  beyond  this  point,  the 
highest  mechanical  efficiency  was  attained  with  a  compres- 
sion pressure  of  30  atmospheres,  and  a  compression  temper- 
ature of  500°  C. ;  and,  balancing  these  advantages  against  one 
another,  that  the  highest  actual  efficiency,  and  the  greatest  use- 
ful power  development  per  unit  of  cylinder  volume,  would  be 
obtained  by  compressing  the  air  to  a  pressure  of  between  30  and 
40  atmospheres,  and  a  temperature  between  500  and  600°  C. ; 
and  introducing  the  fuel  in  such  manner  as  to  obtain  com- 
bustion at  constant  pressure,  with  a  maximum  combustion  tem- 
perature between  1600  and  1800°  C.  On  either  side  of  these 
limits,  the  actual  efficiency  of  the  engine  diminished.  These 
deductions  do  not  appear  to  have  been  proven  incorrect,  after 
twenty  years  of  practical  and  diversified  experience.  It  is  self- 
evident  that  the  stated  compression  temperature  is  **far  in  ex- 
cess of  that  required"  solely  for  the  ignition  of  any  carbona- 
ceous substance  which  would  ordinarily  be  used  as  fuel;  also 
that,  to  avoid  ignition  during  the  progress  of  the  compression, 
the  fuel  must  not  enter  the  cylinder  until  after  the  full  com- 
pression has  been  attained. 

In  1894  the  first  successful  experimental  engine,  operating 
upon  the  above-described  principles,  was  completed  by  Dr. 
Diesel.  In  1897  Mr.  Adolphus  Busch,  of  St.  Louis,  purchased 
outright  the  sole  rights  to  all  Dr.  Diesel's  existing  and  future 
United  States  patents,  and  introduced  the  Diesel  Engine  into 
this  country,  under  the  sponsorship  of  the  late  Col.  E.  D.  Meier. 

The  first  Diesel  engine  built  in  the  United  States,  was  com- 
pleted in  1898.  Since  then  these  engines  have  been  installed  in 
mxuiicipal  and  commercial  central  power  stations,  in  the  most 
diversified  industrial  plants,  and  as  stand-bys  for  water  powers ; 
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in  capacities  up  to  1000  brake  horse-power.  In  Europe,  sta- 
tionary Diesel  engines  have  been  installed  in  units  up  to  4000 
brake  horse-power;  but  the  relatively  lower  prices  of  fuel  in 
the  United  States  tend  to  retard  a  similar  development  here. 

Following  in  the  wake  of  the  Diesel,  or  high  compression 
constant  pressure  oil  engine,  has  come  the  so-called  Semi-Diesel, 
or  low  compression  oil  engine.  The  latter  occupies  a  position 
between  the  Diesel  engine  and  the  older  type  of  *' hot-bulb" 
engine.  The  distinguishing  characteristics  of  the  two  types  may 
be  briefly  stated,  as  follows: 
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In  the  Diesel  engine,  the  entire  cylinder  volume  of  pure  air 
is  compressed  to  the  maximum  pressure  of  about  35  atmos- 
pheres, and  the  corresponding  temperature  of  about  500**  C. ; 
the  fuel  is  introduced  at  or  about  the  completion  of  this  com- 
pression, and  is  gasified  and  ignited  by  the  heat  of  compression ; 
the  combustion  taking  place  without  any  material  increase  in 
pressure,  but  with  a  considerable  increase  in  temperature,  dur- 
ing 8  to  12  per  cent  of  the  piston  stroke,  and  continuing  during 
a  subsequent  period  of  isothermal  expansion. 

In  the  Semi-Diesel  engine,  the  entire  cylinder  volume  of 
pure  air  is  compressed  to  about  half  the  compression  pressure 
usual  in  the  Diesel ;  a  small  portion  of  this  air  being  contained 
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in  an  auxiliary  chamber,  which  is  in  open  communication  with 
the  interior  of  the  cylinder,  and  which  has  been  heated  to  a 
high  temperature  (by  external  means  prior  to  starting;  or  by 
the  heat  of  the  previous  combustion,  while  running),  the  tem- 
perature resulting  from  the  mechaAical  compression  being, 
therefore,  considerably  higher  in  this  chamber  than  in  the  main 
portion  of  the  cylinder ;  the  fuel  is  introduced,  at  or  about  the 
completion  of  this  compression,  either  directly  and  entirely  into 
this  auxiliary  chamber,  or  through  the  cylinder  and  partially 
into  the  chamber ;  and  gasified  and  ignited  by  the  heat  of  com- 
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pression  of  the  air  in  the  chamber,  the  combustion  taking  place 
more  suddenly  and  with  a  greater  increase  in  pressure  than  in 
the  Diesel,  and  being  followed  by  a  more  rapid  drop. 

In  engines  of  both  types  the  maximum  ignition  pressure  is 
about  the  same;  but  the  combustion  temperature  at  the  com- 
mencement of  the  adiabatie  expansion  is  higher  in  the  Diesel. 
Figures  1  and  2  show,  respectively,  typical  indicator  diagrams 
of  a  Diesel  and  a  Semi-Diesel  engine. 

The  two-stroke  cycle,  as  well  as  the  four-stroke  cycle  of 
operation  is  employed  in  Diesel  engines.  The  selection  of  the 
cycle  is  somewhat  arbitrary  on  the  part  of  the  manufacturer, 
and  apjvars  to  bo  governed  by  the  greater  or  less  value  placed 
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upon  low  cost  of  manufacture,  as  against  that  of  eflSciency  in 
operation.  The  rational  line  of  division  is  affected  by  so 
many  factors: — ^the  value  of  money,  the  cost  of  fuel,  freight 
rates,  the  value  of  floor  space,  etc. — that  it  would  vary  with  each 
locality. 

The  lower  eflSciency  of  the  two-stroke  cycle  Diesel  engine 
is  due,  primarily,  to  the  power  consumed  by  the  scavenging 
pump,  practically  none  of  which  is  recovered  in  the  working 
cylinder.  This  is  partially  offset  by  the  reduced  mechanical 
losses,  due  to  lighter  moving  parts.    The  drop  of  pressure  at  the 
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release,  when  the  exhaust  port  of  the  two-stroke  cycle  engine  is 
opened,  is  partially  counterbalanced  by  the  ** bottom-loop" 
negative  work  of  the  four-stroke  cycle. 

Figure  3  shows  a  typical  indicator  diagram  of  a  two-stroke 
cycle  Diesel  engine  and  may  be  compared  with  Figure  1  which 
is  that  of  a  four-stroke  cycle  engine.  Figure  4  illustrates  the 
proportional  subdivision  of  the  indicated  power  developed  by 
four-stroke  cycle  and  two-stroke  cycle  Diesel  engines. 

The  curves  shown  in  Figure  5  compare  the  fuel  consumption 
of  four  and  two-stroke  cycle  Diesel  type  engines,  built  by  the 
same  American  manufacturer. 


302 


THE  DIESEL  ENGINE  IN  AMERICA 


s 

s 


7^  mrif  c0^fT 


\ 
\ 
\ 
\ 
\ 

N 
\ 

^  Am  CoMP^fssu^^    ^ 


s 


\ 
\ 


\ 


\ 
\ 

\ 
\ 
\ 
\ 
\ 
\ 
\ 
\ 

N 
\ 
\ 
\ 
\ 
\ 
\ 
\ 
N 
N 
N 
\ 
\ 
\ 
\ 


))))»»>V//>> 


/f  /»eM  CtMT 


/  /  y  y  y  /  y  y  y  y  x  y  / 


Am  Ci 


>\N\\\N\ 


N 


/  MtCMAMKAl  I09999 

y  y  yyyy  y  y  y  y  y  y  y  / 


/ 
/ 
/ 


^hiN^  STMOifS  C)rci£ 


Fif.  4. 


Two  fTr^o^s  C)rci£ 


^  9  ft  S  « 


$ 


Flc.  5. 


THE  DIESEL  ENOINE  IK  AUBBICA  303 

The  older  designs  of  two-stroke  cycle  Diesel  engines,  which 
were  provided  with  cam- operated  scavenging  and  exhaost 
valves,  were  run  at  speeds  considerably  below  those  which  are 
osnal  in  the  equivalent  four-stroke  cycle  machines,  becaose  of 
the  fact  that  the  camshafts  of  the  former  revolTe  at  the  same 
Hpeed  as  their  crankshafts ;  whereas  those  of  the  latter  revolve 
at  but  half  of  the  speed.  In  later  designs,  this  limitation  has 
been  practically  overcome  by  the  substitution  of  scavenging  and 
exhaust  ports  in  the  cylinder  wall,  controlled  by  the  piston,  in 


place  of  the  heavy  valves.  This  construction,  although  familiar 
in  gas  engine  practice,  was  adopted  hesitatingly  for  Diesel  en- 
gines, on  account  of  their  somewhat  high  exhaust  temperatures, 
the  supposed  difBeulty  of  constructing  suitable  cylinders,  and 
the  inefficient  scavenging  resulting  from  the  fact  that  the  scav- 
enging ports  had  to  be  uncovered  after  the  exhaust  ports  were 
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open,  and  therefore  re-covered  before  the  exhaust  ports  were 
closed. 

In  Figure  6  is  illustrated  the  construction  of  a  modem  two- 
stroke  cycle  Diesel  engine  cylinder,  provided  with  a  recently 
patented  arrangement  of  scavenging  and  exhaust  ports.  The 
exhaust  ports  are  controlled  by  the  piston,  as  are  also  the  scav- 
enging ports  in  the  lower  tier ;  while  the  scavenging  ports  of  the 
upper  tier  are  under  the  supplemental  control  of  a  timed,  me- 
chanically operated  valve;  the  lower  tier  and  the  mechanical 
valve  open  only  after  the  exhaust  ports  have  been  uncovered 
long  enough  for  the  pressure  in  the  cylinder  to  have  fallen 
below  the  scavenging  air  pressure;  the  mechanical  valve  re- 
mains open  after  the  exhaust  ports  have  been  closed.  This  ar- 
rangement not  only  prervents  the  dangerous  blowing  back  of 
hot  gases  into  the  scavenging  air  passages;  but  also  ensures 
more  thorough  scavenging  and  the  building  up  of  a  slight  ex- 
cess pressure  in  the  pure  air  in  the  cylinder  at  the  commence- 
ment of  the  compression  stroke,  thus  enhancing  its  volumetric 
eflSciency  and  power  capacity. 

Stationary  Diesel  engines  may  be  roughly  divided  into 
slow  speed  and  medium  speed  machines.  High  speed  emgines  of 
this  type  are  confined  to  special  purposes,  such  as  the  propulsion 
of  submarine  vessels.  Without  material  variation  in  piston 
velocities,  the  speeds  of  both  classes  of  stationary  engines  have 
been,  more  or  less,  selected  to  conform  to  the  speeds  of  standard 
engine-type  electric  generators.  The  higher  rotative  speeds 
which  are  becoming  general  in  Europe,  have,  up  to  the  present, 
not  found  favor  with  any  American  builder;  despite  the  fact 
that  they  appear  to  be  entirely  successful.  The  advantages  of  a 
cautious  approach  to  these  European  speeds  are  obvious: — 
lighter  weights,  smaller  space  demand,  and  lower  generator 
costs.  The  following  table  compares  the  speeds  of  well-known 
European  and  American  Diesel  engines  of  about  500  horse- 
power. 

European  American 

R.  P.  M 240  150  200 

Piston  Speed  4.15  m.  per  sec.  3.8 4.15  m.  per  sec. 

"  **       815  ft.  p.  m.  740  815  ft.  p.  m. 

Ratip  of  diam.  to  stroke 1:  1.13  1:  1.34  1:  1.28 
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Within  these  limits  there  does  not  appear  to  be  any  ap- 
preciable diflFerence  in  efficiency,  reliability,  or  wear  in  engines 
of  equally  good  design  and  construction. 

In  Europe  there  has  been  a  very  general  adherence  to  the 
vertical  arrangement  of  Diesel  engines ;  and,  of  the  few  build- 
ers of  horizontal  machines,  the  majority  build  vertical  engines 
also.  In  America  both  styles  have  their  champions ;  but,  at  the 
present  time,  the  greater  number  appears  to  be  following  the 
lead  of  Europe. 

At  the  present  time  there  are  comparatively  few  double- 
acting  engines,  of  the  Diesel  type,  in  operation  in  Europe ;  and 
considerably  fewer  in  America.  Practically  all  of  these  are 
horizontal  machines.    It  may  be  reasonably  asserted  that  there 


is  not  yet  available  a  sufficiently  extensive  practical  experience 
with  this  style  of  Diesel  engine,  to  warrant  the  assurance  of 
success  in  everyday  service ;  and  that,  in  spite  of  the  many  ad- 
vantages which  such  BD  engine  would  possess,  especially  in 
large  units,  its  development  still  lies  well  in  the  future. 

The  Junkers,  opposed  piston  oil  engine,  which  is  a  develop- 
ment of  the  well-known  Oechelhaeuser  gas  engine,  has  not  yet 
been  placed  upon  the  open  market  in  the  United  States;  nor 
has  the  modified  form  of  this  type  of  engine,  invented  by  H. 
F.  Fullagar,  of  England,  yet  found  a  builder  here. 

Vertical  Diesel  engines  are  being  built  both  with  "A" 
frames,  and  with  enclosed  crank-cases.  Coincidently  with  the 
tendency  towards  higher  speeds,  there  has  developed,  in 
Europe,  an  increasing  inclination  towards  the  enclosed  crank- 
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case;  and  Sulzer  Bros.,  of  Switzerland,  recently  exhibited,  in 
Berne,  a  Diesel  engine  of  this  construction,  of  1000  b.h.p.  rated 
capacity.  The  enclosed  crank-case,  for  Diesel  engines,  was 
adopted  in  America  long  before  it  received  any  consideration 
in  Europe;  and  the  original  American  builders  still  adhere  to 
this  style  of  frame  for  engines  of  smaller  and  medium  capaci- 
ties. 

In  Europe  the  use  of  crossheads  and  guides  is  becoming 
general,  for  vertical  Diesel  engines  of  very  large  capacities; 
but  American  built  Diesels  have  not  yet  reached  capacities  and 
dimensions  that  would  warrant  this  style  of  construction,  in 
preference  to  the  simpler  and  less  costly  trunk  piston.  In 
Figure  7  is  shown  a  combination  of  piston-body  and  crosshead, 
as  used  in  an  American-built  horizontal  engine  of  the  Diesel 
type. 

Practically  all  Diesel  engine  cylinders  are  now  built  up  of 
a  liner,  or  inner  barrel;  a  jacket,  or  outer  cylinder;  and  a 
cylinder  head.  The  space  between  the  liner  and  the  jacket 
forms  the  water-jacket.  The  purpose  of  this  construction  is 
less  that  of  facilitating  the  renewal  of  the  inner  barrel,  should 
it  become  worn,  and  of  permitting  its  free  axial  expansion, — 
the  lack  of  which  possibilities  has  not  been  found  seriously 
objectionable  in  the  older  designs  of  Diesel  engines, — ^than  to 
enable  the  use  of  the  most  suitable  iron  to  withstand  the  tem- 
peratures to  which  the  cylinder  is  subjected,  without  the  manu- 
facturing risks  involved  by  casting  a  somewhat  complicated 
piece,  having  great  variations  in  metal  thicknesses,  of  such  iron. 
A  typical  construction  of  a  four-stroke  cycle  Diesel  engine 
cylinder,  with  separate  liner,  is  illustrated  in  Figure  8. 

The  registered  joint,  between  the  cylinder  barrel  and  the 
head,  prevents  the  leakage  of  water  from  the  water-jacket,  and 
of  the  gases  from  the  interior  of  the  cylinder.  The  gland-ring, 
at  the  lower  end,  packs  against  the  cooling  water;  but  leaves 
the  liner  free  to  expand  axially. 

All  builders  of  Diesel  engines  have  learned  the  necessity 
of  constructing  the  combustion  space  of  regular  form,  without 
pockets  or  obstructions  which  would  retard  the  propagation  of 
the  flame.  In  his  earliest  experiments,  Dr.  Diesel  established 
the  vital  importance  of  this  precaution.    The  effectual  cooling 
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of  the  cylinder  heads,  especially  the  parts  adjacent  to  the  fuel 
valve,  and  spots  where  the  heat  is  liable  to  accumulate,  is  gen- 
eral; and  there  are  several  U,  S,  patents  which  cover  means 
for  ensuring  the  delivery  of  the  coldest  water  to  the  hottest 
parts.  With  practically  no  exceptions,  the  heads  are  made  of 
cast  iron,  and  carry  such  valves  as  the  type  of  the  engine 
demandSi 
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The  admission  and  exhaust  valves,  which  are  exposed  to 
the  high  combustion  temperatures  and  to  the  corrosive  action 
of  the  fuel,  most  of  which  contains  sulphur  in  greater  or  smaller 
proportions,  are  now  generally  made  up  of  a  head  of  hard  cast 
iron,  with  a  stem  of  foiled  steel.  In  this  country  Diesel  en- 
gines are  not  yet  being  built  in  sizes  which  would  make  the 


THE  DIESEL  ENGINE  IN  AMERICA 


THE  DIESEL  ENGINE  IN  AMERICA  309 

water-cooling  of  the  exhaust  valves  either  necessary  or  con- 
venient; but  in  the  medium  sizes,  the  exhaust  valve-stems 
generally  work  in  water-cooled  guides. 

Pew  of  the  fuel  oils  in  ordinary  •use  are  of  such  character 
that  perfect  combustion  can  be  always  attained  under  all  con- 
ditions of  load;  it  is,  therefore,  desirable  that  at  least  the 
exhaust  valve,  which  is  the  most  prone  to  fouling,  may  be 
dismantled  with  the  greatest  promptness  and  ease,  and  with  the 
least  disturbance  of  adjustments.  Examples  of  means  to  this 
end  are  shown  in  Figures  9  and  10. 

The  former  illustrates  the  sectional  valve  lever,  as  used 
on  Busch-Sulzer  Bros.-Diesel  engines,  in  which  the  valve  end 
of  the  lever  may  be  disconnected,  permitting  the  withdrawal 
of  the  entire  valve  and  cage,  without  affecting  any  adjustments. 

The  latter  illustrates  the  Fulton-Tosi  construction,  in 
which  the  valve  levers  may  be  bodily  removed  from  the  over- 
hung ends  of  their  shaft. 

In  the  design  of  Diesel  engines  more  attention  has  been 
paid  to  the  correct  construction  of  the  fuel  atomizers,  than  to 
any  other  single  consideration;  and  with  good  reason.  The 
atomizer  must  not  only  put  the  fuel  into  a  condition  which  will 
ensure  its  complete  gasification  and  combustion,  within  the  ex- 
tremely brief  period  available  for  these  processes ;  but  it  must, 
for  each  working  stroke  of  the  piston,  discharge  the  entire 
quantity  of  fuel  delivered  to  it  by  the  fuel  pump,  and  do  this 
in  such  wise  that  the  ignition  and  combustion  proceed  with- 
out any  explosive  characteristics.  The  experiments  carried  out 
on  the  first  Diesel  engine  proved  that  the  atomizing  of  the  fuel 
and  its  introduction  into  the  cylinder,  in  a  manner  which  would 
ensure  compliance  with  these  requisites,  could  best  be  per- 
formed by  means  of  compressed  air.  The  elements  employed 
consist  of  an  atomizer,  an  injection  valve,  and  a  nozzle;  and 
these  may  be  arranged  to  form  the  ** closed"  nozzle,  as  origin- 
ally developed  by  Diesel;  or  the  *'open"  nozzle,  as  developed 
by  Lietzenmayer.  In  the  former  the  injection  valve  is  placed 
between  the  air  and  fuel  passages  entering  the  atomizer,  and 
the  nozzle  inlet  to  the  working  cylinder ;  the  valve  thus  separat- 
ing both  air  and  fuel  from  the  cylinder  until  the  moment  of 
injection.    In  the  latter  the  injection  valve  is  placed  between 
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the  air  passage  entering  the  atomizer,  and  the  fuel  inlet  to  the 
atomizer. 

The  "closed"  nozzle  construction  shown  in  Figure  11  is 
that  which  has  attained  the  most  widespread  nse.  The  atomiz- 
ing  elements  consist  of  a  series  of  finely  perforated  plates,  the 
holes  in  the  alternate  plates  being  offset  with  reference  to  each 
other;  followed  by  a  slotted  cone,  leading  to  the  injection  valve, 


and  to  the  nozzle  plate  at  the  entrance  to  the  cylinder.  Prior 
to  the  moment  of  injection,  the  requisite  quantity  of  fuel  oil  for 
the  next  working  stroke  is  delivered  above  the  perforated  plates, 
and  distributes  itself  over  these ;  the  interior  of  the  atomizer 
being  in  open  communication  with  the  compressed  air.  "When 
the  valve  is  lifted  from  its  seat,  the  air  Sows  in  a  rapid  stream 
over  the  plates  and  through  the  perforations,  carrying  the  fuel 
with  it  and  tearing  it  into  fine  globules.  In  its  passage  through 
the  nozzle  plate,  after  leaving  the  slotted  cone,  the  mixture  of 
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air  and  oil  atoms  ia  deflected  into  a  flat  "umbrella",  spreadins 
over  the  snrface  of  the  piston. 

The  atomizer  illustrated  in  Figure  12  is  also  of  the 
"closed"  type,  and  is  the  invention  of  Mr.  Hessehnann,  of  the 
Swedish  Diesel  Engine  Co.  The  typical  feature  of  this  is  the 
siphonic  arrangement  of  the  passage  in  which  the  fuel  lies  be- 
tween the  time  of  its  entrance  into  the  atomizer,  and  the  open- 
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ing  of  the  injection  valve ;  the  atomizing  taking  place  at  the 
inner  upper  edge  of  the  siphon  passage. 

The  use  of  the  "open"  nozzle,  as  illustrated  in  Figure  13, 
is  confined,  in  America,  to  horizontal  engines.  In  this,  the  fuel 
is  delivered,  by  the  fuel  pump,  into  a  passage  which,  through 
a  nozzle,  is  at  aU  times  in  open  communication  with  the  cylin- 
der. The  compressed  injection  air  is  closed  off  from  this  pass- 
age, by  the  injection  valve.    When  this  valve  is  lifted  from  its 
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seat,  the  stream  of  air  scours  over  the  surface  of  the  accuma- 
lated  fuel,  and  atomizes  it  with  an  action  similar  to  that  of  s 
file  upon  a  metal  surface.  The  final  atomizing  and  spreading 
is  performed  in  the  passage  through  the  nozzle,  as  in  the  case 
of  the  Diesel  atomizer. 

As  the  load,  carried  hy  a  Diesel  engine,  decreases,  and  the 
quantity  of  fuel  injected  into  the  cylinder  for  each  working 
stroke  diminishes,  the  too  rapid  injection  of  the  fuel  results  in 
a  more  or  less  explosive  ignition.  To  avoid  this,  it  becomes 
necessary  to  reduce  the  pressure  of  the  injection  air ; — i.  e.,  to 
slow  down  the  injection  velocity,  by  reducing  the  pressure  dif- 


ference between  the  injection  air  and  the  air  compressed  in  the 
working  cylinder.  In  the  case  of  the  "closed"  nozzle,  this  is 
accomplished  automatically,  to  a  limited  degree;  there  being 
less  fuel  in  the  atomizer  to  retard  the  flow  of  air,  more  air  is 
injected  and  if  the  free  air  capacity  of  the  compressor  remains 
constant,  the  injection  pressure  falls  to  correspond  to  this 
greater  delivery  volume.  But  this  self- adjustment  is  insuf- 
ficient to  accomplish  the  stated  purpose,  and  has  the  additional 
disadvantage  that,  in  spite  of  the  more  explosive  ignition,  the 
combustion  is  imperfect,  due  to  the  cooling  effect  of  the  excess 
air  following  the  fuel  into  the  cylinder,  and  it  is  necessary 
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either  to  blow  off  a  portion  of  the  compressed  air,  or  to  regu- 
late the  volume  handled  hy  the  eompresaor.  The  latter  is  the 
general  practice,  and  is  effected  by  throttling  the  suction  of  the 
compressor.  This  is  usually  done  by  hand;  but  some  engines 
are  provided  with  mechanical  means  for  this  piirpose,  operated 
by  the  governor,    A  device  to  be  utilized  in  conjunction  with 


FU.  14. 

that  just  described,  and  which  has  the  purpose  of  still  farther 
reducing  the  coasumption  of  injection  air  and,  at  the  same 
time,  diminishing  the  cooling  effect  resulting  from  excess  air, 
and  effecting  closer  speed  regulation  at  very  low  loads,  has 
been  recently  patented,  and  is  illustrated  in  Figure  14.  In  this 
device,  the  fuel  lever  is  provided  with  a  supplementary  abut- 
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ment  lever,  whose  position  is  varied  by  means  of  and  to  con- 
form to  the  injection  air  pressure  as  adjusted  by  the  governor- 
controlled  throttling  of  the  compressor  suction,  in  such  manner 
that  the  amount  of  the  opening  of  the  fuel  valve,  as  also  the 
period  during  which  it  remains  open,  are  reduced  as  the  air 
pressure  falls,  without  changing  the  lead  of  the  fuel  admission. 

All  engines  of  the  Diesel  type  are  started  by  means  of  com- 
pressed air.  To  avoid  the  excessive  use  of  such  air,  and,  at  the 
same  time,  to  simplify  the  mechanism,  it  is  usual  to  provide 
only  one  or  two  of  the  cylinders,  of  a  multi-cylinder  engine, 
with  starting  valves,  and  to  relieve  the  compression  in  the  other 
cylinders  until  the  engine  has  attained  a  sufficient  speed  to 
effect  this  comparison  without  risk  of  stopping.  In  small  and 
medium  sized  engines,  the  relief  of  compression  is  generally 
accomplished  by  holding  the  exhaust  valve  partially  open, 
which  was,  formerly,  somewhat  crudely  done  by  merely  slipping 
a  yoke  over  the  exhaust  valve  lever;  but  now  it  is  usual  to 
mount  the  lever  hubs  on  eccentric  sleeves,  operable  by  means 
of  hand  levers,  the  arrangement  being  such  that  the  rotation 
of  the  eccentric  sleeve  simultaneously  places  the  fuel  valve  out 
of  action  and  holds  the  exhaust  valve  open,  and  vice  versa. 
This  form  of  compression  relief  necessitates  a  separate  handling 
of  each  cylinder,  and  does  not  relieve  the  cylinders  that  are 
used  for  starting;  it,  therefore,  becomes  less  convenient,  less 
prompt,  and  less  effective  as  the  size  of  the  engine  increases. 
For  the  larger  sizes  of  engines,  a  system  has,  therefore,  been 
adopted,  in  which  auxiliary  cams  are  used  to  operate  the 
exhaust  valves  of  all  of  the  cylinders,  opening  these  at  the  com- 
mencement of  the  compression  stroke  of  the  piston  and  closing 
them  upon  its  completion,  the  fuel  valves  being,  meanwhile,  out 
of  action  until  the  engine  has  been  accelerated  sufficiently, 
when,  by  the  operation  of  a  single  wheel  or  lever,  the  relief 
is  cut  off  all  of  the  cylinders,  and  the  fuel  is  then  admitted  to 
them  one  at  a  time. 

The  construction  of  the  pistons  and  their  accessories,  for 
Diesel  engines,  has  been  reduced  to  an  almost  uniform  basis. 
In  the  larger  sizes,  some  builders  provide  the  pistons  with 
separate  heads,  secured  to  trunk  guides.  Plain  snap  rings,  of 
cast  iron,  have  become  universal;  these  being  provided  with 


THE  DIESEL  ENGINE  IN  AMERICA  315 

ordinary  Isp  joints.  The  piston  rings  are  usually  not  doweUed, 
to  maintain  fixed  relative  positions  of  the  joints ;  except  in  the 
case  of  two-stroke  cycle  eng^ines  in  which  the  rings  over-travel 
ports  in  the  cylinder  wall,  and  it  is  necessarj'  to  prevent  the  joints 
from  traveling  across  the  openings.  When  the  pistons  attain 
diameters  in  which  the  area  exposed  to  the  heat  becomes  so 
great  that  radiation  cannot  be  relied  upon  to  prevent  excessive 


temperatures,  it  is  usual  to  positively  cool  the  piston  heads. 
This  is  particularly  the  case  in  two-stroke  cycle  engines,  in 
which  the  pistons  are  exposed  to  combustion  temperatures 
twice  as  often  as  in  four-stroke  cycle  machines.  As  a  cooling 
medium,  either  water,  a  mixture  of  water  and  air,  or  oil  is  used. 
In  the  last-mentioned  case,  which  has  certain  advantages  where 
only  salt  water  is  available,  the  oil  is  re-cooled  and  used  over 
again.  A  simple  form  of  piston  cooling  is  illustrated  in 
Figure  15. 
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Of  importance  equal  to  that  of  the  fuel  atomizing  elements, 
is  the  method  of  and  mechanism  for  the  regulation  of  the 
amount  of  fuel  delivered  to  the  cylinder,  to  suit  the  existing 
load.  The  quantity,  even  at  full  load,  is  so  minute,  that  an 
almost  infinitesimal  variation  will  materially  affect  the  speed 
of  the  engine.  For  example,  the  quantity  of  fuel  oil  delivered 
to  a  lOO-horsepower  cylinder,  per  working  stroke,  is  only 
0.0046  litre  (0.28  cubic  inch)  at  full  load,  and  0.0026  litre  (0.16 
cubic  inch)  at  half  load;  or  a  difference  of  0.002  litre  (0.12 
cubic  inch)  between  full  and  half  load.  This  fuel  oil  is  de- 
livered to  the  atomizers  by  means  of  a  fuel  pump,  having  one 
plunger  to  serve  each  working  cylinder;  or  one  plunger  to 
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serve  several  cylinders,  with  a  proportioning  distributor  to 
equalize  the  delivery  to  each  to  suit  the  average  load  condi- 
tions. Some  of  the  methods  used,  to  regulate  the  fuel  supply 
under  the  control  of  the  governor  are: — varying  the  stroke  of 
the  pump  plunger;  maintaining  a  constant  stroke  of  the  pomp 
plunger,  but  by-passing  back  to  the  suction,  during  the  delivery 
stroke,  a  variable  quantity  of  the  fuel;  or  maintaining  a 
constant  stroke  of  the  pump  plunger,  with  a  constant  pump 
barrel  volume  during  the  suction  stroke,  and  varying  the  pump 
barrel  volume  during  the  delivery  stroke.  This  last  is  ac- 
complished either  by  means  of  an  auxiliary  plunger,  which 
communicates  with  the  same  barrel  in  which  the  plunger  proper 
works,  and  which  takes  a  constant  position  at  all  times  during 
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the  suction  stroke,  but  a  variable  position  during  the  delivery 
stroke;  or  by  means  of  a  diaphragm  which  forms  one  wall  of 
the  pump  barrel,  and  which  takes  a  constant  position  at  all 
times  during  the  suction  stroke,  but  is,  during  the  delivery 
stroke,  deflected  to  a  variable  extent,  against  a  stop  whose 
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position  is  varied  by  the  governor.    This  method,  as  patented 
by  the  Fulton  Iron  Works,  is  shown  in  Figure  16. 

The  method  that  has  become  general  in  Europe;  but  the 
use  of  which  in  America  is  still  restricted  to  the  owners  of  the 
patents,  and  their  licensees,  is  the  second-mentioned,  one 
arrangement  of  which  is  illustrated  in  Figure  17,  in  which  the 
by-passing  is  accomplished  by  holding  open  the  suction  valve 
of  the  pump,  during  a  portion  of  the  delivery  stroke. 
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Both  the  plunger  and  the  push-rod  have  constant  strokes ; 
but  the  action  of  the  bell-crank,  operated  by  the  push-rod,  is 
varied  by  its  eccentric  mounting,  which  is  rotated  under  gov- 
ernor control;  so  that  the  suction  valve  of  the  pump  is  held 
open  during  a  longer  or  shorter  portion  of  the  delivery  stroke 
of  the  plunger.  Diagram  '*A"  shows  the  parts  in  no-load  posi- 
tion, the  suction  valve  being  held  open  almost  throughout  the 
entire  delivery  stroke;  "B"  and  '*C",  respectively,  show  the 
parts  in  mean  and  full-load  positions. 

The  pressure  of  the  air,  used  for  atomizing  and  injecting 
the  fuel,  varies  with  the  type  of  the  engine  and  the  propor- 
tionate loading.  In  Diesel  engines  this  pressure  ranges  from 
35  or  40  atmospheres  at  no  load,  to  65  or  70  atmospheres  at 
full  load;  a  slight  variation  being  desirable  to  suit  the  char- 
acter of  the  fuel  oil.  This  air  is  generally  compressed  by  a 
three-stage  air  compressor,  integral  with  or  directly  coupled 
to  the  engine.  To  avoid  lubrication  difficulties  and  the  danger  of 
explosion  of  lubricating  oil  gases,  as  well  as  to  reduce  the  dimen- 
sions and  power  consumption  of  the  compressors,  the  compressors 
require  very  thorough  water  cooling,  and  the  provision  of  ample 
inter-  and  after-coolers.  Single-acting  compressors,  with  the 
tnmk  pistons  arranged  in  echelon,  have  become  general ;  as  also 
have  automatic  valves  of  very  limited  lift.  As  previously  de- 
scribed, the  capacity  and  delivery  pressure  of  these  compressors 
are  adjusted  by  throttling  the  low-pressure  suction. 

The  main  bearings  of  horizontal  Diesel-type  engines  are 
generally  constructed  similarly  to  those  of  horizontal  gas  en- 
gines, with  at  least  partial  adjustability;  whereas  adjustable  ' 
bearings  have  practically  been  abandoned  in  the  modem  makes 
of  vertical  engines,  in  favor  of  rigid  bearings  of  such  ample 
surface  and  provided  with  such  efficient  lubrication  that  their 
wear  is  negligible.  The  advantages  of  the  latter  construction 
are  obvious  in  the  case  of  multi-cylinder  engines,  such  as  verti- 
cal engines  usually  are,  in  which  a  number  of  bearings  are  in 
line.  It  has  been  found  difficult  to  adjust  such  bearings  with- 
out removing  the  shaft,  as  the  touch  alone  is  an  insufficient 
indication  of  pressure,  where  the  parts  are  heavy.  The  lower 
shells  of  these  rigid  bearings  are  semi-cylindrical,  and  can  be 
rolled  out  without  removing  the  shaft.     These  considerations 
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have  led  to  the  adoption  of  a  cODtinuouB,  rigid  bedplate,  carry- 
ing all  of  the  main  bearings  in  carefully  machined  seats. 

The  labrication  of  the  working  cylinders  is  performed  by  a 
positive  Inbricating  pump,  having  one  or  more  plungers  to 
serve  each  working  cylinder,  the  oil  entering  the  cylinder  in 
several  places, — usually  four  to  six.  For  the  cylinder  lubri- 
cation it  is  desirable  to  use  an  uncompounded  neutral  mineral 
oil,  with  a  £ash-point  not  lower  than  180°   C.   (350°  F.),  a 


viscosity  as  high  as  the  lubricating  pump  will  handle  reliably, 
and  the  characteristic  of  retaining  a  high  degree  of  viscosity 
when  hot;  the  function  of  this  oil  being  not  only  to  lubricate, 
but  also  to  serve  as  a  packing  medium,  by  forming  a  seal 
between  the  piston  rings,  against  the  leakage  of  air  or  gases. 
The  compressor  pistons  are  generally  lubricated  by  a  pump 
or  by  high  pressure  sight-feed  lubricators,  and  use  an  oil  simi- 
lar to  that  for  the  working  cylinders;  exeept  that  a  slightly 
lower  viscosity  and  higher  flash-point  are  preferable. 

In  vertical  engines,  the  prevailing  method  of  lubricating 
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the  bearings  and  pins  is  the  forced  feed  system ;  although  some 
builders  still  adhere  to  ring  oiling  for  the  main  bearings,  and 
centrifugal  oiling  for  the  pins.  A  typical  arrangement  of 
forced  feed  lubrication  is  shown  in  Figure  18.  The  oil  is  main- 
tained in  continuous  circulation  by  a  positive  displacement 
pump,  which  delivers  it  to  the  main  bearings,  from  which  it 
passes  through  passages  in  the  crankshaft  to  the  crankpins, 
and  thence  through  the  hollow  connecting-rod  to  the  piston 
pins.  The  spill  from  the  bearings  and  pins  flows  back  to  a 
filter  and  cooler,  from  which  it  is  again  drawn  by  the  pump. 
With  this  arrangement  all  moving  pipes  or  slings  are  obviated. 
For  this  method  of  lubrication  almost  any  high  grade,  neutral, 
uncompounded  mineral  engine  bearing  oil  is  suitable ;  it  should 
not  be  too  light,  and,  in  service,  its  temperature  is  permitted 
to  rise  to  50  or  60''  C.  (120  to  140°  F.),  according  to  its  viscosity. 

To  those  accustomed  to  steam  engines,  or,  still  more  so,  to 
steam  turbines,  the  consumption  of  lubricating  oil  by  a  Diesel 
engine  usually  appears  high;  but  this  is  the  only  operating 
expense  on  account  of  which  the  Diesel  engine  can  possibly 
be  accused  of  extravagance.  This  consumption  averages  0.3 
litre  (0.07  gallon)  per  hour  per  100-horse-power  engine  rating. 
Of  this  about  20  to  25  per  cent  is  used  in  the  cylinders. 

The  exhaust  gases  leave  the  engine  cylinders  at  tempera- 
tures reaching  350  to  370°  C.  (670  to  700°  F.)  at  full  load;  but 
the  temperature  rapidly  falls  with  decreasing  loads.  To  render 
the  operation  of  the  engine  safe  and  comfortable,  it  is  usual 
to  water-jacket  such  portions  of  the  exhaust  headers  and  pipes 
as  the  operator  might  come  in  -contact  with.  Through  these 
jackets  is  circulated  a  portion  of  the  water  which  has  already 
done  duty  in  other  parts  of  the  engine,  where  the  rise  in  the 
temperature  of  the  water  must  be  maintained  at  a  lower  point. 
The  exhaust  gases  from  a  properly  designed,  adjusted,  and 
operated  Diesel  engine  are  invisible,  and  remarkably  free  from 
combustible  constituents;  of  which  the  following  table  is  an 
example.  This  table  shows  composition  of  exhaust  gases  taken 
from  a  Busch-Sulzer  Bros.  Diesel  Engine,  in  regular  operation ; 
over  mercury,  to  avoid  absorption  of  any  constituent  gases ;  and 
analyzed  by  Drs.  Harper  and  Bailey,  Professors  of  Chemistry, 
at  the  University  of  Texas. 
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Tests  No.  1       No.  2        No.  3        No.  4         No.  5       No.  6 

Load  3.6%       26.0%       52.0%       75.0%       102.0%     113.0% 

Oxygen 18.42%  16.03%  14.95%  14.70%  9.93%  8.93% 

* '  niuminants "  0.00  0.00  0.00  0.00  0.00  0.00 

Carbon  Monoxide....       0.00  0.00  0.00  0.00  0.00  0.00 

Methane  0.00  0.00  0.00  0.00  0.00  0.00 

Hydrogen 0.00  0.00  0.00  0.00  0.00  0.00 

Carbon  Dioxide 1.50  3.05  3.92  4.70  6.46  8.40 

Nitrogen  and 

Water  Vapor 80.08  80.92  81.13  80.60  83.61  82.67 

100.00       100.00       100.00       100.00       100.00       100.00 

The  majority  of  crude  and  fuel  oils  contain  appreciable 
quantities  of  sulphur,  which,  if  not  over  1^/^  per  cent,  will  not 
seriously  affect  any  engine  parts  other  than  the  exhaust  pass- 
ages, and,  to  a  less  degree,  the  exhaust  valves ;  but  which,  even 
in  small  amounts  in  combination  with  the  hot  vapors  of  the 
water  of  combustion,  will  attack  the  exhaust  pipes  near  the 
engine.  For  this  reason,  these  pipes  are  made  of  cast  iron,  and 
the  use  of  steel  for  this  purpose  is  avoided. 

The  noise  of  the  exhaust  is  muffled  by  the  same  means  as 
are  in  common  use  with  gas  engines;  but  concrete  exhaust 
muffling  chambers  have  been  found  undesirable,  on  account  of 
the  disintegrating  effect  of  the  hot  oil  vapors,  which  may  tem- 
porarily pass  from  the  cylinders,  due  to  some  mal-adjustment 
of  the  valve  gear. 

Although  almost  all  forms  of  carbonaceous  and  hydro- 
carbon fuels,  from  powdered  coal  to  gas,  have  been  tried  ex- 
perimentally in  Diesel  engines,  commercially  successful  opera- 
tion has  been  confined  to  liquid  fuels, — ^more  particularly  to 
mineral  oils  and  coal  tar.  And  in  the  United  States  the  rela- 
tive value  of  tar  is  so  high,  on  account  of  the  marketable  prod- 
ucts obtainable  from  it  and  its  use  for  roofing  and  similar 
purposes,  that  there  has  been  no  inducement  to  use  it  for  Diesel 
engine  fuel,  in  preference  to  the  cheap  petroleum  fuels.  It 
was  for  this  reason  alone,  that  one  large  gas  company,  after 
for  some  years  successfully  using  the  tar  from  its  own  works 
as  fuel  in  its  Diesel  engines,  changed  to  oil;  finding  it  possible 
to  sell  the  tar  for  more  than  the  cost  of  the  oil. 

There  does  not  appear  to  be  any  limitation  to  the  possi- 
bility of  using  mineral  oils  in  Diesel  engines,  from  the  heaviest 
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crudes  to  refined  kerosene ;  but  commercial  and  praetual  con- 
siderations tend  to  give  preference  to  fuel  oils  ranging  between 
24°  and  36°  Beaume.  The  available  sapply  of  tbese  fueU  is 
large  in  proportion  to  the  demand  for  them,  so  that  they  may 
generally  be  purchased  at  prices  as  low  as,  or  lower  than  those 
of  crudes,  from  which  the  valuable  lighter  and  heavier  con- 
stitnents  have  not  been  abstracted.  The  beat  value  of  pe- 
troleum oils  is  rarely  lower  than  10500  cals.  per  kg.  (19000 
B.t.u.  per  pound),  high  value.  Based  upon  weight,  the  heat 
value  decreases  as  the  gravity  becomes  heavier;  but  based  upon 
volume,  the  reverse  is  the  case,  although  to  a  less  degree.  For 
instance:  a  15°  crude  of  10000  cals.  per  kg.  (17900  B.t.u.  per 
ponnd),  has  a  heat  value  of  9650  cals.  per  litre  (144000  B.t.u. 
per  U.  S.  gallon) ;  while  a  39"  distillate  or  fuel  oil  of  10900  cals. 
per  kg.  (19500  B.t.u.  per  pound),  or  9  per  cent  higher,  on  a 
weight  basis,  has  a  heat  value  of  9050  cals.  per  litre  (135000 
B.t.u.  per  U.  S.  gallon),  or  6  per  cent  lower,  on  a  volume  basis. 
Fuel  oils,  for  use  in  Diesel  engines,  should  contain  the 
lowest  proportions  of  the  following  impurities,  compatible  with 
the  prices  demanded: 

Water ;— because  it  is  charged  for  at  the  fuel  oil  price;  it 
reduces  the  efficiency  of  the  engine ;  it  increases  the  mainten- 
ance costs ;  and  it  has  a  detrimental  effect  upon  the  regulation. 
More  than  one-third  of  one  per  cent  of  water  should  be  con- 
sidered excessive;  and,  if  fuel  containing  more  than  this  has 
been  accepted,  the  water  should  be  settled  out,  by  heating  the 
oil  by  means  of  a  steam  coil. 

Sulphur : — if  in  excess  of  l'^  per  cent,  the  combination  of 
the  sulphurous  fumes  with  the  vapors  of  the  water  of  combiis- 
tion,  will  corrode  and  pit  the  exhaust  valves  and  seats,  and 
rapidly  eat  out  the  exhaust  piping. 

*■>*■--''  ""mparatively  minute  percentage  of  entirely  non- 
tter  in  the  fuel  causes  an  accumulation  on  the 
alls,  between  these  and  the  piston,  which  will 
live  wear. 

: — this  much  abused  term  is  susceptible  to  so 
Dus  interpretations,  that  it  has  no  definite  sig- 
has  the  method  for  its  determination  been  stan- 
various  chemical  and  mechanical  (penetration) 
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determinations  have  little  or  no  bearing  upon  the  real  issue 
under  consideration  here;  viz.,  the  complete  combustibility  in 
a  Diesel  cylinder  under  the  conditions  existing  in  it  and  within 
the  available  time.  A  comparison  of  results  obtained  in  actual 
use  for  the  above  purpose,  with  oils  containing  a  substance, 
other  than  ash,  which  will  not  volatilize  under  certain  definite 
conditions,  appears  to  be  the  best  guide  as  to  the  proportion 
of  this  substance  which  will  render  necessary  an  excessively 
firequent  cleaning  of  the  cylinder  and  its  adjuncts.  Several 
years  of  careful  observations  and  records  have  induced  the 
oldest  Diesel  engine  builders  in  this  country  to  adopt,  for  such 
comparisons,  the  percentage  of  residue  remaining  after  the 
sample  of  oil  has  been  gradually  brought  to  a  temperature  of 
300**  C.  and  then  subjected  to  this  temperature  for  120  hours, 
in  a  closed  furnace,  in  which  combustion  does  not  take  place. 
Under  this  treatment  the  sample  is  reduced  to  practically 
constant  weight.  It  has  been  determined  that,  so  long  as  this 
residue  is  less  than  10  per  cent  of  the  original  weight  of  the 
sample,  unreasonably  frequent  cleaning  is  not  necessary.  This 
percentage  is  equivalent  to  anywhere  from  7  to  30%  of  **As- 
phaltum",  according  to  the  various  methods  of  determination 
in  use.  If  the  fuel  oil  contains  more  than  the  above-mentioned 
10%  of  residue,  its  use  must  be  guided  by  the  relative  cost  of 
the  oil,  and  the  cost  and  inconvenience  of  labor  and  stoppages 
required  for  the  more  frequent  cleaning.  The  form  of  the 
atomizer  does  not  appear  to  have  any  bearing  upon  this  ques- 
tion, as  the  substance  does  not  become  objectionable  until  after 
the  fuel  has  entered  the  cylinder  and  its  more  volatile  constitu- 
ents have  become  gasified ;  although  it  may  render  the  fuel  so 
** heavy'',  that  warming  is  necessary  to  enable  the  oil  to  flow 
to  and  be  handled  by  the  fuel  pump  of  the  engine. 

Figure  19  illustrates  the  consumption  of  fuel  oils  of  widely 
varying  gravity,  in  the  same  engine. 

In  the  following  pages  are  mentioned  and  briefly  described 
several  Diesel  type  engines,  built  in  the  United  States.*  Al- 
though representative  of  the  general  development  of  this  type 
of  engine,  in  this  country,  several  more  or  less  known  makes 

*  The  editors  have  been  compelled  to  omit  cuts  of  the  various  engines 
mentioned,  dne  to  limitations  of  space. 
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are  not  shown,  due  to  the  unfortunate  attitude  of  the  builders. 
The  writer  wishes,  here,  to  express  his  indebtedness  to  the 
courtesy  of  those  builders  who  are  referred  to  by  name,  in  this 
paper. 

"Snow"  Oil  Engine,  built  by  the  Snow  Steam  Pump 
Works,  of  Buffalo,  New  York.  This  engine  is  of  the  builder's 
own  design,  based  upon  his  experience  in  the  manufacture  of 
large  gas  engines. 

The  air  compressor  and  scavenging  pump  are  mounted  on 
the  side  of  the  frame,  and  driven  by  a  drag-crank  on  the  end 
of  the  crankshaft.    The  regulation  is  accomplished  by  varying 


g 


the  stroke  of  the  fuel  pump  plunger,  by  means  of  a  sliding 
wedge,  operated  by  the  governor.  This  engine  employs  a  modi- 
fied type  of  "open"  nozzle. 

Allis-Chalmers  Oil  Engine,  built  by  Allis-Chalmers  Manu- 
facturing Co.,  of  Milwaukee,  Wisconsin,  This  engine  is  de- 
signed »inder  the  Lietzenmayer  patents,  using  the  "open"  type 
of  fuel  noi^zle  of  that  name. 

The  air-oompres-sor  is  mounted  on  the  side  of  the  frame, 
and  actuated  from  the  crankshaft.  The  regulation  is  performed 
by  varying  the  cffeotive  stroke  of  the  fuel  pump  plunger,  under 
governor  control.  A  gravity  oiling  system,  with  filtering 
arrangpnicnts  and  pump,  is  used  for  all  important  bearings; 
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the  lubrication  of  the  cylinders,  and  in  special  cases  that  of  the 
exhaust  valve  stems  also,  is  performed  by  a  force  feed  oil  pump. 
A  maximum  load  and  a  no-load  indicator  diagram  of  this 
engine  are  shown  in  Figure  20. 

Pour-cylinder,  vertical,  four-stroke-cycle  Diesel-type  oil 
engine  built  by  Mcintosh  &  Seymour  Corporation,  of  Auburn, 
New  York.  These  engines  are  built  in  accordance  with  the  de- 
signs of  and  under  the  sole  rights  to  the  U.  S.  patents  of  the 
Swedish  Diesel  Engine  Company,  of  Stockholm,  Sweden. 

These  engines  use  the  Hesselmann  patent  fuel  atomizer, 
described  in  an  earlier  part  of  this  paper ;  in  conjunction  with 
the  by-pass  type  of  fuel  regulation,  under  license  from  Busch- 
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Fig.  20. 


Sulzer  Bros.-Diesel  Engine  Co.  The  air  compressor  forms  a 
miniature  "A"  frame  unit,  directly  coupled  to  one  end  of  the 
crankshaft,  and  conforming  in  its  general  appearance  with  the 
working  cylinders  and  their  frames.  The  arrangement  of  air 
tanks  is  unique  and  has  the  object  that  the  tanks  may  be 
manipulated  from  the  engine  platform,  instead  of,  as  is  usual, 
from  the  floor. 

Pulton-Tosi  oil  engine,  built  by  Fulton  Iron  Works,  of  St. 
Louis,  Missouri,  under  license  from  Franco  Tosi,  of  Milan,  Italy. 
The  engine  is  of  the  "A"  frame  type,  and  employs  the  variable 
pump  bairrel  volume  type  of  fuel  regulation,  with  governor 
controlled  diaphragm,  as  illustrated  in  Figure  16.  Full  load 
indicator  diagram,  from  one  cylinder  of  a  three-cylinder  engine, 
is  shown  in  Figure  21. 
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Dow-Willans  Diesel  type  oil  engine,  built  by  Dow  Pump 
and  Diesel  Engine  Co.,  of  Alameda,  California;  under  license 
from  Willans  &  Bobinson,  of  Bugby,  England.  This  engine  is 
of  the  **  A"  frame  type,  with  a  Reavell  air  compressor  directly 
coupled  to  the  end  of  its  crankshaft. 

Pulton  Diesel-type  oil  engine,  built  by  Pulton  Manufactur- 
ing Co.,  of  Erie,  Pennsylvania.  It  is  of  the  ** Marine"  crank- 
case  style,  with  a  directly  driven  air-compressor,  mounted  upon 
the  crank-case,  symmetrically  with  the  working  cylinders. 

This  manufacturing  company  confines  itself,  at  the  present 
time,  to  units  of  100  horse-power  and  under,  of  the  full  .Diesel 
principle. 
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Fig.  21. 

'*The  Harris  Valveless  Engine",  built  by  Southwark 
Poundry  &  Machine  Co.,  of  Philadelphia,  Pennsylvania ;  under 
the  ''Harris"  patents. 

The  engine  is  of  the  vertical,  two-stroke  cycle  type,  with 
stepped  pistons  performing  the  double  function  of  scavenging 
pumps  and  low  pressure  stages  of  the  air  compressor,  the  in- 
termediate and  high  pressure  stages  of  which  latter  are 
arranged  in  line  with  the  working  cylinders. 

Figure  22  shows  a  partial  section  of  a  500-horsepower,  200 
r.p.m.  Diesel  Engine,  built  by  Busch-Sulzer  Bros.-Diesel  Engine 
Co.,  of  St.  Louis,  Missouri. 

This  company  is  the  continuation  of  the  original  Diesel 
Motor  Company  of  America,  in  combination  with  Sulzer  Broth- 
ers, of  Winterthur,  Switzerland,  and  the  late  Dr.  Diesel.  The 
engine  illustrated  is  of  the  four-cylinder,  vertical,  four-stroke 
cycle,  enclosed  crank-case  type ;  with  the  air  compressor  directly 
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driven  from  the  crankshaft,  and  mounted  on  the  crank-case 
symmetrically  with  the  working  cylinders. 

The  engine  is  provided  with  positive  pressure  lubrica- 
tion, the  filter  and  cooler  for  which  are  placed  in  an  accessible 
pit  formed  at  the  end  of  the  foundation,  the  arrangement  of  the 
oiling  system  being  shown  diagrammatically  in  Figure  18. 


Tig,  28. 


(Roff-er) 


The  engine  is  provided  with  cam-operated  compression  re- 
lief,  automatic  compressor  pressure  regulation,  automatic  in- 
jection regulation,  and  piston  cooling.  Figure  23  is  a  full-load 
indicator  diagram  taken  from  this  engine. 

This  diagram  clearly  shows  the  end  of  the  isothermal  ex- 
pansion, which  is  characteristic  of  the  true  Diesel  engine. 

DISCUSSION 

Mr.  Mr.  H.  J.  Kennedy  opened  the  discussion  by  stating  that  the  main 

Kennedy,  factor  in  Diesel  engine  use  is  the  cost.  Costs  had  been  reduced  during 
the  last  two  or  three  years  and  he  asked  if  any  part  of  the  paper  brought 
out  the  costs  of  construction. 

Mr.  Mr.  Fred  L.  Williams  stated  that  the  cost  was  about  $45.00  per 

Williams,  horsepower. 

Mr.  Mr.  S.  Seshasayee,*  Assoc.  A.  I.  E.  E.,  remarked  that  the  operating 

Seshasayee.  (.Qg^g  Qf  ^  Diesel  engine  were  about  the  same  as  a  Blackstone  engine  and 

for  a  50-horsepower  engine  were  about  one  cent  per  horsepower-hour  and 

about  seven-eighths  cent  per  horsepower-hour  for  a  hundred  horsepower 

engine — one  cent  per  horsepower-hour  being  a  good  rough  average. 

*  Trichinopoly,   South  India. 
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Mr.  A.  V.  Touenst  stated  that  they  had  in  operation  at  Palo  Alto,  Mr. 
California,  a  SOO-horsepower,  four-cylinder,  four-cycle,  horizontal  Diesel  '*'®"«°*- 
engine,  manufactured  by  the  Koerting  Diesel  Engine  Co.,  Germany.  They 
used  fuel  oils,  the  same  as  burned  under  their  boilers,  of  as  low  a  gravity 
as  14  degrees  Baum6.  They  had  tried  Star  oil,  but  found  that  the  opera- 
tion was  but  little  if  any  better  than  with  the  crude  oil.  About  five 
gallons  of  zerolene  lubricating  oil  are  used  per  day,  many  oils  having 
been  tried  with  varying  success.  Considerable  trouble  had  been  en- 
countered through  blackening  of  the  piston  and  carbon  or  asphaltic  de- 
posits under  the  piston  rings  which  results  in  the  pistons  seizing.  The 
reason  is  thought  to  be  faulty  lubrication.  The  Bosch  Magneto  Co.  using 
the  same  type  of  engine  have  had  a  similar  experience. 

In  order  to  avoid  this  trouble  and  possible  inopportune  shut  down 
they  make  it  a  practice  to  shut  down  every  Saturday  and  remove  the 
deposit  of  carbon  from  one  piston.  Whether  this  piston  removal  is  nec- 
essary or  not  is  a  question.  The  valves  are  removed  for  cleaning  once 
in  two  weeks. 

Mr.  A.  H.  Babcock,^  Mem.  A.  I.  E.  E.,  remarked  that  it  was  a  well-      Mr. 
known  fact  that  ships  propelled  by  Diesel  engines  have  reached  this  coast  Babcock. 
from  Denmark  without  having  been  compelled  to  stop  for  repairs  or  re- 
moval of  pistons,  and  he  wondered  what  might  be  the  reason  for  the 
frequent  removal  of  pistons  in  the  Palo  Alto  engine. 

Also  he  asked  for  further  information  about  the  amount  of  lubricat- 
ing oil  used  and  said  he  would  also  like  to  know  the  reason  for  the 
selection  of  the  Diesel  type  of  plant  for  the  City  of  Palo  Alto. 

Mr.  Yoneiu  replied  that  the  best  running  conditions  and  the  proper  Mr. 
handling  of  the  engine  had  probably  not,  as  yet,  been  determined,  and  Toaens. 
this  might  in  part  account  for  the  trouble.  Experience  would,  no  doubt, 
in  time  eliminate  at  least  a  part  of  their  difficulties.  The  engine  left 
Germany  just  before  the  opening  of  the  present  war,  and  in  consequence 
they  had  not  been  able  to  get  instructions  from  the  factory,  which  would 
in  all  probability  straighten  them  out. 

The  engine  cost  $14,360,  the  generator  $2200,  and  the  complete  in- 
stallation $30,000,  including  the  switchboard,  panel,  foundations,  etc. 

The  foundation  is  somewhat  unique,  it  being  a  pier  surrounded  by 
an  annular  space  filled  with  a  crushed  cork,  which  construction  is  in- 
tended to  eliminate  the  vibration  in  the  building.  As  a  matter  of  fact, 
there  is  very  little  vibration  even  of  the  foundation  itself. 

Mr.  Youens  stated  that  they  had  changed  the  kind  of  oil  often  and 
were  not  prepared  to  give  exact  figures,  but  that  they  used  about  five 
gallons  of  zerolene  per  day.  The  fuel  consumption  on  full  load  was 
0.385  lbs.  of  oil  per  b.h.p.  per  hour. 

As  to  their  reasons  for  selecting  a  Diesel  engine,  there  were  a  num- 
ber of  peculiar  conditions.  Their  steam  plant  had  been  operating  non- 
condensing,  being  too  far  from  the  bay  to  secure  the  necessary  con- 

t  Asst.  City  Enjrr-,  Palo  Alto,  Calif. 

t  Com.  Elect.  Engr,,  Southern  Pacific  Co.,  San  Francisco,  Calif. 
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Mr.  densing  water  to  operate  a  eondensing  plant;  therefore,  it  would  have 
Youeni.  ji^^^q  necoBsarj  to  install  a  cooling  tower  if  that  type  of  plant  had  been 
decided  upon,  at  a  cost  beyond  the  bond  issue  voted  for  the  construction 
of  the  plant. 

At  one  time  it  had  been  decided  to  use  a  gas-producer  plant  and  a 
contract  had  in  fact  been  signed,  but  due  to  some  difficulties  within  the 
contracting  company,  the  contract  fell  through.  Upon  further  examina- 
tion of  the  conditions,  the  decision  was  made  in  favor  of  the  Diesel 
engine. 

The  existing  conditions  of  operation  at  the  plant  are  as  follows: 
The  Diesel  engine  alone  takes  care  of  the  city's  requirements  for  about 
21  hours  per  day;  during  the  three  hours  of  peak  load  it  is  necessary  to 
assist  with  the  steam  plant. 

The  exhaust  gases  of  the  Diesel  engine  are  conducted,  by  way  of 
exhaust  silencers  or  mufflers,  to  the  steam  boilers,  the  idea  being  to 
utilize  the  exhaust  heat  of  the  Diesel  engine  as  much  as  possible  towards 
the  maintenance  of  steam  pressure  in  the  boiler.  Except  for  the  three 
hours '  daily  peak  load,  the  oil  burners  are  operated  but  two  or  three  times 
a  day,  for  part  of  an  hour,  in  order  to  keep  up  enough  steam  in  one 
boiler  for  atomizing,  so  as  to  be  able  to  start  the  others  in  case  of  an 
emergency  shut-down  of  the  Diesel  engine,  and  for  the  above-mentioned 
peak  period.  This  precaution  is  necessary  to  guard  against  possible  in- 
terruption of  all  services,  and  especially  that  of  municipal  fire  protection. 
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ARTHUR  D.  PRATT 
Asst.  to  Advisory  Engineer ,  The  Babcock  &  Wilcox  Co. 

New  York,  N.  Y.,  U.  8.  A. 


The  Committee  in  assigning  this  subject  has  certainly  been 
generous  in  the  scope  allowed.  It  is  entirely  too  large  to  be 
covered  in  any  paper  limited  as  this  must  be,  where  it  is  only 
possible  to  indicate  modern  tendencies  in  boiler  practice.  Fur- 
ther, in  the  present  state  of  the  art,  such  a  paper  must  of  neces- 
sity deal  not  so  much  \^dth  the  design  of  the  boiler  proper  as  with 
furnace  design,  methods  of  operation,  and  the  like,  and  possibly 
a  better  title  would  be  **  Boiler  Practice  of  1915''. 

Steam  generating  apparatus,  as  it  is  in  general  use  today, 
represents  nothing  essentially  new.  The  developments  in  re- 
cent years,  in  so  far  as  the  boiler  proper  is  concerned,  are  rather 
in  the  line  of  refinement  of  design  than  alteration.  The  design 
of  the  representative  boilers  today  is  not  radically  different  from 
the  design  of  those  that  have  been  offered  for  twenty  years  past. 
There  are  of  course  numerous  boilers  offered  from  time  to  time 
as  being  entirely  new  in  the  art,  but  upon  examination  practi- 
cally all  such  boilers  will  be  found  to  conform  in  general  design 
to  something  that  has  already  been  tried  and,  in  most  instances, 
discarded  for  various  reasons  as  being  unsatisfactory. 

Boiler  construction  has  of  course  improved,  but  changes 
making  for  safety  in  operation  are  not  to  be  confused  with 
changes  of  design.  The  modem  tendency  toward  the  use  of  high 
pressure  steam  has  been  the  prime  factor  in  causing  construc- 
tional changes.  Further,  there  is  a  tendency  toward  standard- 
ization of  boiler  construction  by  legislation  in  various  communi- 
ties. Such  legislation  was  at  first  widely  scattered  and  hardly 
efScient,  but  within  the  last  few  years  there  has  been  a  general 
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effort  on  tlie  part  of  communities  to  pass  laws  governing  con- 
stmction  and  operation  of  steam  generating  apparatus.  The 
Commonwealth  of  Massachusetts  was  the  first  to  pass  such  a  com- 
prehensive law  in  this  country.  Fortunately,  this  law  was  of 
such  a  character  that  it  could  be  copied  by  other  communities, 


and  it  has  been  the  basis  of  practically  all  such  legislation.  In 
passing,  it  is  of  interest  to  note  that  a  committee  appointed  by 
the  American  Society  of  Mechanical  Engineers  is,  at  the  present 
time,  preparing  a  set  of  rules  and  regulations  covering  the  con- 
struction of  steam  boilers  with  the  idea  of  ultimately  having  its 
recommendations  adopted  as  a  standard  law  throughout  the 
country.  The  importance  of  such  a  uniform  law  cannot  be  over- 
estimated, as  imder  it  the  users  of  steam  boilers  would  be  pro- 
tected to  an  extent  hitherto  impossible. 
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To  treat  the  subject  of  modern  boiler  design  in  full  would 
necessitate  the  illustrating  of  the  various  types  of  boilers  bxdlt 
by  different  manufacturers.  Should  this  be  attempted,  in  order 
that  there  might  be  no  partiality,  it  would  be  difl&cult  to  say 
where  to  stop,  and  the  number  of  illustrations  necessary  would 
far  exceed  the  prescribed  limits.  Further,  the  number  of  radi- 
cal changes  in  actual  boiler  design  that  could  be  shown  would, 
as  haa  been  stated,  be  negligible.  Therefore  but  a  few  of  the 
most  modem  designs  are  shown. 

It  is  evident  upon  inspection  that  these  illustrations,  while 
they  represent  some  advance  in  the  art,  are  in  reality  but  slight 
modifications  of  designs  that  have  been  manufactured  and  used 
for  years. 

Fig.  1  shows  a  boiler  combining  the  stationary  and  marine 
type  of  Babcock  &  Wilcox  construction.  Boilers  of  this  design 
have  been  installed  in  units  of  1200  rated  horsepower  and  are 
giving  eminent  satisfaction  as  to  efficiency  and  capacity.*  The 
furnace  is  of  an  efficient  form,  and  with  the  class  of  coals  best 
suited  for  use  on  chain  grate  stokers,  is,  in  the  opinion  of  many 
engineers,  the  best  in  the  art  in  so  far  as  producing  smokeless 
combustion  is  concerned. 

Fig.  2  shows  a  boiler  that  is  coming  into  general  favor  in 
England  and  on  the  Continent.  Here,  too,  the  marine  type  of 
drum,  namely,  a  cross  drum,  is  used.  The  distinctive  feature  of 
this  boiler  is  the  inclusion  of  an  economizer  as  an  integral  part 
of  the  unit. 

Fig.  3  represents  an  essentially  different  design  from  Fig- 
ures 1  and  2,  though  it  is  simply  the  combination  of  two  partial 
units  of  a  well  known  boiler  type.  The  distinctive  feature  here 
is  the  form  and  size  of  furnace  made  possible  by  the  boiler  de- 
sign, and  the  very  good  performance  of  these  boilers,  to  which 
reference  will  be  made  later,  is  directly  attributable  to  the  fur- 
nace. Units  of  this  class  have  been  built  in  sizes  above  2300 
nominal  rated  horse  power. 


*  The  figures  for  rated  horse  power  given  herein  are  based  on  10 
square  feet  of  heating  surface  per  horse  power.  All  figures  for  capacity 
generated  are  on  the  basis  recommended  in  the  boiler  code  of  the  Ameri- 
can Society  of  Mechanical  Kngineers,  namely,  1  horse  power  equals  34.5 
pounds  of  water  evaporated  from  and  at  212  degrees  per  hour. 
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Because  of  the  limitations  noted,  it  is  possible  to  thus  bring 
out  but  a  few  features  of  modem  construction.  The  endeavor 
will  be  made,  however,  to  describe  the  essential  features  comm(m 
to  all  of  the  representative  boilers  of  today. 


While  the  size  of  individual  boiler  units  is  not  primarily  a 
factor  in  boiler  design,  it  would  seem  logical  in  this  connection 
to  consider  the  general  tendency  toward  incresfied  size  of  units. 

Ten  years  ago,  boiler  units  of  500  or  600  horse  power  were 
looked  upon  as  approaching  the  practicable  limits.     Today  such 
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units  are  common,  and  a  number  of  installations  have  been  made 
that  are  composed  of  units  of  twice  this  size.  Probably  the 
largest  units  in  operation  today  are  the  Stirling  boilers  installed 
at  the  plant  of  the  Detroit  Edison  Company.*  These  boilers 
contain  23,600  square  feet  of  heating  surface  each,  are  nominally 
rated  at  2360  horse  power  and  are  developing,  under  ordinary 
operating  conditions,  4000  horse  power  and  over.  That  units  of 
this  size  are  considered  practicable  is  perhaps  best  shown  by  the 
fact  that  the  Detroit  Edison  Company  has  installed  thirteen 
boilers  of  this  size. 

The  Commonwealth  Edison  Co.  of  Chicago  has  installed  a 
number  of  units  containing  12,200  square  feet  of  heating  sur- 
face, each  nominally  rated  at  1220  horse  power,  and  these  boilers 
have  given  good  service  over  a  long  period  of  operation. 

"While  units  of  the  size  described  are  not  as  yet  common, 
their  use  in  some  of  the  foremost  power  stations  in  the  world 
certainly  indicates  a  tendency  toward  an  increase  in  the  size  of 
the  units  for  central  station  work.  The  increase  in  the  size  of 
boiler  units  is,  perhaps,  a  logical  result  of  the  increase  in  size  of 
generating  sets,  but,  aside  from  this,  there  are  features  of 
economy  resulting  therefrom  which  cannot  be  overlooked.  There 
is  an  increase  in  the  thermal  efficiency  of  the  boiler  through 
minimizing  the  radiation  losses  and  through  the  higher  tem- 
peratures and  better  mingling  of  the  gases  possible  in  the  larger 
combustion  chambers.  From  the  financial  standpoint,  while  the 
cost  per  unit  of  power  may  be  no  less  than  in  small  units,  the 
saving  possible  in  floor  space,  cost  of  setting,  suspensions,  valves 
and  the  like,  represent  a  very  appreciable  item.  That  there  is 
an  appreciable  labor  saving  in  the  use  of  large  units  has  been 
demonstrated  in  actual  plant  operation. 

The  size  of  the  boiler  unit  permissible  will  depend  primarily 
upon  the  size  of  the  prime  movers,  proper  consideration  being 
given  to  the  question  of  reliability  of  the  steam  generating  ap- 
paratus, the  necessity  for  spare  units  and  factors  of  a  like  nature. 
American  practice  differs  considerably  from  European  practice 
in  respect  to  the  number  of  units  of  a  given  size  ordinarily 
allowed  for  a  given  kilowatt  output,  due  to  the  fact  that  in  the 
United  States  ordinary  rates  of  driving  boilers  are  far  beyond 

*These  boilers  are  similar  to  that  shown  in  Fig.  3. 


THE  BOILER  OF  1915  337 

the  rates  ordinarily  practiced  in  European  countries.  A  specific 
instance  of  the  tendency  in  this  country  toward  larger  units, 
both  boiler  and  prime  movers,  is  given  later  in  the  discussion  of 
modem  boiler  capacities. 

The  two  most  marked  tendencies  of  modem  boiler  room 
practice  in  this  country  are,  without  question,  the  effort  to  secure 
higher  efficiencies  and  to  obtain,  from  a  given  heating  surface, 
greater  capacities.  From  a  purely  engineering  standpoint,  the 
efficiency  is  of  the  greater  importance.  Operating  engineers, 
while  not  in  any  sense  overlooking  the  efficiency,  are  giving  the 
greater  attention  to  the  possibilities  of  high  capacities.  Inas- 
much as  increased  economies  have  accompanied  increased 
capacities,  the  efforts  have  resulted  in  a  distinct  advance  in  the 
art. 

The  factors  that  have  brought  about  increases  in  efficiency 
and  capacity  are  so  closely  correlated  that  it  is  difficult  to  dis- 
cuss them  separately.  Regardless  of  this,  an  endeavor  will  be 
made  to  divide  the  factors,  up  to  a  certain  point,  considering 
the  efficiency  aspect  first. 

For  a  long  time,  engineers  in  general  were  apparently  de- 
voting practically  all  of  their  efforts  toward  securing  an  increase 
in  the  efficiency  of  prime  movers,  and,  in  endeavoring  to  secure 
fractional  savings  along  these  lines,  were  overlooking  the  possi- 
bilities of  much  greater  savings  that  might  be  accomplished  in 
the  boiler  room.  It  was  not  until  what  was  considered  the  maxi- 
mum practicable  efficiency  of  prime  movers  had  been  reached 
that  the  proper  attention  was  given  to  the  boiler  room  section  of 
the  steam  plant. 

The  factor  having  the  greatest  bearing  on  modem  high 
efficiency  is  unquestionably  the  improvement  in  furnace  design. 
The  heating  surface  of  the  properly  designed  steam  boiler  of 
today  possesses  the  inherent  ability  to  absorb  heat  economically. 
Under  such  conditions  the  question  of  boiler  efficiency  becomes 
in  reality  a  question  of  economical  combustion.  With  hand  fired 
furnaces,  it  is  obvious  that  any  increase  in  efficiency  must  be 
due  to  improvement  in  furnace  form,  for  the  ability  to  properly 
shovel  coal  into  a  furnace  cannot  have  changed  appreciably. 
Naturally,  with  this  class  of  firing,  the  increased  efficiency  has 
been  relatively  small. 
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In  stoker  fired  furnaces,  the  increase  in  efficiency  that  mod- 
em day  practice  has  brought  about  is  large.  This  increase  has 
come  about  from  the  combination  of  two  essentials :  the  improve- 
ment in  furnace  design,  and  the  mechanical  improvement  in  the 
stoker  proper  as  a  piece  of  operating  apparatus. 

Improvements  in  furnace  form  and  mechanical  improve- 
ments have  come  together;  that  is,  as  some  change  has  been 
made  in  the  mechanical  construction  tending  toward  the  better- 
ment of  fuel  feeding,  air  admission,  or  the  like,  some  modifica- 
tion of  furnace  form  has  been  found  advisable  to  meet  the  new 
conditions  of  combustion.  The  two  factors  are,  therefore,  very 
closely  related. 

The  features  bringing  about  the  possible  added  efficiency  of 
the  day  might  be  summed  up  somewhat  as  follows : 
(a)    Truly  Mechanical  Features. 

1.  A  continuous  and  automatic  fuel  feed  obviates  the 
necessity  of  frequent  openings  of  any  fire  doors.  In  this  way 
the  great  quantities  of  air  admitted  over  the  fire  at  every  firing 
interval  in  hand  fired  practice  are  absent,  and  there  is  no 
deleterious  effect  on  the  boiler  efficiency  due  to  such  air  ad- 
mission and  no  sudden  cooling  of  the  furnace.  The  result  of 
maintaining  a  constant  furnace  temperature  is  obvious,  both  on 
the  boiler  efficiency  and  the  life  of  the  furnace  brickwork. 

The  automatic  feature  of  the  feeding  of  the  coal  to  the  fur- 
nace affects  the  broad  plant  economy  rather  than  the  actual  per- 
formance of  the  boiler  and  will  be  considered  later. 

2.  The  progressive  movement  of  the  fuel  over  the  grates. 
The  mechanical  improvement  here  has  in  reality  only  to  do  with 
the  actual  movement  of  the  fuel  in  different  stages  of  its  com- 
bustion, but  closely  related  to  this  movement  is  the  mechanical 
design  of  the  apparatus  which  admits  the  proper  amount  of  air 
during  the  progressive  combustion,  the  combustion — assuming 
proper  air  admission — being  taken  care  of  by  proper  furnace 
form. 

This  feature  of  proper  air  admission  is  unquestionably  one 
of  the  most  important  factors  in  the  bringing  about  of  high 
efficiencies,  and  primarily  depends  upon  stoker  rather  than  fur- 
nace design.  The  advantages  of  burning  coal,  or  in  fact  any 
fuel,  with  the  minimum  amount  of  air,  is  too  thoroughly  under- 
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stood  to  need  discussion  here.  When  it  is  considered  that  with 
the  modem  stoker  it  is  now  possible,  under  test  conditions,  to 
reduce  the  ratio  of  air  actually  supplied  to  that  theoretically 
required  to  1.2  to  1,  the  greatly  increased  efficiencies  possible  are 
obvious.  These  figures,  of  course,  represent  test  conditions,  but 
numerous  plants  are  operating  with  a  ratio  of  1.4  or  1.5  to  1 
where  previously  ratios  of  2  to  1  or  3  to  1  were  common  in  hand 
fired  plants. 

The  air  admission  in  modem  stokers  of  the  underfeed  forced 
blast  type  is  often  automatically  controlled  by  the  stoker  speed, 
giving,  theoretically,  the  proper  amount  of  air  for  different  com- 
bustion rates.  While  the  proper  action  of  such  automatic  air 
regulation  must  of  necessity  be  checked  from  time  to  time,  good 
results  are  secured  in  ordinary  practice. 

With  properly  designed  natural  draft  stokers,  the  air  is 
admitted  in  the  right  proportion  to  the  different  parts  of  the  fuel 
bed,  and  the  total  amount  of  air  supplied  for  different  capacities 
is  governed  by  varying  the  draft.  Much  has  been  done  in  recent 
years  in  developing  automatic  draft  regulators  for  regulating 
the  furnace  draft,  the  air  admission  and  combustion  rates. 

3.  The  quick  and  automatic  removal  of  the  ash  and  refuse, 
which  for  many  years  has  been  a  distinctive  feature  of  the  chain 
grate  stoker,  has  reached  a  stage  of  perfection  in  other  stokers 
in  line  with  the  improvements  in  the  mechanical  features  of  the 
stokers.  The  ash  removal,  as  now  accomplished  in  the  better 
class  of  stokers,  is  more  or  less  continuous  and  practically  does 
away  with  all  cleaning  intervals.  Such  intervals  were  formerly 
fairly  frequent,  often  of  considerable  duration,  and,  regardless 
of  the  efficiency  secured  between  cleaning  intervals,  the  great 
amounts  of  air  admitted  during  cleaning  and  the  consequent 
cooling  of  the  furnace  and  setting  as  a  whole,  could  not  but  have 
an  appreciable  effect  in  lowering  the  efficiency  in  regular  plant 
operation. 

The  purely  mechanical  features  of  modem  stokers  leading 
to  high  efficiencies  may  be  summed  up  as  the  perfection  of  the 
automatic  features  which  comprise  the  entire  automatic  feeding 
of  the  fuel,  its  automatic  movement  through  a  properly  designed 
furnace,  and  the  automatic  and  continuous  discharge  of  ash  and 
refuse. 
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(b)    The  Factor  of  Furnace 

While  it  is  possible  to  be  more  or  less  specific  in  indicating 
the  part  mechanical  construction  has  played  in  the  bringing 
about  of  the  modem  high  efSciencies,  when  it  comes  to  a  consider- 
ation of  the  part  played  by  furnace  design,  only  a  most  general 
statement  is  possible.  This  is  due  to  the  fact  that  equivalent  re- 
sults may  be  secured  with  entirely  different  combinations  of 
boilers,  stokers  and  fuels,  the  conditions  surrounding  each  indi- 
vidual installation  having  necessarily  to  be  considered  separately. 

The  underlying  principles  of  furnace  form  or  design  that 
have  aided  in  bringing  about  the  modem  efficient  furnace  may 
be  broadly  summed  up  as  follows :  A  form  such  that  the  volatile 
gases  are  driven  from  the  coal  before  combustion  proper  takes 
place  and  such  as  to  permit  the  air  supply,  properly  admitted 
by  reason  of  mechanical  construction,  to  be  so  mingled  with  the 
volatile  gases  that  the  mixture  is  completely  consumed  before 
the  boiler  surfaces  are  encountered.  Such  a  proper  combustion 
of  the  volatile  constituent  of  the  coal  almost  automatically  in- 
sures the  proper  combustion  of  the  remaining  combustible, 
assuming,  of  course,  the  proper  mechanical  air  admission  for 
different  stages  of  combustion  throughout  the  furnace.  Further, 
such  a  proper  combustion  insures  a  high  furnace  temperature 
which,  assuming  the  proper  draft  conditions  and  correctly  de- 
signed gas  passage  areas  from  the  furnace,  is  the  ultimate  indi- 
cation of  high  furnace  efficiency. 

In  the  foregoing,  the  added  efficiencies  that  have  been 
brought  about  by  mechanical  improvements  in  stokers  and  im- 
provements in  the  design  of  furnaces  are  the  actual  thermal 
efficiencies  of  the  combined  boiler  and  stoker  units.  In  the  sense 
of  the  broad  plant  efficiency — the  cost  per  unit  of  power — ^there 
are  a  number  of  factors  that  have  had  a  direct  bearing.  Some 
of  these  factors  are  the  residts  of  mechanical  or  furnace  form 
improvements,  and  others  are  entirely  apart  from  the  combined 
unit  as  a  piece  of  operating  apparatus.  These  features  may  be 
enumerated  as  follows : 

(1)  The  labor  saving  possible.  An  enormous  saving  has 
been  accomplished  in  stoker  fired  plants  by  the  intelligent  use 
of  properly  designed  coal  and  ash  handling  machinery.  This 
saving  is  primarily  effected  by  mechanical   improvements  in 
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apparatus  apart  from  those  of  the  stoker  proper,  for  it  is  to  be 
remembered  that  even  if  a  stoker  feeds  coal  to  the  furnace  and 
removes  ash  from  the  furnace  automatically,  if  the  coal  has  to 
be  fired  by  hand  to  the  stoker  hopper  or  the  ash  removed  by 
hand  from  the  ash-pit,  there  may  be  no  saving  of  labor.  The 
form  of  the  ash-pit  may  result  in  a  labor  saving,  in  that  ash  may 
be  carried  to  the  ash  handling  apparatus  by  gravity.  Much  has 
been  done  recently  in  arranging  the  form  of  the  soot  collecting 
chambers  throughout  the  boiler  setting  in  such  a  manner  that 
the  accumulation  of  soot  and  dust  may  be  readily  removed  by 
mechanical  means,  or  with  certain  classes  of  coal,  by  gravity, 
and  an  appreciable  labor  saving  is  effected  by  this  means. 

(2)  Low  operating  cost.  This  is  a  result  of  improvements 
in  the  mechanical  design  of  the  stoker.  Enormous  quantities  of 
fuel  are  fed  to  furnaces  today  with  a  cost  for  the  actual  manipu- 
lation of  the  stokers  that  is  practically  negligible  as  compared 
with  hand  firing. 

(3)  Low  maintenance  cost.  This  is  a  result  of  both 
mechanical  and  furnace  design  improvement.  Li  mechanical 
construction,  the  better  stokers  have  today  reached  a  stage  where 
replacements  are  reduced  to  a  minimum  and  this  under  the  most 
severe  conditions  of  service.  The  design  of  the  modem  furnace 
is  such  that  the  heat  generated  is  properly  distributed  to  the 
boiler  and  not  concentrated  to  reduce  the  life  of  the  stoker  mov- 
ing parts.  Fire-brick  have  reached  a  stage  in  manufacture 
where  even  the  hea\'iest  duty  does  not  require  furnace  brick- 
work replacements  for  considerable  periods.  And  as  a  particu- 
larly important  factor,  engineers  have  come  to  realize  the  part 
that  draft  conditions  play  in  the  life  of  the  furnace  and  the 
stoker.  All  of  these  items  tend  to  lengthen  the  period  of  opera- 
tion or  decrease  the  number  of  shut-downs  for  replacement  and 
repair. 

(4)  The  human  factor  plays  its  part,  in  the  better  class  of 
labor  that  is  gradually  being  employed  in  the  boiler  room.  This 
applies  not  only  to  the  actual  boiler  operators  but  to  the  engi- 
neers supervising  the  boiler  room  operation.  Of  this  latter  class 
more  will  be  given  later. 

(5)  Smokeless,  or  rather,  more  nearly  smokeless  combus- 
tion resulting  from  stoker  and  furnace  improvements  may  per- 
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haps  be  looked  upon  as  an  incidental  result.  Such  improvements, 
with  the  end  in  view  of  increased  efficiency,  have  naturally  had 
a  tendency  to  reduce  smoke,  and  conversely  the  efforts  toward 
smokeless  combustion,  frequently  under  compulsion,  have  unques- 
tionably done  much  to  improve  furnace  design,  for  the  more 
nearly  smokeless  combustion  is  accomplished,  assuming  that  the 
smokelessness  is  not  the  result  of  great  quantities  of  excess  air, 
the  better  such  combustion  will  be. 

Regardless  of  whether  smokelessness  is  considered  a  cause 
or  an  effect,  it  has  certainly  had  a  bearing  on  the  broad  plant 
economy.  With  the  absence  of  smoke  and  dust  comes  a  lessen- 
ing of  wear  and  tear  on  machinery,  an  absence  of  damage  to 
surrounding  property,  and  a  freedom  from  embarrassment  from 
City  Smoke  Ordinance  officials. 

All  large  communities,  and  many  smaller  ones,  are  passing 
or  have  passed  ordinances  regulating  the  amount  of  smoke  that 
may  be  emitted  from  a  boiler  stack.  While  such  ordinances  are 
uniformly  praiseworthy  in  the  object  they  seek,  they  are  all 
alike  lacking  in  that  they  specify  no  practical  standard  of  com- 
parison by  which  the  density  of  smoke  may  be  determined.  The 
Bureau  of  Mines,  Department  of  the  Interior  (Bulletin  49,  1912) 
offers  a  suggested  form  of  smoke  ordinance  that  is  perhaps  the 
most  comprehensive  of  those  to  date.  It  should  not  be  imagined, 
however,  that  the  passage  of  a  smoke  ordinance  is  a  solution  of 
the  smoke  abatement  problem.  In  considering  the  question,  it 
must  be  remembered  that  the  whole  question  of  smokelessness  is 
a  comparative  one.  There  is  no  arrangement  of  furnace  and 
boiler  that,  under  certain  conditions  of  operation,  will  not  emit 
smoke.  And  in  a  great  measure,  the  degree  of  smokelessness  is 
dependent  upon  the  knowledge  of  the  operating  crew. 

Another  factor  affecting  the  higher  thermal  efficiency  now 
being  secured,  which  is  entirely  apart  from  the  boiler  and  fur- 
nace, is  the  use  of  steel  boiler  casing.  This  construction  is  coming 
more  and  more  into  use  in  the  larger  central  stations. 

It  is  rather  difficult  to  state  accurately  the  added  efficiency 
due  to  the  use  of  such  a  casing.  The  ordinarily  accepted  ad- 
vantage of  a  boiler  casing  is  the  reduction  of  radiation  losses. 
Where  a  steel  casing  is  properly  insulated,  the  saving  in  efficiency 
is  made  up  not  only  of  decreased  radiation  but  also,  as  compared 
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with  the  ordinary  brick  setting  which  has  been  in  use  for  some 
time,  the  loss  due  to  air  infiltration  through  the  unavoidable 
cracks. 

A  steel  casing  alone,  set  over  the  boiler  brick  setting,  while 
it  would  effectually  prevent  air  leakage,  would  in  no  way  reduce 
radiation  losses,  and  the  saving  so  effected  would  probably  not 
warrant  the  cost  of  such  an  uninsulated  casing.  Where  proper 
insulation  is  used  between  the  brickwork  and  the  steel  casing, 
however,  the  saving  unquestionably  warrants  the  expense. 

Considering  both  radiation  and  air  leakage,  a  properly  in- 
sulated steel  casing  will  show  a  saving  of  from  %  to  1  per  cent, 
over  the  average  new  brick  setting.  Such  a  casing  will  remain 
equally  effective  over  long  periods,  and  its  saving,  as  compared 
with  a  brick  setting  that  has  been  in  service,  say,  a  year,  would 
probably  amount  to  3  per  cent.  In  modem  power  plant  practice, 
because  of  the  severity  of  service,  brick  settings  deteriorate 
rapidly  and  the  cost  of  keeping  such  settings  tight  is  consider- 
able. Since  the  properly  constructed  steel  casing  preserves  its 
insulating  qualities  for  long  periods  and  prevents  air  leakage 
indefinitely,  the  cost  of  upkeep  of  the  brick  setting  should  be 
credited  to  the  steel  casing  in  the  consideration  of  the  broad 
plant  economy.  On  such  a  basis,  the  modem  tendency  toward 
the  use  of  this  construction  is  readily  understandable. 

Consider  now  the  tendency,  particularly  in  this  country, 
toward  the  increase  in  capacity  demanded  from  a  given  heating 
surface.  It  is  not  many  years  ago  that  all  boilers  were  rated, 
first,  on  13  square  feet,  and  then  on  11^  square  feet  of  heating 
surface  per  nominal  horse  power,  and  when  a  boiler  developed 
its  rated  capacity,  even  on  this  basis,  it  was  considered  that  all 
was  being  done  that  could  be  expected.  Boiler  manufacturers 
next  rated  their  product  on  10  square  feet  of  heating  surface 
per  nominal  horse  power  and  in  stationary  boiler  work  this 
basis  is  used  today.  Such  a  rating  is  equivalent  to  an  evapora- 
tion of  3.45  pounds  of  water  from  and  at  212**  P.  per  hour  per 
square  foot  of  surface.  In  view  of  the  evaporation  per  square 
foot  of  heating  surface  that  is  being  secured  in  daily  practice 
in  thousands  of  plants  throughout  the  country,  there  is  appar- 
ently cause  for  the  widespread  agitation  against  such  an 
irrational  method  of  rating  the  power  of  boilers. 
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The  modem  tendency  toward  demanding  more  capacity 
from  boiler  heating  surface  is  clearly  indicated  by  a  comparison 
of  the  boiler  horse  power  supplied  for  successive  generating  units 
in  use  in  one  of  the  largest  and  most  modem  plants  in  the  United 
States.  The  Commonwealth  Edison  Go.  of  Chicago  installed,  in 
1903,  the  first  5000  kilowatt  turbine  erected  in  this  country.  For 
this  unit,  which  had  a  maximum  rating  of  7500  kilowatts,  eight 
boilers  were  supplied,  each  containing  approximately  5000  square 
feet  of  heating  surface,  or,  on  a  10  square  foot  basis,  a  total  of 
4000  boiler  horse  power.  Later,  a  12,000  kilowatt  maximum 
unit  was  installed  and  for  its  operation  eight  identical  boilers 
were  supplied.  Still  later,  a  14,000  kilowatt  machine  was  in- 
stalled and  the  boiler  power  supplied  was  again  a  duplicate  of 
that  furnished  for  the  7500  kilowatt  set  in  1903.  In  1910,  this 
Company  installed  two  20,000  kilowatt  machines  for  each  of  which 
there  were  supplied  ten  500  horse  power  boiler  units,  or  5000 
nominal  rated  horse  power.  In  1913,  two  sets  were  installed 
with  maximum  outputs  of  20,000  and  25,000  kilowatts  respec- 
tively. For  each  of  these  two  sets  four  boilers  containing  12,200 
square  feet  of  heating  surface  each,  or  4880  nominal  rated  horse 
power  were  supplied.  In  1915,  this  Company  installed  a  30,000 
kilowatt  set  for  which  there  were  supplied  five  1220  horse  power 
boiler  units. 

From  these  figures,  it  appears  that  where,  in  1903,  4000 
rated  boiler  horse  power  were  considered  necessary  for  a  unit 
whose  maximum  output  was  7500  kilowatts,  in  1915,  for  a  unit 
four  times  as  large,  but  50  per  cent,  more  boiler  horse  power  is 
deemed  necessary.  Of  course  there  is  a  considerable  difference 
in  the  efficiency  of  the  two  generating  sets,  but  the  difference  in 
boiler  horse  power  supplied  is  so  widely  varied  as  to  furnish 
conclusive  evidence  of  the  tendency  toward  increased  boiler 
capacities. 

Since  there  have  been  no  radical  changes  in  the  designs  of 
the  pressure  parts  of  the  boiler  within  recent  years,  the  success 
in  securing  the  modern  high  rating  must  be  attributed  almost 
entirely  to  improvements  in  the  methods  of  feeding  fuel  to  the 
furnace  and  in  the  design  of  this  furnace. 

The  inherent  ability  of  a  given  amount  of  heating  surface  to 
absorb  heat  has  been  present  since  the  boilers  have  been  con- 
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structed  along  the  lines  of  modem  design.  The  difficulty  has 
been  the  supplying  of  sufficient  heat  to  the  heating  surface.  It 
has  long  been  appreciated  that  the  capacity  of  a  given  amount  of 
heating  surface,  that  is,  its  ability  to  absorb  heat,  was  limited 
with  certain  restrictions,  only  by  the  amount  of  fuel  that  could 
be  burned  under  such  heating  surface. 

The  amount  of  grate  surface  that  can  be  placed  under  a 
given  heating  surface  is  limited  by  certain  features  of  practi- 
cability of  handling,  of  first  cost,  and  of  upkeep  cost.  With  such 
limitations,  capacity  became  a  question  of  combustion  rates. 
With  the  old  methods  of  firing  fuel  and  the  limitation  in  size  of 
combustion  chambers,  the  maximum  rates  of  combustion  that 
could  be  secured  were  hardly  comparable  with  what  are  today 
considered  low  rates.  One  has  only  to  look  over  the  boiler  tests 
run  "for  capacity"  of  twenty  years  ago  to  appreciate  this  fact. 

The  possibility  of  the  modem  combustion  rates  has  come 
only  with  a  more  thorough  understanding  of  the  relation  of  air 
supply  to  combustion.  This  contemplates  not  only  a  knowledge 
of  the  proper  methods  of  feeding  fuel  to  the  furnace  but  a 
knowledge  of  introducing  the  air  for  combustion,  the  proper 
methods  of  handling  the  gases  of  combustion  in  the  furnace  and 
in  introducing  them  into  the  heating  surface  in  the  most  ad- 
vantageous manner.  The  manner  of  passing  these  gases  over 
the  heating  surface  in  such  a  way  as  to  give  the  maximum  heat 
absorption  is  properly  one  of  boiler  rather  than  of  furnace  de- 
sign, and  the  only  changes  in  recent  years  have  been  shown  to 
be  not  so  much  in  design  of  pressure  parts  as  in  minor  details 
of  baffling. 

The  high  combustion  rates  necessary  for  the  capacities 
carried  in  modem  practice  are  made  possible  by  the  great  im- 
provements in  the  mechanical  means  of  feeding  fuel  to  the  fire, 
the  methods  of  introducing  air  for  combustion,  and  the  radical 
changes  in  the  design  of  combustion  chambers  beneath  the  boiler, 
all  of  which  factors  have  been  discussed  in  the  consideration  of 
modern  increased  efficiencies. 

The  high  rates  of  combustion  made  possible  by  stoker  in- 
stallations are  attained  without  an  appreciable  loss  in  boiler  and 
furnace  efficiency,  and,  due  to  the  proper  relation  of  grate  and 
furnace  to  the  boiler  heating  surface,  efficiencies  are  common  in 
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modem  practice  at  rates  of  evaporation  of  7  pounds  per  sqnare 
foot  of  heating  surface  per  hour  that  were  formerly  not  con- 
sidered possible  at  rates  of  3.5  pounds.  The  ability  of  the  modem 
stoker  to  bum  coal  economically  at  high  combustion  rates  necessi- 
tates a  low  percentage  of  unbumed  carbon  in  the  ash.  When 
stokers  were  first  introduced,  it  was  no  unusual  thing  for  the 
ash  discharged  to  show  at  least  40  or  60  per  cent,  of  unbumed 
carbon.  In  power  plant  practice  today  many  properly  operated 
stokers  are  showing  less  than  20  to  30  per  cent,  unbumed  carbon 
in  the  ash  at  high  rates  of  combustion,  a  figure  which  compares 
favorably  with  the  best  class  of  hand  firing  at  combustion  rates 
such  as  to  give  only  low  capacities  from  a  boiler. 

It  should  not  be  implied  from  the  foregoing  that  the  stoker 
fired  furnace  is  the  universal  cure-all  for  boiler  ills.  There  are 
numberless  cases  where  the  installation  of  a  stoker  is  in  no  way 
warranted.  If  coal  and  ash  handling  machinery  is  not  installed 
in  connection  with  the  stoker,  the  advantages  resulting  from  the 
automatic  feeding  of  the  fuel  to  the  furnace  are  largely  lost.  In 
small  plants,  as  in  temporftry  installations,  the  cost  of  coal  and  ash 
handling  apparatus  is  not  justifiable,  and  stokers  are  permissible, 
perhaps,  only  where  the  question  of  smoke  is  paramount. 

^Furthermore,  there  is  no  stoker  that  will  satisfactorily 
handle  all  classes  of  coal  and,  in  fact,  there  are  some  coals  that 
can  be  burned  with  reasonable  success  in  hand  fired  furnaces 
that  cannot  be  handled  by  any  stoker  manufactured  today.  In 
making  a  selection  of  stokers,  it  is  important  that  the  type  be 
chosen  that  has  been  shown,  in  actual  practice,  to  give  the  best 
results  with  the  particular  class  of  coal  to  be  burned.  While 
stokers  are  largely  automatic  in  their  operation,  it  is  to  be  re- 
membered that  they  require  more  expert  attention  than  do  hand 
fired  furnaces.  Stoker  first  cost  and  upkeep  cost  are  higher  than 
with  hand  fired  furnaces.  The  upkeep  cost  of  the  fumace  brick- 
work, too,  is  greater,  due  to  the  morei  severe  fumace  conditions. 
So  many  factors  enter  into  the  problem  that  each  individual  set 
of  conditions  must  be  considered  by  itself,  and  the  advantages 
due  to  increased  eflBciency  and  greater  capacity  without  loss  of 
eflSciency  of  stoker  firing  over  hand  firing,  must  be  carefully 
balanced  against  cost,  operating  expense,  and  the  like,  before  it 
can  be  determined  that  one  or  the  other  method  is  preferable. 


THE  BOILER  OF  1915  347 

The  references  that  have  been  made  to  capacity  have  been 
in  connection  with  stoker  fired  coal  famaces.  Higher  capacities 
are  being  secured,  too,  in  hand  fired  famaces,  but  the  cause  here 
is  almost  entirely  the  improvement  in  furnace  design,  as  the 
ability  to  shovel  coal  by  hand  has  not  increased  appreciably. 
Hand  fired  capacities  are  limited  by  the  ability  of  the  fireman, 
draft  and  the  like,  and  it  is  rarely  that  capacities  of  over  150 
per  cent,  are  secured  for  any  but  peaks  of  short  duration. 

While  an  endeavor  has  been  made  to  separate  the  considerar 
tion  of  efficiency  and  capacity,  it  has  been  clearly  indicated  that 
the  factors  leading  to  present  day  overloads  and  modem  in- 
creased efficiencies  are  practically  the  same. 

The  same  improvements  in  boiler  furnace  practice,  mechani- 
cal and  of  form,  which  have  made  possible  both  greater  capaci- 
ties and  high  efficiencies,  have  enabled  the  modem  boiler  to  meet 
three  constantly  recurring  conditions  in  plant  operation  with 
infinitely  better  results,  from  the  standpoint  of  broad  economy, 
than  formerly. 

First,  the  ability  of  a  boiler  to  be  placed  on  the  line  quickly, 
either  from  a  condition  of  bank  or  from  a  cold  boiler.  Second, 
the  ability  of  a  boiler  or  boiler  plant  to  handle  widely  varying 
and  rapidly  fluctuating  loads  without  appreciable  variation  in 
efficiency.  Third,  the  ability  of  a  boiler  to  carry  continuous  high 
overloads  without  an  excessive  drop  in  efficiency. 

The  first  condition,  the  ability  of  a  boiler  to  be  placed  in 
operation  quickly  from  a  banked  or  a  cold  state,  is  of  the  utmost 
importance  in  auxiliary  or  standby  steam  plants  and  in  plants 
where  the  method  of  operation  is  such  as  to  cut  in  boilers  from 
bank  at  peak  load  periods.  The  modem  methods  of  fuel  feed 
and  the  proper  relation  between  furnace  form  and  fuel  have 
made  it  possible  to  bring  boilers  onto  the  line  in  an  incredibly 
short  time.  What  may  be  done  along  these  lines  may  perhaps 
best  be  shown  by  an  example. 

In  a  standby  plant  equipped  with  640  rated  horse  power 
boiler  units,  it  is  customary  to  carry  the  fires  on  bank,  never 
letting  the  steam  pressure  fall  to  a  point  10  pounds  lower  than 
the  working  pressure,  the  fires  being  held  in  such  condition  that 
they  may  be  broken  up  at  a  moment's  notice.  Under  such  con- 
ditions it  was  shown  that  a  boiler  which  had  been  on  bank  for 
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24  hours  could  deliver  steam  at  the  rate  of  20,000  pounds  per 
hour,  or  approximately  its  rated  capacity,  three  minutes  after 
the  ash  doors  and  damper  were  opened  and  fires  broken  up ;  and 
that  three  minutes  later  it  was  delivering  steam  at  the  rate  of 
50,000  pounds  per  hour,  or  260  per  cent,  of  its  rated  capacity. 
In  this  plant,  the  boilers,  when  called  upon  to  take  up  the  load, 
are  capable  of  delivering  their  maximum  capacity  before  the  tur- 
bines are  up  to  speed. 

In  this  same  plant,  some  tests  were  run  in  bringing  up  a 
cold  boiler  and  cutting  it  into  the  line.  With  a  temperature  of 
water  in  the  boiler  of  150  degrees  (there  had  been  no  fire  in  this 
boiler  for  48  hours),  the  boiler  was  cut  into  the  line  at  172 
pounds  gauge  pressure  in  51  minutes  and  20  seconds  after  the 
fires  were  started.  In  5  minutes  and  10  seconds  after  cutting 
in,  the  boiler  was  delivering  steam  at  the  rate  of  35,000  pounds 
per  hour,  or  180  per  cent,  of  its  rated  capacity. 

Considering  the  difference  in  stationary  and  marine  boiler 
design,  these  figures  compare  favorably  with  what  is  secured  in 
marine  practice.  In  this  class  of  work,  the  record  for  getting  up 
steam  from  a  cold  boiler  quickly  is  held  by  one  of  the  boilers  of 
the  U.  S.  S.  ** Cincinnati*'.  From  a  temperature  within  the 
boiler  of  72  degrees,  steam  was  raised  here  to  215  pounds  in  12 
minutes  and  40  seconds. 

In  a  plant  burning  oil  fuel,  a  similar  test  was  run  on  a 
boiler  of  640  nominal  rated  horse  power.  The  temperature  of 
the  water  in  this  boiler,  which  had  stood  for  50  hours  with  all 
doors  and  dampers  open  to  cool  the  setting,  was  122  degrees. 
The  boiler  was  cut  into  the  line  at  175  pounds  pressure  26  min- 
utes and  30  seconds  after  lighting  the  oil  fires,  and  6  minutes 
after  cutting  in  was  delivering  steam  at  the  rate  of  50,000  pounds 
per  hour,  or  260  per  cent,  of  its  nominal  rating. 

The  second  condition,  namely,  the  ability  of  a  boiler  plant 
to  handle  widely  and  quickly  fluctuating  loads  is  of  the  greatest 
importance  in  plants  where  the  method  of  operation  is  such  that 
load  changes  are  taken  care  of  by  a  variation  in  the  capacity  of 
the  boilers  already  operating  on  the  line. 

The  mechanical  construction  of  the  modem  stoker  is  such 
that  the  rate  of  fuel  fed  can  be  altered  almost  instantaneously 
and  the  draft  conditions  altered  to  meet  rapid  changes  in  the 
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required  combustion  rates.  The  furnace  form  is  such  that  the 
products  of  combustion  are  handled  efficiently,  almost  regard- 
less of  the  changes  in  their  volume.  The  result  is  not  only  the 
ability  of  the  plant  to  handle  such  loads,  but  to  handle  them 
without  material  losses  in  thermal  efficiencies  of  individual  units. 
Widely  varying  loads  are  carried  today  in  ordinary  plant  opera- 
tion with  over-all  efficiencies  higher  than  those  formerly  secured 
for  constant  loads  and  test  conditions. 

Fig.  4  shows  two  day  load  curves  at  the  plant  of  the  Edison 
Electric  Illuminating  Co.  of  Boston.  While  perhaps  these  loads 
are  unusual,  they  are  representative  of  the  fluctuations  that  are 
encountered  in  hundreds  of  plants  throughout  the  country  under 
certain  conditions.  Considering  that  of  March  23rd,  1914:  At 
1  o'clock  the  boilers  on  the  line  (23  in  number)  were  operating 
at  about  110  per  cent,  of  their  rated  capacity;  at  3:30,  at  155 
per  cent. ;  at  4 :15,  the  peak  was  reached,  or  243  per  cent,  of  the 
rated  capacity  of  the  boilers.  The  load  had  decreased  again  at 
5  o'clock  to  155  per  cent,  of  the  boilers'  rated  capacity.  It  is  of 
particular  interest  to  note  that  during  this  peak  no  additional 
boilers  were  cut  into  the  line  and  that  the  steam  pressure  at  no 
time  fell  more  than  10  pounds  below  the  maximum. 

The  third  condition,  namely,  the  ability  of  the  modem  boiler 
and  furnace  to  operate  over  considerable  periods  at  high  capaci- 
ties, has  already  been  discussed  in  a  general  manner,  in  consider- 
ing modem  plant  tendencies. 

When  it  comes  to  a  specific  discussion  of  high  capacities,  the 
question  arises  as  to  what  may  be  considered  a  high  capacity  in 
present  day  practice,  and  it  is  this  question  that  is  one  of  the 
most  difficult  for  engineers  and  boiler  manufacturers  to  answer, 
especially  to  the  average  boiler  user — the  man  operating  plants 
of  1000  horse  power  or  less. 

There  are  plants  throughout  the  country  in  which  boilers 
are  developing,  during  periods  of  peak  loads,  capacities  of  300 
per  cent,  of  the  rated  load  and  above.  The  central  station  opera- 
tor fully  appreciates  that  such  high  overloads  are  desirable  only 
over  short  periods,  and  would  not  contemplate  such  capacities 
for  average  or  continuous  operation.  The  small  plant  operator, 
on  the  other  hand,  seeing  reports  of  these  capacities  in  the  semi- 
technical  engineering  press,  because  he  does  not  distinguish  be- 
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tween  peak  load  capacities  and  aTerage  operating  capacities,  sees 
DO  reason  why  his  boilers  should  not  be  operated  at  similar 
capacities. 

It  is  questionable  whether  there  are  twenty  plants  through- 
out the  country  operating  continnously,  day  in  and  day  oat,  at 
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capacities  of  175  per  cent,  of  the  rated  load  or  over.  The  figures 
published  from  time  to  time  that  show  capacities  of  over  250  or 
300  per  cent,  of  the  rated  load  are  ordinarily  figures  secured  on 
teste  that  have  been  run  to  show  what  boilers  are  capable  of  doing 
during  peak  loads,  and  not  with  the  idea  that  these  capacities  are 
the  continuous  operating  capacities  of  the  boilers.    The  interest- 
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ing  fact  in  these  high  capacity  figures,  apart  from  an  indication 
of  what  the  modem  boiler  can  do,  is  that  daring  peaks  the  efS- 
ciency  remains  relatively  high  and  this  at  ratings  from  200  to 
300  per  cent. 

The  greater  number  of  high  capacity  tests  have  been  run,  as 
stated,  largely  for  the  determination  of  the  capacity,  and  are 
ordinarily  of  such  a  length  that  the  efficiencies  shown  by  the 
tests  may  be  questioned.  There  are,  however,  a  number  of  tests 
at  high  capacities  on  record  which  are  of  sufficient  length,  and 
which  have  been  run  with  a  sufficient  degree  of  accuracy,  to  bear 
out  the  above  statements. 

In  two  tests  of  the  Detroit  Edison  Co.'s  large  boiler  units, 
to  which  reference  haa  already  been  made,  of  24  and  26 V^  hours' 
duration,  capacities  of  196  and  211  per  cent,  of  the  boiler's 
rating  were  secured,  with  efficiencies  of  75.6  and  75.8  respectively. 
It  is  interesting  to  note  that  in  these  tests,  eighteen  in  number, 
over  a  range  of  from  80  to  211  per  cent,  of  normal  capacity,  the 
variation  in  efficiency  was  aU  within  a  range  of  5.6  per  cent. 

In  two  10-hour  tests  of  a  500  horse  power  unit,  capacities 
of  253  and  316  per  cent,  were  secured,  with  efficiencies  of  69.4 
and  67.6  per  cent,  respectively. 

In  a  test  of  5  hours'  duration  of  a  500  horse  power  unit,  a 
capacity  of  300  per  cent,  was  obtained,  with  an  efficiency  of  69.7 
per  cent. 

Fig.  5  is  interesting  to  show  the  ability  of  the  modem  boiler 
to  carry  high  overloads.  From  this  chart,  between  8  A.  M.  and 
11 :30  the  boiler  is  developing  3240  horse  power,  or  137  per  cent, 
of  its  rated  capacity.  From  12  o'clock  until  1  o'clock,  the  load 
increases  to  5076  horse  power,  or  214  per  cent,  of  the  boiler's 
rated  capacity.  Between  1  o'clock  and  4:30,  the  boiler  is  de- 
livering an  average  of  5300  horse  power,  or  224  per  cent,  of  its 
rated  capacity,  and  during  this  period  the  efficiency  was  over 
70  per  cent. 

In  view  of  the  possible  overloads,  as  indicated  by  the  above 
figures,  the  question  arises  as  to  the  capacity  at  which  a  boiler 
plant  should  be  run  to  show  the  highest  operating  efficiency.  The 
governing  factors  here  are  so  numerous  that  only  the  very  most 
general  statement  may  be  made.  The  ability  of  individual  units 
to  be  operated  at  very  high  capacities  over  periods  of  peak  load 
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has  been  shown,  and  in  speaking  of  practicable  operating  capaci- 
ties, it  is  intended  to  consider  the  average  load  advisable. 

Primarily,  the  controlling  factor  in  a  boiler  plant,  that  is, 
the  number  of  boiler  units  that  must  be  installed,  regardless  of 


rig.  ». 

the  nature  of  the  load,  is  the  ability  to  carry  the  maximum  load 
that  may  be  thrown  on  the  plant  under  any  conditions. 

The  coDcensus  of  engineering  opinion  respecting  the  best 
operating  capacities  for  boilers  is  somewhat  as  follows: 

For  a  constant  24-hour  load,  the  operating  capacity,  to  give 
the  highest  over-all  plant  economy,  is  between  125  and  150  per 
cent,  of  the  boiler's  normal  rating. 

For  the  more  or  less  constant  10-  or  12-bour  a  day  load, 
where  the  boilers  are  placed  on  bank  at  night,  the  point  of  mazi- 
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mum  economy  will  be  somewhat  higher,  probably  between  150  and 
175  per  cent,  of  the  boiler's  rated  capacity. 

The  third  class  of  load  is  the  variable  24-hour  load  found  in 
central  station  work.  Here,  even  more  than  with  the  other  classes 
of  loads,  the  statement  as  to  the  economical  point  of  operation 
must  be  general,  due  to  the  variation  in  handling,  with  differences 
in  fuel,  labor,  type  of  stoker,  flexibility  of  operation  of  the  boiler 
and  furnace,  and  other  factors. 

Modem  methods  of  handling  loads  of  this  description,  to  give 
the  best  operating  results  under  different  conditions  of  installa- 
tion, are  as  follows : 

(1)  The  load  on  the  plant  at  any  time  is  carried  by  the 
minimum  number  of  boilers  that  will  supply  the  power  necessary, 
operating  these  boilers  at  capacities  of  150  to  200  per  cent,  of 
their  normal  rating.  There  is,  perhaps,  an  increasing  tendency 
toward  the  higher  figure.  Such  boilers  as  are  in  service  are 
operated  continuously  at  these  capacities,  the  variation  in  load 
being  cared  for  by  varying  the  number  of  boilers  on  the  line, 
starting  up  boilers  from  a  banked  condition  during  peak  load 
periods  and  banking  them  after  such  periods.  This  is,  perhaps, 
at  present  the  most  general  method  of  central  station  operation. 

(2)  The  variation  in  the  load  on  the  plant  is  handled  by 
varying  the  capacities  at  which  a  given  number  of  boilers  are 
run.  At  low  plant  loads  the  boilers  are  operated  somewhat  below 
their  normal  rating,  and  during  peak  loads,  at  their  maximum 
capacity.  The  ability  of  the  modem  boiler  to  operate  over  wide 
ranges  of  capacities  without  appreciable  loss  in  efficiency  has 
made  such  a  method  practicable. 

(3)  The  third  method  of  handling  the  modern  central  sta- 
tion load  is,  perhaps,  only  practicable  in  large  stations  or  groups 
of  inter-connected  stations.  Under  this  method,  the  plant  is 
divided  into  two  parts.  What  may  be  considered  the  constant 
load  of  the  system  is  carried  by  one  portion  of  the  plant,  oper- 
ating at  its  point  of  maximum  economy.  Due  to  the  possibility 
of  very  high  over-all  efficiencies  at  high  boiler  capacities  where 
the  load  is  constant,  where  the  grate  and  combustion  chamber 
are  designed  for  a  point  of  maximum  economy  at  such  capaci- 
ties, and  where  there  are  installed  economizers  and  such  appar- 
atus as  will  tend  to  increase  the  efficiency,  the  capacity  at  which 
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this  portion  of  the  plant  is  today  operated  will  be  considerably 
above  the  150  per  cent,  given  as  the  point  of  highest  economy 
for  the  steady  24-hour  load  for  boilers  without  economizers. 

The  variable  portion  of  the  load  on  a  plant  so  operated  is 
carried  by  the  second  division  of  the  plant  under  either  of  the 
methods  of  operation  just  given. 

It  may  not  be  out  of  place  to  again  point  out  the  very  gen- 
eral nature  of  these  statements  as  to  the  economical  load  for  any 
plant,  and  to  emphasize  the  fact  that  each  individual  set  of  plant 
operating  conditions  must  be  considered  by  itself. 

Apart  from  the  question  of  furnace  and  stoker  design,  there 
are  three  factors,  to  which  reference  should  be  made,  that  have  an 
important  bearing  on  the  determination  of  the  point  of  maximum 
continuous  overload. 

The  first  of  these  factors  is  feed  water.  Engineering  opinion 
is  coming  more  and  more  to  recognize  that  where  high  boiler  over- 
loads are  either  expected  or  required,  it  is  essential  that  the  feed 
water  be  particularly  free  from  scale  forming  ingredients  and 
matter  which  might  tend  to  cause  foaming  or  priming.  While 
the  design  of  the  boiler  plays  a  part  here,  in  that  certain  boilers 
at  high  capacities  will  handle,  without  difficulties,  waters  that 
cannot  be  handled  with  other  boilers,  the  water  itself  is  the  more 
important  factor  in  any  boiler. 

The  second  factor  is  furnace  brickwork.  With  the  in- 
creased combustion  rates  of  modern  practice  and  the  higher 
furnace  temperatures  of  the  present  day  furnace,  the  conditions 
which  the  brickwork  of  the  furnace  is  called  upon  to  withstand 
are  much  more  severe  than  in  former  practice.  Fortunately, 
progress  in  the  art  of  brick  manufacture  has  to  a  certain  extent 
accompanied  the  movement  toward  higher  capacities,  and  fire- 
brick as  manufactured  today,  when  properly  installed,  are  able 
to  withstand,  over  considerable  periods  and  under  practically  all 
conditions  of  service,  temperatures  and  variations  in  tempera- 
tures that  some  fifteen  years  ago  were  not  practicable  from  the 
standpoint  of  furnace  upkeep  cost. 

The  third  factor  is  that  of  draft,— draft  not  as  affecting 
combustion  rates,  but  in  its  connection  with  the  life  of  the 
brickwork  setting,  particularly  the  furnace  brickwork. 

2klany  of  the  successful  stokers  of  today  are  utilizing  a 
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forced  draft  for  their  operation.  At  one  time  it  was  assumed 
that  this  class  of  stoker  did  away  with  the  necessity  of  a  stack, 
except  for  carrying  off  the  gases  of  combustion.  As  combustion 
rates  increased,  however,  and  it  was  necessary  to  supply  more 
and  more  blast,  it  became  evident  that,  from  the  standpoint  of 
protection  to  furnace  brickwork,  a  draft  suction  was  necessary 
as  well  as  a  blast.  In  view  of  the  enormous  heat  now  developed 
in  stoker  fired  furnaces  and  the  great  weight  of  the  gas  passing 
over  the  boiler  heating  surfaces,  it  is  now  generally  accepted 
that  some  means  must  be  provided,  whether  by  natural  or  in- 
duced draft,  to  remove  these  gases  from  the  furnace  promptly 
in  order  to  prevent  a  ''soaking  up"  action  of  the  heat  by  the 
furnace  brickwork.  To  assure  such  removal,  the  means  pro- 
vided should  be  such  as  to  give  a  draft  suction  throughout  all 
parts  of  the  setting  under  any  conditions  of  service. 

In  the  foregoing  discussion  of  efiSciency  and  capacity  and 
the  factors  bringing  about  the  modem  increases  in  both,  the 
fuel  considered  has  been  in  all  cases  coal.  Greater  capacities 
and  higher  efficiencies,  however,  are  by  no  means  limited  to  this 
class  of  fuel.  Strides  in  furnace  design  for  all  classes  have  been 
as  great  as  for  coal,  and  furnace  design  today  may  be  consid- 
ered a&  much  a  specialization  as  any  of  the  highly  specialized 
branches  of  engineering. 

Of  the  fuels  aside  from  coal  now  in  use,  oil  is  by  far  the 
most  common,  and,  because  of  the  enormous  increase  in  the 
available  supply,  in  all  probability  it  will  be  even  more  gen- 
erally used  in  the  near  future. 

In  general,  the  factors  that  have  brought  about  modern 
increased  efficiencies  and  capacities  with  oil  fuel  are  the  same 
as  have  been  discussed  in  connection  with  coal.  The  design  of 
oil  furnaces  and  oil  burners  has  possibly  reached  a  state  of 
perfection  in  advance  even  of  coal  fired  design. 

The  methods  of  burning  all  classes  of  oil  fuel  successfully 
are  similar.  The  development  of  the  modern  efficient  oil  burn- 
ing furnace,  therefore,  has  been  helped  by  the  fact  that  it  has 
been  necessary  to  experiment  with  but  one  set  of  conditions,  as 
compared  with  the  innumerable  conditions  encountered  in  de- 
veloping successful  furnaces  for  the  countless  classes  of  coals 
found  in  different  regions. 
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With  oil  fuel,  assuming  a  properly  designed  boiler,  the 
furnace  form  and  the  methods  employed  for  introducing  air 
for  combustion  are  of  the  utmost  importance.  Experience  has 
shown  that  the  furnace  design  with  which  the  best  results  are 
secured  is  one  in  which  the  oil  is  introduced  into  the  furnace  in 
the  direction  in  which  it  increases  in  height.  This  increase  in 
furnace  volume  in  the  direction  of  the  flame  insures  free  ex- 
pansion, a  thorough  mixture  of  the  oil  with  the  air,  and  the 
consequent  complete  combustion  of  the  gases  before  the  boiler 
heating  surfaces  are  encountered.  Air  admission  to  the  modem 
efficient  oil  bumiug  furnace  is  such  that  under  operating  con- 
ditions it  is  possible  to  run  with  a  ratio  of  actual  air  supplied 
to  that  theoretically  required  of  1.25  to  1.  Due  to  the  improve- 
ments in  furnaces  and  burners,  efficiencies  and  capacities  are 
being  secured  in  every  day  plant  practice  that  would  have  been 
looked  upon  as  impossible  at  the  time  oil  was  first  used. 

The  over-all  oil  fired  plant  economy  has  been  increased 
greatly  by  improvements  in  the  methods  of  handling,  pumping 
and  heating  oil  and  in  storage  methods. 

The  tests  run  at  Bedondo  a  number  of  years  ago  in  one 
of  the  Pacific  Light  &  Power  Co.'s  plants  probably  still  hold  the 
record  of  high  efficiency,  and  that  this  efficiency  was  over  83 
per  cent,  gross  clearly  indicates  what  may  be  accomplished  with 
this  fuel.  Because  of  the  possible  close  regulation  with  oil  fired 
boilers,  test  conditions  can  be  more  nearly  approached  in  or- 
dinary operation  than  is  the  case  with  coal  fuel,  and  many 
plants  are  operating  continuously  at  a  gross  efficiency  above  76 
per  cent. 

In  stationary  boiler  practice,  steam  atomizing  burners  are 
in  general  use,  and  much  has  been  done  within  the  last  few 
years  to  reduce  the  steam  consumption  of  the  apparatus.  At 
Redondo,  in  the  tests  to  which  reference  has  been  made,  the 
steam  used  by  the  burners  was  approximately  2  per  cent,  of  the 
total'  generated,  giving  for  a  gross  efficiency  of  83  per  cent,,  a 
net  efficiency  of  81  per  cent.  Refinement  in  burner  design  has 
made  possible  today  a  steam  consumption  by  the  burners  of  as 
low  as  1  per  cent.  The  Redondo  efficiencies  represent  about  the 
maximum  possible  with  oil  fuel,  and  it  is,  at  efficiencies  as  high 
as  this,  diffixjult  to  secure  any  additional  increase.    When  the  1 
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per  cent,  increase  in  net  efficiency  obtained  by  a  reduction  in 
the  steam  consumption  of  the  burners  is  compared  with  the 
very  small  increases  that  further  improvement  in  furnace  de- 
sign can  bring  about,  its  importance  may  be  realized. 

Oil  fired  stationary  boilers  are  being  operated  at  overloads 
nearly  as  high  as  are  coal  fired  boilers  and  with  a  falling  off 
in  efficiency  probably  not  as  great.  The  record  for  capacity 
with  oil  firing  was  secured  on  a  marine  boiler  where  an  evapora- 
tion from  and  at  212  degrees,  per  square  foot  of  heating  sur- 
face, of  18.7  pounds  was  secured.  On  the  ordinary  basis  of 
rating  stationary  boilers,  this  would  be  at  the  rate  of  540  per 
cent,  of  rating.  This  capacity  was  secured  with  an  efficiency 
of  78  per  cent.  These  figures  represent  capacities  considerably 
higher  than  have  been  obtained  with  stationary  boilers. 

Another  class  of  fuel  used  in  considerable  quantities  in  this 
country,  particularly  in  lumber  mills,  is  wood  refuse.  With  this 
fuel,  the  results  sought  until  recently  have  been  of  capacity 
rather  than  of  efficiency.  From  this  standpoint,  the  fact  that 
boilers  are  being  operated  at  over  200  per  cent,  of  their  rating, 
and  that  with  wood  refuse  containing  over  40  per  cent,  of  mois- 
ture, indicates  how  satisfactory  the  improvements  in  wood 
burning  furnace  design  have  been.  In  a  number  of  mills  much 
of  the  refuse  hitherto  burned  has  a  commercial  value  due  to 
certain  by-products  that  may  be  secured,  and  where  attention 
has  been  given  to  the  efficiency  aspect,  as  well  as  to  that  of 
capacity,  the  fact  that  the  volume  of  refuse  saved  for  outside 
uses  has  increased  appreciably  shows  a  distinct  advance  in  this 
class  of  special  furnace  design. 

The  burning  of  green  bagasse  (sugar  mill  refuse)  by  pres- 
ent methods  is  another  indication  of  the  high  state  of  develop- 
ment in  special  furnaces.  On  sugar  plantations  today,  bagasse, 
instead  of  being  an  auxiliary  fuel,  is  burned  so  efficiently  that 
in  many  instances  no  other  fuel  but  bagasse  is  required  to  op- 
erate the  entire  mill.  Formerly,  considerable  quantities  of  coal 
or  wood  fuel  were  used  as  auxiliary  fuel.  Today,  practically  no 
auxiliary  fuel  is  required,  and  this  in  spite  of  the  fact  that 
bagasse  as  delivered  to  the  boilers  is  of  much  poorer  quality  for 
steam  generating  purposes  than  was  the  case  some  ten  years 
ago. 
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Of  the  gaseous  fuels  used  today,  probably  the  most  common 
is  blast  furnace  gas.  Here,  as  with  wood  refuse,  capacity  rather 
than  economy  was  the  object  until  recent  years.  Capacities  of 
175  to  200  per  cent,  are  being  developed  in  numerous  steel 
plants  with  this  fuel.  In  recent  years,  when  attention  has  been 
given  to  economy,  the  eflSciencies,  as  judged  by  exit  gas  tem- 
peratures, are  in  line  with  those  secured  with  other  fuels. 

The  statement  was  made  at  the  beginning  of  this  article 
that  boiler  design  had  changed  not  at  all  except  in  minor  details. 
Possibly  an  exception  to  this  statement  should  have  been  made 
for  one  class  of  boiler  work,  namely,  the  utilization  of  waste 
heat. 

For  years  it  was  considered  impracticable  to  make  use  of 
waste  gases  for  the  generation  of  steam  where  the  temperature 
was  below  1800°  P.  No  attempt  was  made  to  re-gain  the  heat 
in  gases  of  lower  temperatures  than  this,  and  when  boilers  were 
installed  for  higher  temperature  gases,  the  primary  object  was 
to  re-gain  only  such  heat  as  was  possible  without  interfering 
with  the  operation  of  the  primary  furnace.  As  draft  was 
usually  the  main  object,  such  boiler  heating  surfaces  as  were 
used  were  usually  installed  without  baffles  of  any  description, 
resulting  in  but  a  slight  reduction  in  gas  temperattires  through 
the  waste  heat  boilers  and  low  capacities. 

Within  the  last  two  years,  there  has  been  a  considerable 
revision  of  ideas  in  the  utilization  of  waste  heat.  The  basis  of 
design  of  the  best  waste  heat  boilers  is  the  giving  of  the  gases 
a  high  velocity  over  the  boiler  heating  surfaces.  The  means  of 
accomplishing  this  have  been  changes  in  the  methods  of  design 
of  gas  passage  areas  rather  than  in  the  design  of  the  boiler 
pressure  parts.  The  higher  gas  velocities  have,  of  course,  re- 
sulted in  additional  frictional  resistance  or  draft  loss  through 
the  boiler,  and  in  most  instances  this  loss  has  increased  to  a 
point  that  necessitates  the  installation  of  an  induced  draft  fan. 
The  added  capacity  obtainable,  however,  has  in  every  case  very 
much  more  than  offset  the  power  required  for  such  a  fan. 

Perhaps  the  most  important  feature  of  the  change  in  atti- 
tude toward  waste  heat  utilization  is  the  present  practicability 
of  using  gases  of  low  temperatures.  A  few  examples  of  what 
is  actually  being  accomplished  will  best  serve  to  illustrate  this 
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fact.  The  lowest  temperature  gases  with  which  a  waste  heat 
boiler  installation  has  as  yet  been  found  practicable  are  prob- 
ably those  from  the  modern  open  hearth  steel  furnace.  These 
temperatures  run  from  950**  P.  to  1400**  and  average  approxi- 
mately 1150^ 

From  a  boiler  containing  3600  square  feet  of  heating  sur- 
face with  an  entering  gas  temperature  of  1153  degrees,  200 
boiler  horse  power  has  been  secured  as  an  average  for  a  week's 
run.  This  represents  approximately  60  per  cent,  of  the  boiler's 
rated  capacity.  The  open  hearth  furnace  to  which  this  boiler 
was  attached  is  rated  at  35  tons.  From  a  second  boiler  in- 
stalled in  connection  with  a  75  ton  open  hearth  furnace,  with 
an  entering  temperature  of  1360  degrees,  426  boiler  horse  power 
was  obtained  from  5230  square  feet  of  heating  surface  in  a  test 
of  159  hours. 

When  it  is  considered  that  these  gases  have  hitherto  been 
discharged  to  the  atmosphere,  the  saving  in  plant  operation  is 
obvious.  The  steel  companies  ordinarily  value  a  boiler  horse 
at  $40  a  year,  and  the  return  on  the  investment  represented  in 
the  complete  boiler,  fan  and  connecting  flue  installation  has 
proven  to  be  between  60  and  70  per  cent.  The  net  saving  in 
manufacturing  cost  is  in  the  neighborhood  of  20  cents  per  ton 
of  steel  produced. 

Aside  from  the  utilization  of  low  temperature  waste  gases, 
great  progress  has  been  made,  using  the  same  basis  of  high  gas 
velocity,  in  the  use  of  waste  heat  having  temperatures  that 
approach  those  found  in  coal  fired  practice.  An  example  of  this 
class  of  work  is  found  in  beehive  coke  oven  plants  where  the 
temperature  of  the  gas  runs  from  2000  to  2300°  F. 

A  boiler  containing  10,000  square  feet  of  heating  surface, 
installed  in  connection  with  several  batteries  of  beehive  coke 
ovens,  developed  in  an  8-hour  test  1960  horsepower,  or  196  per 
cent  of  its  normal  rated  capacity.  This  capacity,  of  course,  is 
a  function  of  the  volume  of  gas  passing  as  well  as  of  the  velocity. 
The  interesting  feature  of  this  result  is  that,  with  an  enter- 
ing gas  temperature  of  2158  degrees,  the  exit  temperature  was 
477  degrees,  interesting  either  when  compared  with  coal  fired 
practice  for  such  overloads  or  for  former  practice  with  this 
class  of  waste  gas.    An  installation  made  some  ten  years  ago, 
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with  beehive  coke  ovens,  of  approximately  the  same  size  and 
number,  showed  an  exit  gas  temperature  of  800  degrees.  For 
the  same  volume  of  gas  passing  through  the  boiler  as  was  util- 
ized in  developing  the  1960  horse  power,  the  same  entering 
temperature,  and  an  exit  temperature  of  800  degrees  as  against 
477  degrees,  the  horse  power  developed  would  be  1577  as 
against  1956,  or  an  increase,  for  the  modem  waste  heat  boiler 
in  this  particular  class  of  work,  of  24  per  cent. 

Successful  installations  of  waste  heat  boilers  have  been 
made  within  the  last  two  years  with  open  hearth  steel  furnaces, 
billet  heating  furnaces,  soaking  pits,  cement  kilns,  copper  matte 
furnaces,  gas  benches  and  beehive  coke  ovens,  and  the  return 
on  the  investment  in  every  instance  has  been  many  times  higher 
than  that  necessary  to  warrant  the  expense  of  installation. 

Unquestionably,  there  is  no  one  factor  that  has  had  as 
beneficial  an  effect  in  the  securing  of  modern  day  boiler  room 
results  as  the  intelligent  supervision  of  this  portion  of  the 
steam  plant,  and  nowhere  has  the  ** Efficiency  Engineer*'  had 
such  a  chance  to  show  improved  performance.  This  supervision 
has  come  with  the  full  realization  of  the  wide  difference  ex- 
isting in  the  results  that  were  formerly  secured  in  every  day 
practice  and  those  theoretically  possible. 

For  this  supervision,  a  full  knowledge  is  necessary,  not 
only  of  what  a  plant  can  do  under  the  best  operating  condi- 
tions, but  also  a  knowledge  of  what  a  plant  will  do  under  any 
and  all  of  the  conditions  that  may  arise.  The  former  knowledge 
is  secured  by  a  systematic  testing;  the  latter  by  continuous 
records  so  arranged  that  the  results  may  be  directly  compared 
for  any  period  or  any  set  of  conditions. 

The  continuous  records  serve  as  a  check  on  plant  losses, 
and  as  the  size  of  a  plant  increases  such  a  check  becomes  a 
necessity.  In  a  large  plant,  a  saving  of  but  a  fraction  of  1  per 
cent,  in  the  fuel  bill  represents  an  amount  running  into  thou- 
sands of  dollars  annually,  while  the  expense  of  supervision  is 
relatively  small.  The  methods  of  supervision  in  a  large  plant 
are  naturally  elaborate  and  complete.  In  the  smaller  plant, 
the  same  methods  are  followed  on  a  more  moderate  scale  with 
a  corresponding  saving  in  fuel  and  without  an  appreciable  in- 
crease in  plant  organization  or  expense. 
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Improvements  in  modern  recording  apparatus  have  led  to 
reliability  and  accuracy,  and  are  of  great  service  in  attaining 
proper  operating  results.  Records  of  water  evaporated  and  the 
fuel  consumption  are  of  primary  importance.  Other  records  of 
temperature,  gas  analyses,  draft  and  the  like,  serve  as  a  check 
on  the  fuel  consumption.  They  permit  an  intelligent  study  of 
the  distribution  of  losses  and  afford  a  means  of  remedying  such 
losses  where  improvement  is  possible. 

The  boilers  of  the  modern  power  plant  are  almost  univer- 
sally equipped  with  integral  superheaters.  Superheaters  as 
now  offered  have  been  in  common  use  in  stationary  boilers  for 
some  twenty  years  and  during  that  time,  as  in  the  case  of  the 
modem  boiler,  there  have  been  no  radical  changes  in  design. 
The  superheaters  introduced  during  the  period  1895-1900  do 
not,  however,  represent  the  first  use  of  superheated  steam,  and 
the  modem  superheater  is  essentially  different  from  the  ap- 
paratus first  used  for  the  purpose.  In  this  connection,  a  word 
of  superheater  history  is  of  interest. 

Following  Hirn's  experiments  of  1857  and  Isherwood's  in 
1862-1864,  there  was  a  marked  interest  on  the  part  of  engineers 
in  the  use  of  superheated  steam.  By  the  late  sixties,  practically 
all  marine  boilers  were  equipped  with  superheaters,  and  while 
in  stationary  practice  their  use  was  more  limited,  numerous 
installations  were  made.  The  designs  were  many  but  all  were 
alike  in  location,  namely,  in  the  uptake  of  a  boiler.  During  this 
period,  all  boilers  were  operated  under  working  pressures  of 
less  than  50  pounds,  and  100  degrees  of  superheat  with  such 
pressures  represented  ultimate  temperatures  that  could  in  no 
way  be  considered  high. 

The  introduction  of  compound  engines  and  the  use  of  high 
pressure  steam  in  the  late  sixties  and  early  seventies  combined 
to  force  the  superheater  temporarily  out  of  the  field.  Such 
engines  and  high  pressure  steam  showed  an  increase  in  effici- 
ency over  simple  engines  and  the  low  pressure  steam  that  had 
been  in  vogue,  considerably  greater  than  that  obtained  by 
simply  superheating  the  low  pressure  steam.  With  the  in- 
creased temperature  due  to  higher  pressures,  it  was  found 
where  attempts  were  made  to  superheat  the  steam  to  as  great 
a  degree  as  formerly,  that  difficulties  were  encountered  in  lu- 
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brication,  and  where  superheat  was  used  it  was  necessary  to 
reduce  the  amount  to  a  point  where  the  gain  secured  did  not 
warrant  the  expense  of  an  installation. 

How  completely  the  use  of  superheaters  was  abandoned 
during  this  period  is  shown  by  a  quotation  from  Seaton's  "A 
Manual  of  Marine  Engineering"  (1883),  appearing  in  editions 
as  late  as  1890:  ''The  use  of  superheated  steam  has  been  dis- 
continued since  the  pressure  has  gone  beyond  60  pounds  per 
square  inch,  partly  in  consequence  of  the  increase  in  tempera- 
ture beyond  that  due  to  the  pressure  being  prejudicial  to  the 
good  working  of  certain  parts,  partly  also  due  to  the  danger 
and  inconvenience  of  the  superheater  itself,  and  not  a  little  to 
the  action  taken  by  the  Board  of  Trade  (British)  with  respect 
to  it".  In  view  of  the  present  day  knowledge  of  the  properties 
of  superheated  steam,  the  Board  of  Trade's  attitude  referred  to 
is  of  interest.  This  body  took  a  strong  stand  against  the  in- 
stallation of  superheaters  on  the  ground  that  the  steam  at  high 
temperatures  might  break  into  its  constituent  elements  with  re- 
sults that  would  be  dangerous. 

During  this  period,  while  the  general  interest  in  the  use  of 
superheated  steam  was  apparently  lost,  certain  engineers, 
prominent  among  whom  were  Him,  Schwoerer,  Schroter  and 
Wilhelm  Schmidt,  continued  to  investigate  and  experiment.  In 
1895  Professor  Schroter  conducted  a  series  of  tests  of  a  boiler 
and  engine  especially  designed  and  built  for  use  with  super- 
heated steam  by  Dr.  Schmidt.  The  published  results  of  these 
tests,  showing  as  they  did  eflSciencies  which  at  the  time  were 
remarkable,  re-aroused  interest  in  the  use  of  superheated  steam 
and  a  number  of  Schmidt  engines  and  superheaters  were  in- 
stalled. This  interest  spread,  particularly  in  Europe,  and  nu- 
merous designs  of  superheaters  were  placed  upon  the  market 
within  a  few  years  after  Schmidt's  experiments.  The  first  super- 
heaters in  this  country  were  commercially  marketed  in  1898. 
Prom  that  time,  their  use  has  increased  enormously,  until,  as 
stated,  the  boiler  of  today  is  almost  universally  equipped  with 
an  integral  superheater. 

The  operation  of  all  integral  superheaters  as  offered  today 
is  alike,  and  different  superheaters  differ  in  constructional  de- 
tails rather  than  in  essentials  of  design. 
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Experience  has  shown  that  for  efficient  operation,  the 
modem  superheater  must  meet  certain  requirements  that  may 
be  summed  up  as  follows : 

Superheaters  must  be  located  in  the  direct  path  of  the 
gases  as  they  sweep  over  the  boiler  heating  surface ;  that  is,  the 
gases  utilized  for  the  generation  of  steam  must  also  be  utilized 
to  superheat  that  steam. 

The  location  must  be  such  that  the  full  superheating  sur- 
face is  presented  for  contact  with  the  gases,  but  the  arrange- 
ment of  surface  must  cause  no  undue  amount  of  frictional  re- 
sistance to  the  gases  in  their  passage. 

The  surface  should  offer  the  least  opportunity  for  the 
adhesion  of  soot  and  dust. 

All  parts  of  the  superheater  should  be  readily  accessible 
for  inspection  and  repair  and  the  design  should  be  such  as  to 
allow  freedom  of  expansion  without  affecting  the  boiler  proper 
or  the  setting. 

All  superheaters  should  be  equipped  with  safety  valves  set 
somewhat  lower  than  the  boiler  valves.  This  is  necessary  in 
order  to  insure  a  flow  of  steam  through  the  superheaters  when 
the  load  is  suddenly  taken  from  the  boiler. 

Practically  all  of  the  modern  superheaters  meet  these  re- 
quirements to  a  greater  or  less  degree.  In  performing  their 
function  they  interfere  in  no  way  with  the  operation  of  the 
boiler  and  their  upkeep  cost  is  negligible.  The  efBciency  of  a 
boiler  equipped  with  an  integral  superheater  is,  without  ques- 
tion, greater  than  the  efficiency  of  a  boiler  in  which  no  super- 
heater is  installed,  but  the  added  efficiency  due  to  the  super- 
heater is  difficult  to  determine. 

For  some  years  after  the  re-introduction  of  the  use  of 
superheated  steam,  there  was  a  tendency  on  the  part  of  steam 
users  to  demand  degrees  of  superheat  as  high  as  could  be  ob- 
tained from  integral  superheaters.  The  use  of  such  high  tem- 
peratures led  to  a  number  of  operating  difficulties  and  par- 
ticularly to  trouble  with  the  cast  iron  fittings  in  general  use. 
These  difficulties  led  to  a  decided  reduction  in  the  amount  of 
superheat  desired,  and  over  the  period  of  1905-1912  the  aver- 
age degree  of  superheat,  throughout  this  country  at  least,  was 
probably  considerably  below  150  degrees.    Operating  difficul- 
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ties,  however,  were  gradually  overcome,  turbines  largely  re- 
placed reciprocating  engines,  and  engineering  opinion  came  to 
an  agreement  that  steel  fittings  should  replace  cast  iron  fittings 
for  superheated  steam  practice.  Under  the  improved  modern 
plant  conditions,  there  seems  to  be,  within  the  past  two  years,  a 
strong  tendency  on  the  part  of  engineers  toward  the  use  of 
degrees  of  superheat  considerably  in  excess  of  150  degrees. 

The  use  of  superheated  steam  belongs  rather  to  a  discus- 
sion of  prime  movers  than  of  boilers  and  is  doubtless  fully  dis- 
cussed in  another  paper. 

Practically  all  of  the  foregoing  has  dealt  with  what  may 
be  considered  the  practical  side  of  boiler  practice.  In  closing, 
it  may  not  be  out  of  place  to  refer  briefly  to  one  phase  of  the 
theoretical  side,  namely,  that  of  heat  transfer  in  steam  boilers. 

Within  the  last  few  years,  a  number  of  papers  have  been 
presented  on  the  subject  of  heat  transmission  from  a  hot  gas 
to  a  metallic  surface.  A  consideration  of  the  three  that  have 
been,  up  to  the  present  time,  accepted  as  the  most  authoritative 
is  of  interest  in  indicating  what  has  been  done  toward  estab- 
lishing the  laws  of  heat  transmission  as  affecting  boiler  design. 

In  1909,  Dr.  Wilhelm  Nusselt  presented  a  paper  on  '*Heat 
Transmission  in  Tubes"  in  the  **Zeitschrift  des  Vereines  Deut- 
scher  Ingenieur".  This  paper  is  apparently  the  first  effort  to 
investigate  the  subject  in  a  thoroughly  scientific  manner.  It  is 
extremely  interesting  in  that  it  presents  the  subject  in  an  en- 
tirely new  aspect  and  gives  a  formula  for  the  calculation  of 
heat  transfer  rates  in  tubes  which  is  applicable  to  any  fluid, 
liquid  or  gaseous. 

The  experiments  upon  which  Dr.  Nusselt 's  conclusions  are 
based  were  conducted  with  an  apparatus  in  which  air  and  gas 
were  heated  in  passing  through  a  steam  jacketed  brass  tube  of 
0.85"  internal  diameter.  The  mean  temperature  of  the  gas  was 
taken  at  two  points  about  20^'  apart  and  at  some  distance  from 
the  entrance  to  the  tube.  Due  to  the  method  of  determining 
gas  temperatures  there  is  reason  to  question  whether  the  actual 
mean  temperature  was  obtained. 

From  the  observed  data,  the  heat  transfer  rate  was  calcu- 
lated, using  the  ordinary  logarithmic  formula  corrected  for  the 
difference  in  temperature  between  the  inside  and  outside  sur- 
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face  of  the  tube.  Air  was  used  at  different  pressures  to  de- 
termine the  effect  of  density.  The  formula  was  checked  by  ex- 
periments with  carbonic  acid  and  illuminating  gas.  In  work- 
ing up  the  results,  Dr.  Nusselt  also  used  the  experimental  data 
obtained  by  Knoblauch  and  Jakob  in  determining  the  specific 
heat  of  superheated  steam,  and  thus  further  checked  the 
formula. 

The  mean  temperature  of  the  heated  gas  in  these  experi- 
ments appears  to  be  in  the  neighborhood  of  35**  C.  (95''  P.), 
while  the  steam  in  the  jackets  was  at  atmospheric  pressure. 
Dr.  Nusselt 's  results,  therefore,  must  be  understood  as  apply- 
ing to  heat  transfer  rates  at  comparatively  low  temperatures  and 
with  small  temperature  differences. 

The  accuracy  of  Dr.  Nusselt 's  results  from  the  data  he 
gives  is  apparently  good,  but  due  to  the  low  temperatures,  the 
small  temperature  differences,  and  the  small  diameter  of  the 
tube  used,  they  are  not  particularly  valuable  in  assisting  prac- 
tical boiler  design. 

The  second  of  the  papers  to  which  reference  has  been  made 
was  presented  in  1909  before  the  ''Institute  of  Mechanical  En- 
gineers" by  Mr.  H.  P.  Jordan  under  the  title  **0n  the  Rate  of 
Heat  Transmission  Between  Fluids  and  Metal  Surfaces". 

Mr.  Jordan's  apparatus  consisted  of  a  cast  iron  casing  ap- 
proximately 40"  long,  into  which  were  fitted  copper  tubes. 
Three  sets  of  experiments  were  made,  using  copper  tubes  of  2", 
1^''  and  y^''  internal  diameter.  Hot  air  was  drawn  by  suc- 
tion through  the  copper  tubes.  Water  was  forced  through  the 
annular  jacket  between  the  casing  and  the  internal  tube  in  an 
opposite  direction  to  that  of  the  airfiow. 

At  the  beginning  and  end  of  the  water  jacket  the  area 
of  gas  passage  was  reduced  from  the  full  area  of  the  casing  to 
that  of  the  individual  copper  tube  with  which  the  experiment 
was  being  made.  Entering  and  exit  gas  temperatures  were 
measured  by  thermometers,  the  bulbs  of  which  were  approxi- 
mately %''  and  1%''  respectively  from  the  beginning  and  end 
of  the  water  jacket.  It  is  hardly  possible  that  Jordan  actually 
measured  the  true  mean  temperature  of  the  gas  as  it  existed 
in  the  tube,  particularly  at  the  inlet  end. 

There  is  further  reason  to  question  the  inlet  and  outlet 
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temperatures  due  to  the  proximity  of  the  thermometer  bulbs 
to  the  surface  of  the  water  jacket. 

Any  inaccuracies  of  these  temperature  readings  result  in 
an  incorrect  mean  gas  temperature.  Since  this  mean  tempera- 
ture is  the  basis  of  all  calculation,  it  is  obvious  that  some  doubt 
must  be  cast  on  the  results  as  a  whole. 

Jordan's  experiments  covered  a  range  of  gas  flow  from 
5000  to  72,000  pounds  per  hour  per  square  foot  of  gas  passage 
area.  There  were  but  one  or  two  cases  where  the  rate  of  gas 
flow  was  as  low  as  this  5000  pounds,  and  practically  all  of  his 
results  were  at  rates  over  10,000  pounds  per  hour.  In  ordin- 
ary boiler  practice,  the  maximum  flow  found  is  not  in  excess 
of  3500  pounds  per  hour,  while  even  in  waste  heat  work  of 
today,  where  the  highest  velocities  are  encountered,  this  rate 
rarely  exceeds  4500  pounds.  Jordan's  experiments,  therefore, 
are  at  rates  of  flow  that  are  not  in  any  way  comparable  with 
boiler  practice.  Further,  the  diameter  of  the  smallest  tube 
used  is  such  as  to  preclude  the  use  of  any  of  the  results  in  that 
series  of  experiments. 

The  highest  temperature  diflference  between  the  air  and 
the  metal  in  Jordan's  experiments  is  approximately  400^  F., 
which,  though  it  is  considerably  below  that  found  in  ordinary 
boiler  work,  is  about  the  minimum  difference  found  in  waste 
heat  work. 

Jordan's  results  are  expressed  in  the  formula: 
w 

B  =  A  +  B  — 
a 

where 

B  =  the  heat  transfer  rate  in  B.t.u.  per  square  foot  per  second 
per  degree  difference, 

A  =  a  constant, 

B  =  a  function  of  the  dimension  of  air  passage  and  mean  tempera- 
tures of  gas  and  metal, 

W 

—  =  the  weight  of  mass  flow  per  unit  of  cross  sectional  area  of 

channel. 

The  constant.  A,  as  determined  by  Jordan,  is  0.0015  B.t.u. 's 
per  second  per  degree  difference  in  temperature,  or 

0.0015  X  36,000  =  5.4  B.t.u.  per  hour. 
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Thus,  on  the  basis  of  Jordan's  value  of  the  constant  A, 
the  minimum  heat  transfer  rate,  at  no  gas  flow,  is  some  45  per 
cent,  higher  than  is  actually  secured  with  a  properly  designed 
boiler  at  its  normal  rated  capacity. 

Jordan  assumed  the  specific  heat  of  air  as  a  constant,  which 
leads  to  other  errors,  for  in  boiler  practice  the  specific  heat  of 
the  gases  varies  from  0.24  to  0.30. 

In  1912,  the  Department  of  the  Interior,  Bureau  of  Mines, 
United  States  Government,  issued  a  bulletin  (No.  16)  by  Henry 
Ereisinger  and  Walter  T.  Ray  on  the  *' Transmission  of  Heat 
in  Steam  Boilers". 

The  apparatus  of  these  experimenters  consisted  of  four 
small  boilers  all  of  the  tubular  type,  with  a  shell  of  4''  wrought 
iron  pipe,  ^y^'  long  in  three  of  the  boilers  and  16%"  long  in 
the  fourth.  There  were  ten  tubes  in  each  boiler,  of  diameters 
from  0.175"  in  the  first  boiler  to  0.2928"  in  the  fourth.  Air 
heated  by  an  electric  furnace  was  drawn  by  suction  through 
the  tubes  of  the  boiler.  The  steam  generated  was  condensed 
and  weighed. 

The  diameters  of  the  tubes  used  in  these  experiments  are 
so  much  smaller  than  those  found  in  boiler  practice  that  Erei- 
singer and  Bay's  results,  regardless  of  other  factors,  are  of  no 
value  for  application  in  the  design  of  boilers. 

Aside  from  this  fact,  there  are  a  number  of  features  in  these 
experiments  that  would  tend  to  cause  the  results  to  be  questioned. 

The  weights  of  air  per  square  foot  of  cross  sectional  area 
varied  from  2220  pounds  per  hour  to  24,900  per  hour.  While 
the  lowest  figure  is  comparable  with  what  is  found  in  boiler 
practice,  although  the  diameter  of  the  tubes  was  radically  dif- 
ferent, almost  the  entire  range  of  experiments  is  at  a  rate  of 
gas  flow  greatly  in  excess  of  anything  encountered  in  either 
direct  fired  or  waste  heat  work. 

Ereisinger  and  Bay  made  no  attempt  to  determine  the 
moisture  content  of  the  steam  generated  by  their  boilers.  When 
it  is  considered  that  in  their  experiments  rates  of  evaporation 
per  square  foot  of  heating  surface  per  hour  as  high  as  28.75 
pounds  were  used,  or,  on  the  ordinary  basis  of  stationary  boiler 
rating,  833  per  cent,  of  normal  capacity,  it  is  obvious  that  there 
must  have  been  considerable  priming. 
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In  these  experiments,  three  thermometers  were  used  to 
measure  both  inlet  and  outlet  gas  temperatures,  and  the  fact 
that  some  of  the  readings  of  the  same  air  temperatures  differed 
as  much  as  100^  F.,  would  seem  to  cast  some  doubt  on  the 
accuracy  of  the  temperature  measurements. 

No  attempt  was  made  to  correct  for  the  variation  of  specific 
heat  of  air  at  different  temperatures,  a  fact  which  of  necessity 
would  lead  to  further  error. 

There  has  just  been  completed,  under  the  direction  of  the 
Engineering  Department  of  the  Babcock  &  Wilcox  Co.,  an  ex- 
tensive and  remarkably  comprehensive,  set  of  experiments  on 
**Heat  Transfer  Rates".  While  the  results  of  these  experiments 
are  not  at  this  time  in  the  form  for  final  publication,  the  data, 
however,  have  been  worked  up  to  an  extent  that  makes  it  possible 
to  authoritatively  state  some  of  the  laws  of  heat  transmission  as 
they  apply  to  boiler  design. 

The  apparatus  used  in  these  experiments  consisted  of 
a  2-inch  internal  diameter  copper  pipe,  surrounded  by  20  in- 
dividual water  jackets  each  1  foot  long.  The  gases  were  drawn 
from  an  illuminating  gas  furnace  in  which  temperatures  above 
2600  degrees  could  be  obtained. 

The  range  of  gas  flow  rate  covered  was  from  4000  to  14,000 
pounds  of  gas  per  hour  per  square  foot  of  cross  sectional  area 
of  passage.  The  difference  in  temperature  between  the  gas  and 
metal  surface  was  from  400  to  2000''  P.  The  temperature  of 
the  metal  surface  varied  from  145  to  215^  F.,  the  average  wall 
temperature  being  180  degrees.  The  variation  in  specific  heat 
of  the  gases  was  taken  into  account,  the  latest  data  on  gases 
being  used  for  these  calculations. 

The  flue  gases,  after  leaving  the  experimental  tube,  were 
made  to  pass  through  a  cooler,  where  the  gases  were  cooled  in 
a  2-ineh  coil  26  feet  long  surrounded  by  water.  The  gases 
leaving  the  coil  were  passed  through  a  box  where  the  dew 
point  was  determined.  The  dew  point,  together  with  the  en- 
tering and  exit  temperatures  of  the  gas  and  water  through  the 
cooler,  and  the  flue  gas  analyses  taken  during  tests,  gave  the 
most  accurate  method  of  determining  gas  weights. 

Tests  extending  over  some  three  months  were  made,  get- 
ting the  apparatus  into  shape  for  the  taking  of  flnal  data.    Dur- 
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ing  this  time,  the  proper  locations  of  the  thermometers  used 
for  measuring  gas  temperatures  entering  and  leaving  the 
cooler,  to  give  the  mean  temperature,  were  determined.  Radia- 
tion tests  were  also  conducted  and  proper  correction  made  in 
all  results.  As  an  indication  of  the  accuracy  of  the  experi- 
ments as  a  whole,  it  may  be  stated  that  specially  manufactured 
thermometers  were  used,  with  a  scale  range  that  would  cover 
the  temperatures  to  be  measured,  graduated  to  .1  of  1  degree, 
so  that  the  approximation  of  .01  of  1  degree  was  possible,  and 
in  the  plotting  of  results  (see  Pig.  6),  over  80  tests  were  used 
in  determining  each  line. 

Fig.  6  gives  in  graphic  form  the  results  of  these  experi- 
ments. While  the  range  of  gas  flow  tested  is  beyond  what  is 
found  in  ordinary  boiler  practice,  the  fact  that  this  range  is 
limited  from  4000  to  14,000  pounds  per  square  foot  of  gas  pass- 
age area  per  hour  (as  compared  with  Jordan's  range  of  5000 
to  72,000  pounds),  and  that  within  this  range  as  many  as  80 
points  were  used  in  determining  the  lines  (as  compared  with 
4  to  5  points  used  by  Jordan  over  a  range  seven  times  as  great), 
makes  it  obvious  that  the  direction  of  these  lines  below  the 
lower  limits  of  the  experiments,  that  is,  the  transfer  rates  for 
gas  flow  lower  than  4000  pounds,  are  much  more  accurate  than 
could  be  possible  in  the  other  experiments. 

The  rate  of  heat  transfer  may  be  expressed  by  the  formula : 


where 


B  =  A4-B 

a 


B  is  the  rate  of  heat  transfer, 

A  is  a  constant, 

B  is  a  function  of  the  temperature  difference,  and 

W 

—  is  the  rate  of  mass  flow  per  unit  area  of  channel. 
a 

The  value  of  A  as  determined  by  these  experiments  is  2.20. 
The  value  of  B  varies  with  changes  in  the  temperature  differ- 
ence from  0.000770  for  a  temperature  difference  of  400°  F. 
to  0.001120  for  a  temperature  difference  of  2000°  P.  These 
values  of  B  may  be  readily  obtained  from  the  chart  for  any 
rate  of  gas  flow  and  any  temperature  difference. 
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It  is  interesting  to  note  from  Fig.  6  that  while  at  high  rates 
of  gas  flow  the  temperature  difference  has  an  important  bear- 
ing on  the  heat  transfer  rate,  at  low  weights  of  gas  flow,  such 
as  are  encoimtered  in  boiler  practice,  the  effect  of  the  tempera- 
tore  difference  is  relatively  small. 

RESULTS     OF     EXPERIMENTAL     DETERMINATION 
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weight   of  Gases   per  Sq.  Ft,   of  Flue  Area    per   Hour. 
ng.  a. 
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DISCUSSION 


Mr.  W.  J.  Davis,  J^.,*  Mem.  Am.  Soc.  M.  E.,  in  opening  the  discussion,  Mr. 
regretted  that  the  author  had  neglected  the  discussion  of  high  pressures  ^*^- 
and  high  degrees  of  superheat.  This  was  a  most  important  problem,  for, 
in  the  past,  installations  were  designed  for  the  following  conditions: 
pressure,  300  lbs.  per  sq.  in.  with  250  degrees  superheat  and  29  inches 
vacuum;  while  present  installations  favored  600  lbs.  per  sq.  in.  pressure 
with  150  degrees  superheat  and  29  inches  vacuum.  This  has  been  brought 
about  hj  experiments.  Dr.  Stott  says  that  pressures  as  high  as  1000  lbs. 
per  sq.  in.  are  possible. 

Since  the  limit,  so  far  as  turbine  and  condenser  efficiency  is  con- 
cerned, has  been  reached  (80  percent  efficiency,  Bankine  cycle,  and  a 
vacuum  of  29.5  inches  mercury  being  possible)  the  only  means  left  to 
raise  the  overall  economy  is  to  increase  the  boiler  efficiency  by  increas- 
ing the  pressure  and  working  temperature  of  the  steam. 

Mr.  B.  Sediasayee,!  Assoc.  A.  I.  E.  E.,  said  that  India  was  not  very       ifr. 
far  developed  so  far  as  mechanical  appliances  were  concerned.     Due  to  Seshaaayee. 
the  fact  that  they  were  forced  to  use  light  fuels,  i.  e.,  rice  husks,  they 
were  faced  with  many  difficulties  in  regard  to  boiler  setting.    The  three 
tjrpes  used  are  the  Cornish,  Lancashire  and  locomotive.    The  setting  being 
as  follows: 


/\ 


Fj'rs- 

connecrina  nue     y^^ 


The  main  difficulty  is  that  the  fusible  plug  does  not  provide  adequate 
protection  to  the  boiler  plates.  This  is  due  to  the  fact  that  the  firebox 
is  separate  from  the  boiler,  as  shown.  We  would  like  to  have  some  in- 
formation on  how  to  overcome  this  condition,  as  India  looks  to  America 
as  the  home  of  the  inventor. 

Mr.  Lb  O.  BoweSyt  Junior  Am.  Soc.  H.  E.,  said  that  to  place  full  con-  Mr. 
fidence  in  boiler-room  instruments  was  not  justified  by  the  facts.  While  a  ®•^••• 
certain  number  were  reliable,  such  as  flow  meters  and  fuel  weighers, 
others,  as  GOs  recorders,  do  not  give  reliable  service  as  boasted  by  their 
manufacturers.  This  results  from  the  fact  that  the  samples  are  not  good 
averages  and  consequently  do  not  give  correct  operating  conditions.  The 
best  way  is  to  have  regular  periods  for  sampling  from  the  flue. 


*  Gen'I  Electric  Co.,  San  Francisco,  Calif. 

t  Trichinopoly,   South  India. 

t  Fuel  Engr.,  Public  Service  Co.  of  No.  III.,  Sta.  4,  Blue  Island,  111. 
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Mr.  Smokeless  combustion  can  be  obtained  on  chain  grates  by  carrying 

Bowes.  ^  short  fire,  but  this  results  in  a  low  efficiency. 

Personal  supervision  can  and  has  done  more  for  economy  than  all 
the  devices  manufactured. 

Mr.  Mr.  C.  B.  Weymoath,§  Mem.  Am.  Soc.  M.  E.,  stated  that  increasing 

eymou  .  ^^^  ^^^^  ^^  combustion  involves  the  efficiency  of  the  furnace  and  the  ab- 
sorption efficiency  of  the  boiler.  Forcing  the  boiler  with  a  coal  fire  in- 
creases its  efficiency,  but  the  contrary  is  true  with  oil.  This  is  due  to  the 
different  characteristics  of  coal  and  oil  fires.  It  does  not  pay  to  force 
boilers  with  oil  fuels,  as  the  heat  is  localized  and  intense,  and  hard  on  the 
boiler.  This  is  due  to  the  fact  that  oil  involves  a  surface  combustion, 
while  coal  involves  a  volume  combustion.  A  boiler  with  greater  furnace 
volume  will  give  higher  overall  efficiency  at  overload,  but  falls  off  at 
normal  load. 

In  reply  to  the  request  of  Prof.  J.  C.  Scrugham  for  some  discussion 
on  the  limits  of  modern  superheating  with  reference  particularly  to  the 
boiler  and  superheater,  Mr.  Weymouth  answered  that  there  were  two 
kinds  of  superheaters,  the  externally  heated  and  the  self-contained.  The 
limit  of  the  externally  fired  type  is  the  temperature  of  the  flame,  or  that 
temperature  which  the  metal  will  stand;  while  about  200  degrees  limits 
the  latter. 

Mr.  Mr.  John  Hnnter,*  Mem.  Am.  Soc.  M.  K.  (by  letter),  said  that,  in 

Hunter,  ^is  opinion,  when  speaking  of  a  boiler  we  should  consider  the  unit  for 
steam  generation  as  a  whole  and  not  divide  it  into  its  elements,  as  stoker, 
setting,  and  steam  container;  and  from  this  point  of  view  we  can  lay 
claim  to  some  very  good  and  definite  improvements.  The  improvements 
in  efficiency,  of  course,  result  most  directly  from  the  method  of  furnace 
construction,  baffling,  draft  conditions,  etc.  In  a  mechanical  way, 
stokers  are  constructed  with  due  regard  to  reliability,  and  in  forms  suit- 
able for  various  grades  and  kinds  of  coal.  The  quality  of  fire  brick  has 
been  improved  for  withstanding  the  higher  temperatures  due  to  higher 
drafts  and  the  increased  rate  of  combustion  resulting  from  this  increase 
in  draft.  The  improvement  in  the  general  setting  of  the  boiler  by  the  use 
of  magnesia  in  the  walls  and  the  steel  casing  gives  a  tighter  setting  than 
the  old  all-brick  setting,  and  vastly  more  substantial  and  less  costly  to 
maintain. 

The  increase  in  size  of  boiler  units  has  probably  been  the  result  of 
the  enormous  capacities  possible  in  the  construction  of  single  turbine 
units,  and  which  has  necessarily  resulted  in  a  decrease  in  the  operating 
and  maintenance  expense  and  in  a  better  condition  generally  in  the 
boiler  room. 

So  much  is  true  of  boilers  for  large  central  power  stations,  but  on 
the  other  hand  the  enormous  number  of  boilers  in  small  isolated  and 
industrial  plants,  of  too  small  a  size  to  warrant  investment  in  coal- 

i  Chief  Engr.,  C.  G.  Moore  ft  Co.,  San  Francisco,  Calif. 

*  Ch.  Engr.,  Union  Elec.  Light  A  Power  Co.,  St.  Lonia,  Mo. 
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handling  apparatus  and  mechanical  stokers,  are  today  practically  with-  Mr. 
out  change  from  those  of  a  generation  ago.  A  feature  that  Mr.  Pratt  hunter, 
did  not  mention,  and  which  is  particularly  applicable  to  the  smaller- 
sized  boiler  plant,  is  the  use  of  the  down-draft  furnace.  For  efficiency 
of  operation  and  to  eliminate  the  smoke  nuisance  from  our  cities,  this 
type  of  furnace  is  ideal  where  bituminous  coal  is  used  and  where  the 
boiler  plant  is  of  such  size  that  hand  firing  ia  more  advantageous  than 
stokers.  In  fact,  to  meet  the  requirements  of  the  present  smoke  abate- 
ment laws,  the  down-draft  furnace  is  almost  indispensable. 

The  subject  of  the  rating  of  boilers  is  one  which  should  have  more 
careful  consideration  from  engineers  in  this  country,  and  which  is,  sooner 
or  later,  destined  to  come  up  for  some  kind  of  action.  Boiler  rating  and 
boiler  capacity  actually  developed  are  in  no  wise  the  same.  We  have 
been  content  to  call  a  boiler  horsepower  10  sq.  ft.  of  heating  surface,  and 
we  now  find  ourselves  speaking  of  boilers  as  developing  200%  or  more 
of  their  rating.  Such  conditions  seem  radically  wrong  and  it  seems 
absurd  to  go  on  reckoning  the  output  in  percent  of  a  certain  rating  when 
the  output  is  expected  to  be  about  twice  the  stated  rating. 

The  steam  turbine  quickly  developed  a  condition  whereby  it  is  now 
rated  for  a  maximum  load  under  the  conditions  for  which  it  is  designed. 
This  he  thought  was  the  logical  method,  and  at  such  rating  it  is  known 
jnst  what  our  apparatus  is  good  for  without  always  having  to  remember 
the  possibility  of  overloading.  Some  such  similar  condition  should  pre- 
vail with  steam  boilers. 

In  steam  boilers,  however,  two  conditions  must  be  considered:  first, 
the  larger  size  boilers  now  being  installed  in  central  stations,  and  from 
which  capacities  upwards  of  200%  of  their  normal  rating,  as  at  present 
stated,  are  obtained;  second,  the  smaller  boilers  installed  in  industrial 
plants  operated  by  hand  firing,  and  under  which  condition  equally  high 
capacities  are  not  obtainable.  A  statement  of  boiler  rating  should  convey 
clearly  the  working  capacity  of  a  boiler  unit,  and  at  the  same  time  should 
carry  with  it  an  idea  of  the  relative  size,  whether  referring  to  a  small 
or  a  large  unit,  the  latter  purely  for  commercial  reasons  in  order  that 
comparisons  may  be  made  as  to  price,  etc. 

Ten  sq.  ft.  of  heating  surface  as  a  measure  of  one  boiler  horsepower 
is  purely  an  arbitrary  figure.  It  really  means  nothing,  as  the  correspond- 
ing capacity  to  be  developed,  according  to  the  rule  for  evaporation,  as 
we  now  use  it,  is  34.5  lbs.  water  from  and  at  212  **.  The  actual  capacity 
to  be  delivered  is  subject  to  several  variable  quantities,  as  rate  of  com- 
bustion, heating  value  of  coal,  force  of  draft  and  cleanliness  of  the  boiler. 
Then  again,  while  it  appears  that  our  present  rate  of  10  sq.  ft.  of  heat- 
ing surface  per  boiler  horsepower  is  illogical,  yet  on  the  other  hand  boilers 
are  not  usually  designed  for  any  given  set  of  conditions,  quality  of  fuel, 
etc.,  and  it  would  seem  that  a  uniform  basis  of  rating,  by  reference  to 
the  actual  capacity  to  be  obtained,  will  be  somewhat  difficult  to  obtain. 
The  fact  remains,  however,  that  boiler  operation  is  not  expressed  in  the 
most  satisfactory  terms  and  consideration  should  be  given  the  matter 
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Ifr.  with  a  view  to  standardizing  in  a  logical  way  the  unit  of  power  by  which 
Hunter.  ^^  express  boiler  operation.  He  was  not  attempting  at  this  time  to 
offer  a  solution  to  this  question,  for  he  felt  that  it  is  a  matter  upon 
which  discussion  should  be  invited  from  our  engineers  and  a  movement 
put  under  way  to  remove  what  Mr.  Pratt  has  very  aptly  expressed  as  ''a 
widespread  agitation  against  such  an  irrational  method  of  rating  the 
power  of  boilers". 
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In  treating  this  subject  it  seems  best  to  go  back  and  note 
the  more  important  improvements  which  have  been  made  in 
boiler  shop  practice  during  the  past  25  or  30  years. 

In  the  early  days  there  were  three  kinds  of  shops,  namely, 
those  which  built  boilers  for  sea-going  and  lake-going  vessels, 
located  in  the  different  sea-coast  towns  and  lake  ports,  where 
the  boilers  were  built  more  or  less  following  the  Scotch  marine 
practice  and  where  heavy  metals  were  handled ;  the  locomotive 
shops,  located  mostly  in  the  large  cities  in  the  East,  which  built 
principally  boilers  for  locomotives ;  and  the  boiler  shops  of  the 
Middle  West,  located  along  the  navigable  rivers,  where  boilers 
for  flat-bottom  river  steamboats  were  built. 

Of  course,  throughout  the  country  there  were  a  large  num- 
ber of  smaller  jobbing  shops,  but  it  is  safe  to  say  that  the  im- 
provements in  equipment  and  methods  were  generally  made  in 
the  marine  and  in  the  locomotive  shops.  There  was  not  much 
flanging  done  in  the  river  shops  nor  the  jobbing  shops,  except 
such  as  was  done  by  main  strength  and  the  skill  of  the  me- 
chanics in  wielding  hammers,  nor  did  any  of  these  shops  give 
much  consideration  to  the  heat  treatment  of  the  metals  they 
were  working. 

The  marine  shops  and  the  locomotive  shops,  having  to  deal 
with  higher  pressures  and  thicker  metals,  and  having  more 
difficult  flanging,  naturally  equipped  themselves  with  tools  for 
doing  this  heavy  work,  and  these  were  mostly  hydraulic  tools, 
a  large  number  of  which  came  from  England. 
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In  the  earlier  days,  the  jobbing  shops  and  river  shops  did 
very  little  drilling  and  reaming,  and  also  very  little  planing, 
and  relied  chiefly  on  the  punching  of  holes  and  drifting  them 
into  alignment,  while  the  chipping  and  caulking  of  plates  was 
all  done  by  the  skillful  use  of  tools  in  the  hands  of  workmen 
that  had  grown  up  with  the  work,  having  started  in  at  heating 
rivets  and  picking  up  bolts  about  the  shop. 

With  the  tendency  towards  higher  pressures,  which  for 
land  practice  began  about  30  years  ago,  there  developed  a  ne- 
cessity for  better  workmanship  and  better  handling  of  ma- 
terials. It  soon  became  apparent  that  larger  capital  was  needed 
to  put  in  the  proper  equipment  to  handle  this  class  of  work. 

It  is  strange,  but  in  quite  a  large  number  of  the  operations 
in  boiler  building  there  has  been  no  very  great  improvement  in 
the  machinery.  Especially  is  this  so  in  the  punching  process. 
It  also  became  necessary  to  devise  means  for  handling  the 
heavier  materials  which  were  constantly  being  used  in  the 
building  of  boilers  for  heavier  pressures. 

In  the  year  1900,  the  writer  was  instructed  by  the  Heine 
Safety  Boiler  Co.,  of  St.  Louis,  Mo.,  to  design  and  build  a  shop 
in  the  East  which  would  enable  them  to  perfect  their  boiler,  as 
well  as  increase  their  output  and  reduce  their  cost.  Several 
shops  throughout  the  East  were  visited  and  it  was  found  that 
the  majority  of  them  had  not  been  especially  designed  for  the 
particular  product  which  they  were  then  building;  and  in  a 
great  many  cases  there  were  unnecessary  movements  in  the 
transporting  of  material  from  one  tool  to  another.  It,  there- 
fore, appeared  that  the  problem  of  general  arrangement  of  the 
shop  was  probably  more  important  than  any  other  single  point 
to  be  considered.  The  question  of  location  was  the  first  matter 
taken  up,  and  in  working  this  out,  the  conclusion  was  reached 
that  the  shop,  in  order  to  properly  serve  the  eastern  part  of  the 
United  States,  should  be  located  within  10  or  12  hours'  travel 
by  freight  from  steel  mills.  Also  it  must  be  located  on  the  main 
line  of  some  good  railroad  with  plenty  of  switching  facilities, 
and  also  in  a  neighborhood  where  good  mechanics  and  good  ma- 
terial for  making  mechanics,  could  be  obtained.  A  location  was 
secured  with  a  frontage  of  about  1500  feet  along  the  main  line 
of  the  Philadelphia  &  Reading  Railroad  at  Phoenixville,  Pa.,  a 
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town  which  had  been  known  since  the  days  of  the  Revolution  for 
its  mechanics  and  good,  hard-working  citizens. 

The  general  plan  of  the  shop  adopted  was  in  the  form  of  the 
letter  '^W\  thus  giving  opportunity  for  future  extensions  in 
five  directions,  the  original  shop  being  the  center.  The  first 
thing  to  be  considered  was  the  particular  type  of  boiler  to  be 
constructed.  This  should  always  be  considered  in  designing  a 
shop,  and  the  different  parts  necessary  to  build  a  boiler  should 
be  analyzed,  and  the  tools  and  transportation  facilities  arranged 
accordingly.  Railroad  sidings  were  laid  out  so  that  the  cars  of 
raw  material  could  be  brought  directly  into  each  one  of  the  four 
shops  composing  the  letter  **E",  and  in  this  manner  the  raw  ma- 
terial could  be  placed  nearest  to  the  point  where  it  was  to  be  used. 

There  did  not  seem  to  be  much  new  in  the  way  of  machinery, 
with  the  exception  of  air  tools,  which  were  then  beginning  to  be 
introduced.  Accordingly  a  power  house  was  laid  out  which 
would  produce  electrical  power,  direct  steam  power,  hydraulic 
power  and  compressed  air;  and  these  different  classes  of  power 
were  separately  connected  to  each  of  the  four  shops  so  that  any 
one  could  be  run  independently  of  the  others.  This  enables  any 
one  shop  to  be  run  overtime  to  bring  its  product  up  to  a  balance 
with  the  production  of  the  others. 

One  of  the  essentials  is  a  large,  high,  well-lighted  erecting 
shop  suitably  served  by  overhead  traveling  crane,  and  without 
any  of  the  larger  tools  in  it  to  interfere  with  the  assembling,  fit- 
ting up  and  finishing  of  the  boilers  after  the  other  shops  have 
produced  the  different  parts. 

A  large  building  parallel  and  connected  to  this  erecting  shop 
was  set  aside  for  the  storage  of  finished  material,  so  that  the 
erecting  floor  could  be  relieved  as  soon  as  the  job  was  done,  if 
the  shipment  was  not  desired  by  the  customer  at  once. 

Another  building  parallel  to  this  was  set  aside  for  the  re- 
ceiving of  heavy  plates,  tubes  and  other  parts  which  were  re- 
quired for  the  finishing  of  the  boilers,  and  in  this  building  were 
located  the  various  punches,  shears,  planers  and  laying-out 
benches.  Suitable  racks  were  erected  to  enable  the  different 
classes  and  different  shipments  of  raw  materials  to  be  kept  sep- 
arate, so  that  any  particular  plate  or  lot  of  tubes  could  be  used 
for  any  particular  job  without  rehandling. 
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The  other  three  shops,  comprising  the  three  legs  of  the  letter 
**E'',  were  divided  into  the  machine  shop,  sheet-iron  shop  and 
flange  shop.  These  shops  have  the  duty  of  preparing  the  parts 
and  delivering  them  finished  and  ready  for  the  final  erecting  in 
the  erecting  shop. 

In  building  boilers  on  a  large  scale,  it  appears  to  be  nec- 
essary to  have  plenty  of  room,  so  that  different  jobs  can  be 
jumped  ahead  of  others  when  the  question  of  final  delivery  re- 
quires it,  and,  therefore,  to  avoid  congestion,  the  shops  were 
spread  over  quite  an  area.  This  brought  up  the  problem  of 
transportation,  it  being  necessary  to  transport  material  from 
one  shop  to  another  with  the  least  amount  of  labor ;  because,  as 
before  stated,  the  machine  operations  in  boiler  building  were  not 
very  much  improved,  and,  therefore,  the  saving,  if  anywhere, 
must  be  obtained  by  quick  and  cheap  transportation.  The  build- 
ings were  made  of  heavy  structural  steel,  so  that  "I"  beams, 
trolleys  and  traveling  cranes  could  be  suspended  from  the  roof 
trusses  in  any  part  and  in  any  direction.  Some  of  these  cranes 
were  electrically  equipped,  some  equipped  with  air  motors,  and 
still  others  with  one-hand  operating  devices.  The  route  of  the 
material  from  the  unloading,  all  the  way  through  to  the  finished 
product,  was  a  thing  to  be  carefully  studied,  and  the  cranes  and 
trolleys  were  arranged  so  that  it  was  possible  to  handle  a  piece 
of  material  from  one  part  of  the  shop  to  another  without  it  ever 
having  to  touch  the  ground.  The  tools  were  then  located  in  such 
positions  that,  as  the  plate  went  forward  from  the  laying-out 
tables,  it  moved  in  a  continuous  direction  to  each  individual 
punching,  cutting,  planing  or  bending  tool,  always  progressing 
towards  the  final  finishing  or  erecting  shop. 

It  was  found  that  certain  parts  of  the  boiler  required  extra 
work  in  the  shape  of  flanging,  drilling  and  reaming,  and,  there- 
fore, a  dividing  point  was  made,  allowing  such  work  as  was 
purely  cylindrical  and  conical  to  take  a  direct  path  to  the  erect- 
ing shop,  while  the  other  material  branches  off  on  a  **Y"  system 
of  trolleys  leading  directly  to  the  flange  shop. 

As  before  stated,  in  the  boiler  shop  proper,  the  tools  used  in 
the  production  of  cylindrical  and  conical  work  are  practically 
the  same  as  they  have  been  for  years,  with  the  exception  of  some 
minor  improvements. 
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In  flanging,  it  was  found  that  great  improvements  could  be 
made ;  hence  suitable  hydraulic  machinery  was  provided,  in  part 
by  purchase  and  in  part  by  design  and  construction,  so  that 
every  part  of  the  flanging  could  be  done  by  hydraulic  pressure 
without  a  hammer  having  to  touch  the  material.  This  materially 
lessened  the  tendency  towards  crystallization  which  formerly  took 
place,  due  to  the  repeated  hammering  in  hand  flanging. 

A  study  was  also  made  of  the  material  employed,  and  every 
process  was  arranged  so  that  it  could  be  completed  without  the 
metal  reaching  a  lower  temperature  than  that  of  a  good  red  heat. 
The  heating  processes  were  studied,  and  it  was  found  that  good 
coke  fires  with  a  certain  amount  of  wood  were  easier  on  the  metal 
than  the  former  coal  fires.  Therefore  different-shaped  fire  places 
or  forges  were  built,  each  one  of  them  shaped  to  give  heat  to  the 
particular  part  and  shape  that  was  to  be  flanged.  It  was  also 
found  best  to  remove  all  strains  from  the  plates  after  being 
flanged,  and  a  large  annealing  furnace  was  built,  into  which  all 
plates,  after  the  flanging  had  been  accomplished,  were  put  and 
brought  to  a  bright  yellow  heat,  and  then  straightened  and  an- 
nealed so  that  all  internal' stresses  were  removed  from  the  metal. 

It  was  also  self-evident  that  in  building  large  numbers  of 
boilers  of  the  same  size  and  design,  standardization  was  an  essen- 
tial feature,  and  for  this  reason  heavy  cast  iron  templates  and 
forms  were  made  and  machined,  so  that  each  part  after  flanging 
could  be  set  to  fit  a  standard  form.  In  this  way  that  particular 
part  of  any  boiler  was  a  duplicate  of  the  same  part  of  any  other 
boiler. 

It  was  also  planned  and  worked  out  that  another  fitting 
should  not  be  necessary  in  the  erecting  or  finishing  shop,  and  that 
if  for  any  reason  a  part  should  leave  the  flanging  shop,  and  come 
into  the  erecting  shop  in  such  a  condition  that  it  would  not  fit, 
it  was  sent  back  to  the  flange  shop  to  be  properly  fitted,  where 
they  had  the  facilities  for  heating  and  fitting,  without  resorting 
to  the  old  method  of  building  fires  alongside  of  the  boiler,  or  of 
using  hot  plates  and  then  straining  the  metal  into  shape.  This 
point  has  borne  fruit  in  the  small  percentage  of  losses  due  to 
cracking,  which  in  the  old  boiler  shops  was  a  source  of  continual 
loss.  This  method  could  only  have  been  carried  out  by  the  afore- 
mentioned proper  handling  facilities,  so  that  the  cost  of  taking  a 
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part  back  to  the  flanging  shop  was  too  small  an  item  to  cause  a 
material  increase  in  expense. 

The  next  thing  given  consideration  was  the  avoidance  of 
leaks  in  testing,  by  having  the  work  properly  finished  before  go- 
ing to  the  finishing  shop,  and  this  with  special  reference  to  the 
riveting.  Hence  it  was  found  advisable  to  resort  to  drilling  and 
reaming  as  much  as  possible,  and  naturally  this  increased  the 
cost.  On  this  account  it  was  found  desirable  and  feasible  to  put 
the  drilling  and  reaming  under  the  control  of  skilled  machinists, 
by  transporting  all  of  this  class  of  work  into  the  machine  shop 
and  then  back  into  the  erecting  shop.  It  was  found  that  the  drill- 
ing and  reaming  would  be  better  carried  out  under  the  refining 
influence  of  the  machinists  than  it  could  if  the  drill  presses  were 
located  in  the  boiler  shop,  where  they  came  under  the  influence 
of  a  rougher  class  of  mechanics. 

Here,  again,  it  was  found  that  there  was  no  very  great  im- 
provement in  drilling  machines,  and  that  the  best  plan  was  to 
get  heavy,  massive  drill  presses  without  tables,  and  to  build  under 
them  suitable  tracks  and  heavy  cars  so  that  the  work  could  be 
moved  easily,  instead  of  swinging  the  heads  of  the  heavy  drill 
presses.  High-speed  steel  was  found  to  be  economical,  even  if  it 
did  cost  a  great  deal  more  than  ordinary  steel.  With  the  use  of 
high-speed  steel,  however,  it  was  found  necessary  to  have  a  suit- 
able lubricating  system,  so  that  the  individual  workman  was  not 
called  ui>on  to  dip  material  from  a  bucket  and  put  it  on  the  tool 
whenever  it  smoked.  Accordingly  a  pit  with  suitable  pumping 
device  was  installed,  and  under  the  small  tracks  that  served  the 
drill  presses,  large  concrete  basins  were  built,  so  that  any  lubri- 
cating fluid  that  was  spilled  ran  back  to  its  source  of  supply,  and 
thus  there  was  no  occasion  to  stint  the  amount  of  lubricating 
fluid  used. 

After  the  above  processes  were  worked  out  it  was  found  that 
a  different  grade  of  men  could  be  employed  than  that  formerly 
constituting  the  employees  of  a  boiler  shop,  i.  e.,  it  was  found  that 
having  divided  the  processes,  it  was  perfectly  possible  to  train  up 
a  raw  beginner  so  that  he  would  become  an  expert  on  one  opera- 
tion, and  by  passing  the  work  from  one  man  to  another,  the  shop 
was  enabled  to  get  the  best  of  each  individual  man,  and  the  work 
was  gradually  improved  and  standardized  and  the  cost  reduced. 
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This  was  especially  true  iu  all  of  the  shops  which  fed  the  main 
finishing  or  erecting  shops. 

It  was  also  found  that  a  more  satisfactory  method  of  supply- 
ing material  to  the  different  workmen  was  needed,  as  well  as  a 
better  method  of  keeping  time  and  costs.  For  this  reason  a  store 
room  was  arranged  convenient  to  the  railroad  as  well  as  to  the 
wagon  road,  so  that  it  could  be  supplied  with  materials  from  the 
railroads  or  automobile  trucks.  This  storeroom  receives  every- 
thing and  stores  it  in  quantity,  issuing  to  a  serving  room  such 
things  as  are  needed  by  the  different  shops.  Each  shop  foreman 
is  supplied  with  order  blanks,  and  he  issues  orders  on  the  serving 
room  for  the  material  he  wishes,  giving  the  number  of  the  job 
and  the  quantity  required.  These  order  blanks  after  having  been 
filled  by  the  serving  room  and  delivered  to  the  different  workmen 
who  require  the  material,  are  then  turned  into  the  office,  and  be- 
come a  part  of  the  cost  clerks'  records. 

A  ticket  system  was  also  installed,  a  suitable  ticket  being 
designed,  giving  on  the  face  side  the  different  places  for  stamp- 
ing the  time,  and  on  the  other  side  the  different  parts  and  the 
number  of  pieces,  so  that  the  foreman  could  issue  these  tickets 
to  a  workman  with  the  least  amount  of  pencil  work,  it  being  only 
necessary  to  write  a  few  figures  and  a  few  check  marks  to  fill  in 
the  printed  form.  The  foreman,  on  seeing  that  a  certain  work- 
man or  gang  of  workmen  are  very  nearly  through  with  their 
operation,  issues  other  new  tickets,  explaining  to  them  what  is 
to  be  done.  Immediately  upon  completing  the  operation  they 
are  working  on,  they  take  these  tickets  to  the  nearest  clock,  stamp 
the  old  ones  out  and  the  new  ones  in.  Thus  there  is  no  elapsed 
tiiae  from  one  job  to  another,  and  each  individual  job  shows  its 
tnie  labor  cost.  If  such  a  thing  as  loafing  on  a  job  occurs,  this 
particular  job  is  charged  automatically  on  the  time-clock  system 
with  its  loafing  as  well  as  its  production  work,  and  the  foreman 
would  then  have  the  matter  brought  to  his  attention.  There  is 
no  question  of  the  favoritism  of  some  timekeeper  working  on  the 
same  job,  or  of  a  certain  workman  running  up  the  cost.  The  sys- 
tem gives  the  foreman  an  opportunity  to  see  the  tickets,  and  is  of 
great  advantage  to  him  in  handling  his  men.  Tickets  frequently 
come  in  for  jobs  lasting  as  short  a  time  as  five  minutes,  which 
before  this  time-keeping  system  was  inaugurated,  would  have 
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been  charged  to  some  general  account  by  the  time-keeper,  and  in 
that  way  an  untrue  cost  would  have  developed,  which  would  mis- 
lead the  ofSce  in  making  future  estimates. 

The  transportation  system  above  mentioned  was  placed  in 
charge  of  one  gang  of  men  with  a  foreman,  and  the  cost  of  this 
transportation  was  pro-rated  daily  among  the  jobs  that  partici- 
pated in  it.  Thus  the  individual  workman  did  not  have  to  do 
transportation  work  to  the  detriment  of  his  better  production  on 
his  individual  job. 

Finally,  going  to  the  erecting  or  finishing  shop,  the  riveting 
apparatus,  both  hydraulic  and  pneumatic,  is  installed  in  this 
building,  as  well  as  a  suitable  supply  of  modem  air  tools,  and 
also  the  now  very  necessary  oxy-acetylene  welding  and  cutting 
apparatus.  Here  under  one  foreman  the  different  boilers  are 
assembled  out  of  the  parts  supplied  by  all  of  the  other  depart- 
ments, and  after  they  are  finished  they  are  turned  over  to  the 
testing  department,  where  the  final  testing  and  inspection  takes 
place.  Here,  by  mounting  the  work  on  high  blocks,  the  testers 
and  inspectors  are  able  to  crawl  all  around,  as  well  as  under- 
neath, to  look  for  diflEerent  minor  defects,  and  ample  light  and 
inspection  facilities  are  given  so  that  when  the  work  is  finally 
finished  and  ready  for  shipping,  all  defects,  if  any,  have  been 
discovered  and  remedied. 

By  suitably  arranging  the  multiple  hydraulic  system,  it  was 
found  an  easy  matter  to  keep  any  desired  test  pressure  on  a 
boiler  for  any  length  of  time  required,  instead  of  the  older  method 
of  pumping  up,  and,  the  instant  the  desired  pressure  had  been 
reached,  stopping  the  pump.  By  thus  maintaining  the  desired 
pressure,  the  inspectors  have  plenty  of  time  to  thoroughly  search 
out  all  places. 

After  the  testing  department  has  finished  its  inspection,  the 
boilers  are  moved  by  electric  crane  to  the  large  store  room  men- 
tioned in  the  beginning  of  this  article,  and  here  the  shipping  de- 
partment takes  hold  of  and  prepares  them  for  shipment,  gather- 
ing together  the  different  extra  equipment  required  in  each  case. 

It  was  found  difficult  to  apply  piece  work  to  all  parts  of  a 
boiler,  and  it  was  decided  that  piece  work  could  be  employed  to 
advantage  only  on  such  parts  as  might  readily  be  inspected,  not 
only  while  building,  but  after  the  boiler  is  completed.    As  a  re- 
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suit,  no  piece  work  is  used  on  any  part  which  wiU  be  in  any  way 
hidden.  Piece  work  can  readily  be  employed  in  the  manufacture 
of  the  various  parts  that  go  to  make  up  a  boiler  as  a  whole,  but 
it  is  far  better  to  rely  on  good  tools  and  good  work,  and  on  so 
dividing  the  operations  that  each  man  gives  his  best  efforts  to 
one  particular  operation,  and  on  the  clear  understanding  that 
any  of  his  work  which  does  not  come  up  to  the  standard  in  the 
next  department  will  be  sent  back  to  him  for  correction.  It  is 
found  that  a  better  grade  of  work  results,  creating  a  form  of 
friendly  rivalry  which  tends  to  increase  the  output  as  well  as  to 
lessen  the  percentage  of  errors. 

To  sum  up,  it  may  be  stated  that  the  main  essentials  of  a 
modem  boiler  shop,  with  the  present  available  equipment,  are: 
plenty  of  room,  an  abundance  of  good  light,  natural  and  arti- 
ficial,;plenty  of  ventilation  and  plenty  of  handling  facilities,  both 
overhead  and  on  the  ground.  It  may  be  here  noted  that  the 
entire  overhead  handling  facilities  have  been  duplicated  by  minia- 
ture railway  systems,  so  that  if  any  part  of  the  overhead  trans- 
portation gets  out  of  order,  nothing  is  interrupted,  as  the  rail- 
way tracks  answer  the  purpose  while  repairs  are  being  made  to 
the  overhead.  This,  of  course,  makes  an  extra  investment,  but 
is  justifiable  in  a  large  shop  where  production  is  an  important 
item. 

The  distribution  of  tools  and  machines  so  that  workmen  are 
not  required  to  travel  any  considerable  distance  to  reach  the  tool 
they  want,  ample  switching  facilities,  a  well  equipped  storehouse, 
and  a  good  automatic  timekeeping  system  are  essential.  Then, 
regarding  the  tool  equipment,  this  should  consist  of  the  best  tools 
of  each  kind  that  can  be  obtained  on  the  market,  and  of  size  and 
weight  heavier  than  may  seem  necessary,  in  order  to  avoid 
breakdowns. 

The  distribution  of  power  throughout  the  shop  has  been 
greatly  improved  since  electrical  transmission  has  been  so  much 
perfected,  and  by  having  individual  tools  motor-controlled,  the 
percentage  of  accidents  to  workmen  has  been  greatly  reduced. 

It  may  be  also  noted  that  a  system  of  order  slips  showing 
each  foreman  not  only  what  he  has  to  make,  but  what  he  has  to 
obtain  from  some  other  foreman,  greatly  facilitates  .the  movement 
of  the  work  through  the  shop,  especially  when  each  foreman  has 
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a  telephone  at  his  elbow,  whereby  he  can  call  up  another  part  of 
the  shop  and  hurry  up  such  parts  as  are  required. 

Automatic  machinery  has  not,  to  any  great  extent,  helped 
boiler  shops,  with  the  exception  of  the  production  of  minor  de- 
tails, so  that  a  boiler  shop  must  rely  on  quick  transportation  as 
well  as  on  the  fellow  feeling  of  one  department  for  another,  and 
on  developing  the  spirit  of  working  for  the  common  good  of  the 
shop  as  a  whole.  This  can  only  be  realized  by  proper  encourage- 
ment on  the  part  of  the  management. 

One  feature  which  was  found  to  advance  this  feeling  was 
never  to  countenance  the  hiding  of  defective  work,  but  rather  to 
encourage  all  men  to  show  up  defective  work  by  letting  it  be  gen- 
erally known  that  no  man  was  to  be  condemned  or  censured  for 
making  a  mistake,  provided  the  mistake  was  immediately  shown 
to  the  management.  In  other  words,  the  practice  of  docking  men 
when  a  mistake  has  been  discovered  tends  to  encourage  these  men 
to  hide  bad  work,  and  also  to  encourage  their  fellow  men  to  help 
hide  the  work  rather  than  see  one  of  their  fellows  suffer.  I  con- 
sider that  one  of  the  most  important  elements  in  the  equipment 
of  a  modern  shop  is  the  assurance  of  a  ''square  deal"  on  the 
owners'  part,  and  thus  to  be  assured  of  a  "square  deal"  to  them- 
selves. 

The  personal  welfare  of  the  men  must  be  considered,  giving 
them  suitable  places  for  washing  and  other  toilet  facilities,  as 
well  as  suitable  metallic  cupboards  for  keeping  their  clothes, 
lunches  and  other  personal  effects.  They  should  also  be  dis- 
couraged from  taking  risks  or  from  exposing  others  to  risks,  or 
the  chance  of  accident  in  any  way.  It  was  also  found  that  the 
establishment  of  a  **sick  bay"  produced  a  good  effect  on  the  per- 
sonnel of  the  shop.  To  this  end  one  room  in  the  office  was  fitted 
up  with  a  sanitary  flooring  and  plenty  of  light,  and  washing 
facilities.  It  was  kept  locked  and  the  key  in  charge  of^one  of  the 
men  in  the  office.  One  of  the  men  in  the  office  was  given  a  course 
of  training  in  ** first  aid"  and  a  suitable  medicine  chest  was  kept 
filled  with  standard  prescriptions  obtained  from  a  well  known 
physician,  and  a  good  quantity  of  antiseptic  washings  and  dress- 
ings kept  on  hand  so  that  first  aid'could  be  administered.  To  the 
antiseptic  treatment  of  all  cuts  and  wounds,  many  a  man  in  the 
shops  owes  his  quick  recovery  from  minor  accidents  as  well  as 
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the  avoidance  of  blood  poisoning.  Arrangements  were  made  with 
a  local  hospital  for  taking  care  of  serious  cases,  and  by  always 
having  an  automobile  in  readiness,  we  succeeded  several  times  in 
saving  men's  lives  by  getting  them,  in  less  than  five  minutes' 
time,  from  the  shop  to  the  operating  table  of  the  hospital.  This 
in  itself  has  a  wholesome  effect  and  shows  the  men  that  consid- 
eration is  given  to  their  welfare,  as  well  as  to  the  amount  of 
work  they  can  produce.  , 

Another  point  was  to  let  it  be  generally  known  that  any  man 
who  could  improve  on  a  process,  or  could  perfect  some  little  shop 
wrinkle  that  would  result  in  cheapening  or  bettering  the  work 
would  be  rewarded  financially,  and  this  has  resulted  in  several 
important  improvements.  In  fact,  with  all  the  different  tools 
to  be  selected  from,  tools  that  absolutely  fit  the  work  are  rarely 
or  never  found,  and,  therefore,  with  proper  encouragement,  a 
number  of  special  tools  and  wrinkles  have  been  developed,  in- 
suring a  great  saving,  and  which  are  not  readily  obtainable  on  the 
open  market. 

The  general  understanding  that  suggestions  are  always  wel- 
come, and  that  workmen  can  get  the  ear  of  the  management  with- 
out going  through  any  red  tape,  tends  to  improve  the  personnel, 
and  settles  many  a  question,  which  if  not  adjusted  in  time  might 
develop  a  feeling  of  unrest  and  distrust,  and  which  might  ulti- 
mately bring  about  an  open  rupture  or  strike.  The  experience 
of  this  particular  shop  of  having  had  only  one  strike  in  15  years, 
and  that  only  in  the  beginning  of  its  career  and  before  the  dif- 
ferent systems  above  outlined  had  been  perfected,  gives  proof 
that  the  mutual  discussion  of  all  problems  works  to  the  great 
benefit  of  the  owners  of  the  shop  as  well  as  of  the  workmen.  This 
has  been  frequently  illustrated  when,  owing  to  general  business 
depression  and  slack  times,  the  shop  felt  that  the  reduction  either 
of  forces  or  wages  was  imperative.  In  such  cases  the  manage- 
ment did  not  peremptorily  lay  off  men,  but  put  it  to  a  vote  of  the 
workmen  themselves,  either  to  take  less  money  or  keep  the  same 
wages  and  lay  off  certain  men,  the  management  to  abide  by  the 
vote  of  the  men ;  and  it  was  generally  found  that  they  were  fair 
in  their  decisions.  Sometimes  it  was  found  better  to  give  them 
turn  about,  laying  off  certain  men  one  week  and  the  next  week 
allowing  them  to  work  and  laying  off  others.    In  this  way  the 
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men  were  satisfied,  and  there  was  no  difficulty  in  keeping  the  men, 
or  in  obtaining  others  when  business  increased. 

Another  point  is  in  keeping  track  of  the  individual  material 
that  enters  into  every  individual  boiler.  As  soon  as  the  steel 
plate  and  other  material  is  unloaded  it  is  given  a  serial  number, 
so  that  each  individual  piece  of  steel  that  goes  into  a  boiler  has 
its  serial  number,  and  by  carefully  keeping  a  record  in  the  office 
of  these  serial  numbers  and  pieces  of  material,  it  is  possible  to 
trace  out  which  particular  workmen  worked  on  a  certain  part 
of  a  particular  boiler,  and  also  to  reach  back  to  the  steel  mills 
and  tube  mills,  showing  them,  in  case  of  defects  developing,  what 
particular  heat  and  order  the  material  came  from.  This  involved 
considerable  extra  cost,  but  was  a  benefit  to  the  workmen  as  well 
as  to  the  customers  and  the  inspectors  from  the  diflEerent  depart- 
ments of  the  Government  and  insurance  companies.  Private 
corporations  appreciate  this  feature,  and  have  often  so  expressed 
themselves.  Here,  again,  it  may  be  noted  that  without  ample 
handling  facilities  this  would  be  almost  an  impossibility. 

To  sum  up,  we  might  follow  the  route  of  the  material  from 
the  receipt  at  the  railroad  unloading  crane  to  the  finished  boiler 
delivered  to  the  cars.  The  plates,  tubes  and  other  material  re- 
ceive their  serial  numbers,  and  are  placed  in  racks  and  bins  by 
the  transportation  department  under  the  guidance  of  the  receiv- 
ing clerk  or  head  of  the  store  room.  An  order  is  issued  to  the 
general  foreman,  who  in  turn  directs  the  layer-out  to  pick  the 
material  from  the  respective  racks,  lay  it  out,  pass  it  through 
shears,  cutting  it  to  suitable  sizes,  and  doing  whatever  punch- 
ing is  necessary,  and  then  passing  the  work  to  the  fiange  shop 
for  flanging.  The  work  which  requires  no  flanging  is  passed  by 
him  directly  to  the  men  who  punch  the  rivet  holes  and  plane  the 
sheets  and  roll  them  into  cylinders  or  cones.  They  are  then 
transported  to  the  machine  shop,  where,  under  the  drilling  and 
reaming  presses,  all  rivet  holes  are  reamed  out  true  and  fair, 
whereupon  they  are  passed  to  the  finishing  or  erecting  shop, 
where  they  wait  the  arrival  of  other  parts,  which,  as  above  stated, 
went  to  the  flange  shop  direct.  In  the  flange  shop  the  plates  are 
flanged  to  their  different  shapes  under  the  hydraulic  machines 
by  means  of  suitable  and  specially  designed  dies.  They  are  then 
fitted  up  and  matched  together,  and  then  taken  apart  and  run 
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into  the  annealing  furnace.  After  being  annealed  they  are  again 
assembled  in  the  flange  shop  and  passed  on  to  the  machine  shop, 
where  the  holes  are  reamed  to  the  true  size  and  the  parts  that 
require  tapping  are  tapped,  the  necessary  staybolts  inserted,  and 
everything  trued  up.  Then  they  are  passed  on  to  the  erecting 
shop,  where  they  join  the  cylindrical  and  conical  parts  above 
mentioned.  Here  the  different  parts  are  **fitted-up''  and  the 
final  assembling  takes  place,  and  the  internal  fittings  and  other 
appliances  which  have  been  made  in  the  sheet-iron  shop  are 
brought  to  the  proper  place,  where  the  fitters  install  them  into 
their  proper  positions.  The  work  is  then  passed  on  to  the 
caulkers,  where  with  suitable  round-nose  caulking  tools,  run 
by  air  machines,  the  entire  work  is  caulked,  and  then  passed 
on  to  the  testing  department,  which  after  applying  the  proper 
pressures  and  searching  out  for  leaks  and  defects,  finally  per- 
fects the  boiler  and  turns  it  over  to  the  shipping  department. 
Here  it  is  either  put  directly  on  the  cars,  or  if  the  shipment  is 
not  immediately  desired,  is  passed  on  to  the  large  store  room 
to  await  shipping  orders.  The  machine  shop,  in  the  meantime, 
has  finished  up  the  different  fire  fronts,  grate  bars,  steam;' con- 
nections, and  other  fittings  and  turned  them  over  to  the  ship- 
ping department  in  the  large  store  room,  ready  for  loading 
with  the  boiler  when  it  is  shipped. 

It  is  found  by  properly  timing  the  different  operations,  and 
by  the  mutual  cooperation  of  the  different  foremen,  that  the 
flanging  work,  which  takes  a  longer  route,  arrives  in  the  finish- 
ing shop  at  practically  the  same  time  as  the  cylindrical  work, 
the  latter  having  been  started  a  certain  number  of  days  or  hours 
later.  With  the  above  equipment  the  turning  out  of  one  boiler 
per  day  has  been  accomplished  several  times,  and  in  fact,  in 
one  particular  instance  a  test  case  was  made,  and  two  (2)  300 
hp.  boilers  were  built  from  the  raw  material  to  the  finished 
work  in  exactly  60  working  hours.  In  this  case,  of  course,  they 
were  given  precedence  over  all  other  jobs  and  had  the  right 
of  way  through  the  shop. 

With  an  equipment  as  above  described,  ten-day  deliveries 
are  easily  made  when  all  the  information  is  in  the  hands  of  the 
shop  before  the  work  is  started. 

When  it  is  stated  that  the  two  above  mentioned  boilers 
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were  built  in  60  working  hours,  and  that  10-day  deliveries  are 
easily  made,  this  might  be  misleading  without  the  following 
explanation : 

One  feature  developed  by  this  shop  is  the  distinction  be- 
tween ''Boiler  Making"  and  ''Boiler  Manufacturing".  In  a 
boiler-making  shop  everything  is  done  on  one  or  two  sets  of 
boilers  until  they  are  finished,  and  then  another  one  is  begun. 
In  a  boiler-manufacturing  shop,  such  as  the  above  described 
shop  essentially  is,  a  large  number  of  orders  are  worked  upon 
simultaneously ;  that  is,  the  different  processes  on  a  large  num- 
ber of  orders  are  grouped,  and  it  is  perfectly  possible  for  the 
flangers  to  be  working  on  a  dozen  different  boilers  in  one  day, 
and  yet  none  of  these  boilers  is  finished.  Those  operations 
where  certain  dies  would  do  work  on  similar  parts  of  different 
sizes  of  boilers  are  grouped,  and  the  parts  of  many  boilers  are 
held  back,  so  that  the  whole  number  can  go  through  the  one 
operation  and  thus  avoid  the  expensive  change  of  dies.  Pre- 
sumably the  next  day  the  same  dozen  boilers  will  go  through 
another  operation,  and  so  on,  until  the  different  parts  come 
to  a  point  where  they  begin  to  show  their  own  individuality, 
and  from  then  on  each  boiler  stands  on  its  own  footing  and 
works  through  individually  to  the  erecting  shop.  It  is  no  un- 
common thing  to  have  as  many  as  150  different  boilers  going 
through  these  shops  at  one  time,  all  of  them  receiving  some 
work,  but  in  a  very  few  days  they  begin  to  take  their  places 
as  individuals  at  the  lower' end  of  the  erecting  shop,  and  from 
then  on  advance  in  accordance  with  their  order  dates.  At 
various  stages  in  the  building  of  a  boiler,  if  the  order  dates 
are  changed,  it  is  possible  to  jump  certain  of  these  operations 
ahead  of  others,  and  in  this  way  quicken  a  delivery  that  was 
planned  for  a  later  date.  This  method  of  grouping  work  gives 
a  further  opportunity  of  using  each  workman  on  the  job  for 
which  he  is  best  fitted;  but  it  also  involves  considerable  labor 
on  the  transportation  department  and  cooperation  on  the  part 
of  the  foremen  to  see  that  no  particular  order  gets  lost  and 
drops  behind  its  date  or  loses  its  status  on  the  way  to  the 
erecting  shop.  Once  assembling  is  begun  in  the  erecting  shop, 
boiler  must  be  finished  and  taken  care  of  in  the  store  room, 

the  erecting  shop  would  quickly  become 
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congested  and  all  deliveries  be  interfered  with.  These  points 
can  only  be  carried  out  when  a  shop  is  making  one  particular 
type  of  boiler,  even  though  numerous  different  sizes  are  being 
built. 

Prom  the  above  it  is  readily  seen  that  a  lack  of  operations 
would  readily  cause  a  serious  interruption  and  throw  the  entire 
outfit  out  of  balance ;  and  for  this  reason,  a  certain  amount  of 
stock  is  always  carried  forward  together  with  orders,  so  that 
each  individual  workman  is  always  assured  of  plenty  of  his 
particular  kind  of  work  coming  along.  This  stock  is  a  good 
asset,  because  it  very  often  helps  in  making  very  quick  de- 
liveries, and  in  such  cases  orders  may  be  secured  which  other- 
wise would  have  been  lost. 

As  a  case  in  illustration,  a  large  rolling  mill  had  a  boiler 
explosion  at  midnight  on  a  certain  date.  The  management  of 
this  rolling  miU  got  in  touch  with  our  management  at  2  o'clock 
in  the  morning,  an  order  was  signed  for  1500  hp.  of  boilers,  and 
inside  of  10  hours  these  'boilers  were  being  moved  towards  the 
rolling  mill  plant  by  the  railroad,  and  in  just  one  week's  time 
from  the  date  of  the  explosion  the  rolling  mill  was  running. 

On  other  like  occasions  the  stock  pile  has  not  only  proved 
to  be  a  balance  wheel  to  keep  all  operations  working,  but  a 
source  of  great  revenue  as  well. 

It  was  also  found  that  certain  classes  of  general  tank  and 
heavy  sheet-metal  work  could  be  taken  to  fill  in,  and  this  was 
very  often  taken  at  low  figures,  but  the  cost  of  the  boilers  in 
progress  at  the  time  was  kept  down  by  having  these  orders  for 
"fillers  in",  thus  keeping  all  the  machines  and  processes  busy. 
The  sheet-iron  shop  was  used  as  a  general  contracting  shop,  and 
it  was  found  practicable  to  pick  desirable  work  to  fill  in  the 
regular  work  of  manufacturing  findings  for  the  boilers.  It  is 
thus  seen  that  another  important  fax^tor  in  a  modern  boiler  shop 
is  to  always  have  the  shop  well  filled  with  main  orders  and  at 
the  same  time  with  such  supplementary  work  as  will  fit  in 
without  interrupting  the  regular  processes  on  the  standard 
article  being  manufactured. 

This  particular  shop,  working  on  the  above  general  plan, 
has  been  so  successful  that  in  15  years  it  has  never  had  a  gen- 
eral shut  down.     Wherever  possible,  tools  are  duplicated,  so 
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that  no  process  is  delayed  by  breakdowns  and  the  repair  de- 
partment does  not  have  to  work  at  nights  or  on  Sundays.  An- 
other important  point  is  to  have  a  large  margin  of  safety  in 
all  tools,  especially  in  all  hoisting  and  transporting  cranes, 
trolleys,  etc.  In  addition  to  this,  during  the  Christmas  and 
New  Year  holidays  all  chains  were  removed  from  hoists  and 
annealed  and  carefully  inspected  by  the  blacksmiths  and  all 
machinery  and  tools  were  gone  over  and  given  an  annual  in- 
spection, so  that  when  the  new  year  began  the  shop  was  ready 
to  start  out  in  as  good  a  shape  as  ever. 

Another  thing  inaugurated  was  a  regular  Saturday  clean- 
up made  by  a  gang  of  10  or  12  men  with  a  foreman,  and  this 
in  time  became  the  duty  of  the  transportation  department. 
They  begin  at  noon  Saturday,  when  the  regular  shop  shuts 
down,  and  clean  every  nook  and  corner  and  every  floor  from 
one  end  of  the  shop  to  the  other,  sweeping  the  floors,  gathering 
up  any  rubbish  and  scrap,  burning  the  rubbish  and  storing  the 
scrap  in  bins.  It  was  found  by  proper  classification  of  the 
scrap  that  a  25%  better  selling  price  resulted,  and  the  sales 
of  scrap  became  a  large  and  important  item. 

All  oils,  paints  and  grease  are  kept  stored  in  a  suitable 
vault  quite  a  distance  from  the  plant,  and  never  more  than  one 
gallon  of  each  particular  kind  of  oil  or  paint  is  allowed  in  the 
shop.  This  reduces  the  fire  risk  very  materially.  During  this 
Saturday  clean-up,  all  bolts,  rivets  and  other  articles  that  might 
have  been  carelessly  dropped  during  the  week  are  gathered  up 
and  re-sorted  into  the  store-room  bins,  and  in  this  manner  quite 
a  saving  is  effected.  Such  bolts  as  are  found  to  be  defective 
are  sent  to  the  threading  machines  and  re-threaded  and  put  into 
the  store  room  to  be  used  as  fitting  up  bolts. 

After  the  annual  inventory  has  been  taken  each  year  it.  is 
gone  over  carefully,  and  such  parts  and  findings  as  are  found 
obsolete,  due  to  changes  during  the  year,  are  promptly  scrapped 
and  converted  into  cash,  thus  effecting  another  saving,  all  of 
which  tend  toward  the  reduction  of  cost,  as  weU  as  improve- 
ment in  manufacturing  processes. 
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Compressed  air  in  its  employment  is  a  potent  agency  in  the 
industrial  development  of  the  world.  The  annual  production  of 
fifty  million  tons  of  steel  is  dependent  upon  its  employment  in 
the  furnaces,  cupolas  and  Bessemer  converters,  in  smelting  the 
ore  and  in  its  conversion  to  a  form,  as  iron  or  steel,  adapted  to 
industrial  uses.  In  smelting  the  ores  of  iron,  approximately 
125,000  cubic  feet  of  free  air  is  used  in  the  blast  for  each  ton 
of  iron  produced  from  the  blast  furnaces.  This  great  volume  of 
air  and  the  additional  quantities  used  in  changing  the  iron  into 
steel,  and  the  air  consumption  entailed  in  smelting  and  working 
other  metals  and  their  ores  and  in  the  general  processes  of  com- 
bustion, would  in  the  aggregate  give  a  volumetric  quantity  of 
gas  that  would  in  time  make  the  surrounding  atmosphere 
unsuited  to  the  maintenance  of  animal  life  were  there  not  cor- 
rective agencies  at  work  in  nature,  which  reconvert  the  noxious 
gases  to  a  condition  of  normal  atmosphere.  These  immense  vol- 
umes of  air  must  be,  by  some  means,  compressed  and  given  the 
expansive  force  requisite  to  their  employment.  It  is  manifest 
that  the  compression  of  air  and  the  means  employed  in  accom- 
plishing it  are  of  the  essence,  an  indispensable  part,  of  the  indus- 
trial and  commercial  progress  of  the  world. 

COMPRESSED  AIR  IN  METALLURGY. 

With  the  establishment  of  the  Bessemer  process  began  a 
new  era  in  the  industrial  progress  of  the  United  States,  Great 
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Britain,  Germany  and  other  metal-producing  countries.  The 
forcing  of  compressed  air  through  the  molten  metal  in  the  con- 
verter, and  the  consequent  decarbonizing  action,  have  made  this 
method  of  steel-making  possible  of  accomplishment.  To  the 
basic  Bessemer  process  has  been  attributed,  in  great  part,  the 
rapid  industrial  development  of  Germany;  through  this  process 
it  has  been  practicable  to  utilize  the  immense  deposits  of  low- 
grade  iron  ore  known  as  *'Minette" — a  contemptuous  diminu- 
tive applied  to  it  in  the  past  by  the  French.  All  metals  when 
exposed  in  an  inert  atmosphere  to  a  sufficient  temperature  assume 
the  form  of  liquids,  the  liquids  passing  under  higher  temperatures 
to  vapors.  They  are  generally,  with  some  flux,  exposed  to  the 
action  of  fire ;  the  fire  in  most  cases  having  a  chemical,  in  addition 
to  its  physical,  function.  The  furnaces  are  designed  to  facilitate 
the  action  of  the  heat  and  carry  the  furnace  gases  in  the  desired 
direction,  the  intention  being  either  to  bum  away  certain  com- 
ponents of  the  ore  or  to  reduce  (deoxidize)  the  ore,  when  the 
draft  must  be  restricted  so  as  to  keep  the  ore  wrapped  up  in  com- 
bustible fiame  gases  (carbon  monoxide,  hydrogen,  marsh  gas, 
etc.).  Metal-reducing  agents  other  than  those  contained  in  the 
blast  or  fire  are  only  exceptionally  employed. 

COMPRESSED  AIR  IN  MARINE  PRACTICE. 

To  the  forced  draft  in  the  boiler  fires  of  vessels  may  be,  in 
part,  attributed  the  high  power  developments  in  restricted  space 
for  boiler  capacity,  as  illustrated  in  naval  practice,  in  torpedo 
boats,  destroyers,,  etc.  In  closed  stoke  holds,  in  which  the  only 
exit  for  the  air  is  through  the  chimney,  the  air  is  driven  into 
the  stoke  holds  by  fans  in  order  to  maintain  a  pressure  above 
that  of  the  atmosphere.  As  used  in  war  vessels  and  some  fast 
passenger  vessels,  pressures  of  one  to  one  and  a  half  inches  of 
water  are  usual,  but  four  inches  is  sometimes  used  in  torpedo  or 
similar  craft.  The  Howden  system  of  forced  draft,  which  is 
quite  generally  employed,  uses  air  under  pressure  above  and 
beneath  the  fires,  air  being  forced  into  an  enclosed  ash  pit  as 
well  as  into  the  furnaces  to  ensure  more  perfect  combustion. 
With  natural  draft,  the  approximate  combustion  is  15  to  20 
pounds  of  coal  per  hour  for  each  square  foot  of  grate  area ;  with 
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forced  draft  20  to  35  pounds  to  as  much  as  70  to  80  pounds  in 
torpedo  boats. 

FOBCED  AIB  CIBCULATION:   FOBMATION  OF  COMBUSTIBLE 

GASES. 

Formerly,  artificially  produced  currents  of  air  were  used 
only  to  assist  the  combustion  of  fires  or  furnaces;  now  this  is 
but  part  of  their  purpose.  Bellows,  rotary  fans,  blowing  engines, 
rotary  blowers,  steam  jet  blowers  and  other  similar  appliances 
are  now  used  in  the  ventilation  of  mines,  of  buildings  and  gen- 
erally in  the  removal  of  vitiated  gases  and  in  the  supplying  of 
gases  and  air  for  chemical  purposes.  Appliances  of  this  kind 
differ  from  air  compressors  in  that  they  are  primarily  intended 
for  the  transfer,  at  low  pressures,  of  quantities  of  air,  whereas 
the  function  of  the  compressor  is  understood  as  the  production 
of  highly  compressed  air.  The  bellows,  as  applied  to  industrial 
purposes  is  referred  to  by  Boyle  in  his  ''Sceptical  Chymist",  as 
illustrating  the  practice  of  iron  smelting  in  his  time,  **I  remem- 
ber I  have  observed  too  in  the  melting  of  great  quantities  of  iron 
out  of  the  ore,  by  the  help  of  great  store  of  charcoal  (for  they 
affirm  that  sea-coal  will  not  yield  a  flame  strong  enough)  that 
by  the  prodigious  vehemence  of  the  fire,  excited  by  vast  bellows 
(made  to  play  by  great  wheels  turned  about  by  water)  part  of 
the  material  exposed  to  it  was,  instead  of  being  analyzed,  coUi- 
quated,  and  turned  into  a  dark,  solid  and  very  ponderous  glass, 
and  that  in  such  quantity,  that  in  some  places  I  have  seen  the 
very  highways,  near  such  iron  works,  mended  with  such  lumps 
of  glass".  Blowing  engines  find  their  use  where  higher  pres- 
sures than  can  be  supplied  by  a  fan  or  blower  are  needed,  as  in 
blast  furnaces  or  Bessemer  converters.  These  engines  are  built 
either  horizontal  or  vertical  and  are  in  form  and  action  similar 
to  the  standard  reciprocating  air  compressor,  the  air  being  com- 
pressed by  pistons  or  plungers  in  a  cylinder  that  is  provided  with 
inlet  and  outlet  valves  (suction  and  discharge).  Formerly, 
blowing  engines  were  single  acting,  that  is,  compressing  air  but 
on  one  side  of  the  piston  in  the  air  cylinder ;  the  practice  is  now 
to  make  them  double  acting.  Engines  of  this  type  are  usually 
steam  driven,  but  gas  engines,  utilizing  what  formerly  were 
wasted  furnace  gases,  are  now  quite  generally  used  where  these 
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gases  are  available.  About  the  end  of  the  19th  century  this 
important  development  in  power  economy,  by  utilizing  the  waste 
gases,  took  place.  The  waste  gases  from  the  blast  furnaces  form, 
with  a  proper  admixture  of  air,  an  explosive  mixture  which  is 
used  in  driving  the  piston  in  the  actuating  cylinder  of  the  engine. 
Since  the  majority  of  blowing  engines  are  employed  to  provide 
the  air  in  iron  blast  furnaces,  great  economies  have  resulted  in 
the  use  of  what  was  formerly  a  waste  product.  Blowing  engines 
of  very  heavy  design  are  in  general  use  in  Great  Britain;  the 
air  cylinders  are  of  great  size,  an  engine  built  in  1851  had  an 
air  cylinder  of  twelve  feet  in  diameter  (bore)  with  a  stroke  of 
twelve  feet,  giving  a  discharge  of  44,000  cubic  feet  of  air  per  min- 
ute, delivered  at  a  pressure  of  four  and  one-half  pounds.  A 
large  blowing  engine  is  described  in  Engineering  (Jan.  6,  1905) 
as  having  cylinders  of  ninety  inches  in  diameter  and  a  stroke 
of  seventy-two  inches,  and  with  a  capacity  of  52,000  cubic  feet 
per  minute,  delivered  at  a  pressure  of  twelve  and  a  half  to  fifteen 
pounds  per  square  inch. 

AIR  PRESSURES  IN  BLAST  FURNACES. 

The  pressure  of  air  to  be  supplied  by  blowing  engines 
depends  upon  the  purpose  for  which  it  is  to  be  used.  In  char- 
coal furnaces  the  pressure  is  low, — less  than  1  lb.;  in  blast  fur- 
naces using  coal,  four  pounds  pressure  is  common ;  in  American 
furnaces  where  anthracite  coal  or  coke  is  used,  ten  pounds  or 
over;  in  the  Bessemer  process  of  steel  making,  twenty-five  to 
thirty  pounds  is  usual.  The  practice  in  Great  Britain  and  on 
the  Continent  is  to  supply  the  blast  for  a  number  of  furnaces 
from  one  large  engine;  in  the  United  States  each  furnace  has 
its  separate  engine  or  blower.  In  Germany  and  other  parts  of 
Europe,  in  recent  years,  these  heavy  and  cumbersome  blowing 
engines  are  being  replaced  by  centrifugal  blowing  machines, 
turbo-compressors  and  blowers,  where  the  required  pressures  are 
attained  by  successive  stages  of  centrifugal  compression,  the  air 
being  forced  from  one  stage  to  the  succeeding  one  as  the  pres- 
sure is  augmented  by  the  great  speed  and  centrifugal  effect 
obtained  from  the  impellers  in  this  design  of  compressor  or 
blower.  These  machines  are  being  increasingly  adopted  in  this 
country  as  their  merits  are  becoming  more  generally  understood. 
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The  turbo-compressor  is  made  for  any  air  capacity,  to  deliver 
3500  to  5000  cubic  feet  per  minute  at  100  pounds  pressure,  or 
in  the  lai^er  units  the  turbo-blowers  will  deliver  50,000  to  60,000 
cubic  feet  per  minute  at  30  pounds  per  square  inch. 

FANS  AND  ROTARY  BLOWERS. 

The  blower  may  be  said  to  occupy  a  position  intermediate, 
with  respect  to  pressure,   between  the  fan  and  the  blowing 
engine.    Their  field  is  where  large  volumes  of  air  are  required 
at  pressures  lower  than  that  supplied  by  the  blowing  engines. 
The  blowing  engine  draws  in,  compresses  and  delivers  its  air  by 
the  action  of  air-tight  pistons  in  a  cylinder.     The  same  effects 
are  in  a  manner  attained  in  the  rotary  blower,  with  the  differ- 
ence that  the  pistons  revolve  instead  of  reciprocating,  as  in  a 
cylinder.     This  form  of  compression  is  associated  in  America 
with  the  names  of  Baker  and  of  Boot  and  with  the  machines 
designed  upon  the  principle  of  their  original  machines.     The 
flow  of  air  through  these  machines  is  continuous  and  therefore 
valves  are  avoided.    Machines  of  this  general  design  deliver  from 
25  cubic  feet  per  minute  to  25,000  feet  or  more,  and  in  single 
stage  deliver  up  to  pressures  of  3  pounds.    The  clearance  essen- 
tial to  the  free  working  of  machines  of  this  type  makes  higher 
pressures  uneconomical  because  of  the  great  leakage ;  higher 
pressures  may  be  obtained  by  working  two  or  more  machines  in 
series,  the  pressure  being  raised  in  steps.    The  fan  is  now  used 
in  the  blowing  of  forges,  supplying  the  blast  in  foundry  cupolas 
and  furnaces,  for  the  forced  draft  of  steam  boilers  and  for  other 
purposes  where  very  large  volumes  of  air  or  gases  are  to  be 
given  motion  or  circulated  by  low  pressures.    The  revolution  of 
the  vanes  in  the  fan  causes  the  centrifugal  effect  by  which  there 
is  diminution  of  pressure  at  the  center  and  increase  towards  the 
periphery  and  casing,  the  air  in  consequence  circulating  from 
the  center  outward,  the  pressure  depending  on  the  peripheral 
speed.    In  the  smaller  sizes  the  mechanical  efficiency  is  very  low ; 
in  the  larger  sizes  (5  feet  and  over)  70  per  cent  may  be  obtained. 
Maximum  efficiency  is,  at  a  predetermined  speed,  anticipated  in 
the  design  of  each  fan.    To  move  comparatively  large  volumes 
of  air  at  pressures  but  little  above  the  atmosphere  the  fan  is 
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most  suitable;  where  the  pressure  is  above  one  quarter  of  a 
pound  to  the  square  inch  the  waste  of  work  is  so  great  as  to 
preclude  their  use.  Large  f ans,  of  forty  or  fifty  feet  in  diameter, 
are  used  for  the  ventilation  of  mines,  and  have  developed  effic- 
iencies of  75  per  cent,  and  in  some  special  forms  95  per  cent 
has  been  attained.  The  sirocco  type,  having  a  large  number  of 
very  narrow  vanes,  when  measured  radially,  but  long  axially, 
can  be  made  in  smaller  diameters,  for  the  same  output  of  air, 
than  the  older  designs, — a  great  advantage  in  situations  where 
space  is  valuable  or  restricted.  Air  propellers,  screw  or  helical 
blowers  are  employed  where  large  volumes  of  air  are  to  be  cir- 
culated, where  there  is  but  slight  resistance  to  their  movement, 
as  in  rooms  or  buildings. 

PNEUMATIC  PRESSURE  IN  SUBMARINE  WORK. 

Diving  apparatus,  bells,  caissons  and  tunnel  shields  now 
play  a  most  important  part  in  the  field  of  engineering.  Amongst 
the  ancients,  divers  were  employed  in  work  that  is  somewhat 
analogous  to  their  employment  in  modem  times.  It  is  recorded 
that  1000  years  before  the  Christian  era  the  art  of  diving  was 
employed  commercially  and  in  engineering.  During  the  siege 
of  Syracuse  divers  were  used  to  saw  away  protective  barriers  to 
the  harbor  entrance;  these  barriers  were  below  the  surface  and 
were  for  the  purpose  of  damaging  the  Greek  ships.  At  the  siege 
of  Tyre,  Alexander  the  Great  used  divers  to  destroy  the  sub- 
marine defenses  of  the  besieged.  The  Bhoadians  had  a  salvage 
scale  for  divers;  the  recovery  of  wrecked  materials  from  depths 
of  24  feet  entitled  them  to  half  the  property  value  recovered,  at 
12  feet  a  third  and  at  three  feet  a  tenth.  The  earliest  mention 
of  artificial  aids  or  apparatus  in  diving  is  by  Aristotle,  who  men- 
tions that  divers  are  provided  with  instruments  for  respiration 
through  which  they  can  draw  air  from  above  the  water  and  also 
that  divers  let  down  a  metallic  vessel  which  does  not  fill  with 
water  but  retains  the  air  beneath  it.  It  is  recorded  that  Alex- 
ander the  Great  descended  into  the  sea  in  a  machine  called  a 
**calimpha''  which  had  the  power  of  keeping  a  man  dry  and 
also  admitting  light.  Pliny  refers  to  divers  engaged  in  the 
strategy  of  ancient  warfare  who  drew  air  through  a  tube.  Roger 
Bacon  in  1240  is  credited  with  the  invention  of  a  contrivance 
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which  enabled  men  to  work  nnder  water.  In  Vegetius's  De  Be 
Militari,  1511,  there  is  a  cut  or  engraving  representing  a  diver 
wearing  a  tight-fitting  helmet  attached  to  a  long  leathern  pipe 
leading  to  the  surface.  In  1617  a  water  armor  was  invented, 
but  in  design  proved  impracticable.  In  1679  an  apparatus  was 
invented  in  which  air  was  forced  down  to  the  diver  through  a 
tube,  and  an  apparatus  approaching  the  design  of  the  modem 
diving  dress  was  invented  in  1798,  but  it  was  not  until  1830  that 
the  modem  dress,  with  a  closed  dress  and  helmet  and  employ- 
ing compressed  air,  was  devised  by  Augustus  Siebe,  and  dresses 
today  on  this  principle  are  employed  throughout  the  world  in 
harbor,  dock,  pier,  breakwater  and  other  similar  works,  in  pearl 
and  sponge  fishing  and  in  the  salvage  of  wrecks.  The  com- 
pressors or  air  pumps  generally  in  use  are  of  three-cylinder 
direct-acting  design  and  operated  by  hand.  Where  divers  go 
to  great  depths  or  two  or  more  divers  are  supplied  from  one 
pump,  a  two-cylinder  double-acting  pump  is  sometimes  used; 
four-cylinder  single-acting  pumps  and  one-cylinder  double-act- 
ing pumps  are  also  in  use.  The  compressors  are  actuated  by 
power  when  the  situation  admits  of  its  use ;  in  this  case  the  com- 
pressed air  is  first  pumped  into  a  receiver,  thus  insuring  a  reserve 
of  air  in  case  of  breakdown  in  the  compressors.  The  compres- 
sors are  also  arranged  to  operate  either  by  power  or  hand.  Gauges 
indicate  the  pressure  being  supplied  to  the  diver  as  well  as  the 
depth  of  water.  The  so-called  self-contained  diving  dress  does 
away  with  the  hose  connections  and  pumps ;  the  suit  and  helmet 
are  of  the  ordinary  pattern,  but  instead  of  receiving  the  air 
supply  through  a  hose  connection  with  the  compressors,  the 
diver  is  equipped  with  a  steel  cylinder  containing  oxygen  at  120 
atmospheres  (about  1800  pounds  per  square  inch),  and  vessels 
or  chambers  containing  caustic  soda  or  caustic  potash.  The 
helmet  is  connected  to  the  chambers  by  tubes  and  the  oxygen 
cylinder  similarly  connected  to  the  chambers.  The  breath 
exhaled  by  the  diver  passes  through  a  valve  into  the  caustic 
soda,  which  absorbs  the  carbonic  acid,  and  it  is  then  again 
inhaled  through  another  valve.  This  process  of  regeneration 
goes  on  automatically,  the  requisite  amount  of  oxygen  being 
restored  to  the  breathed  air  in  its  passage  through  the  chambers. 
This  type  of  apparatus  has  been  used  for  shallow-water  work, 
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but  divers  prefer  the  air  supply  as  pumped  to  them.  An  emerg- 
ency dress,  on  the  self-contained  system  for  breathing,  has  been 
designed  primarily  as  a  life-saving  apparatus  for  enabling  men 
to  escape  from  submarine  boats.  The  greatest  depth  at  which 
useful  work  has  been  performed  by  a  diver  is  182  feet  in  the 
recovery  of  treasure  from  a  sunken  vessel  off  Cape  Finisterre. 
The  sponge  divers  of  the  Mediterranean  work  at  a  maximum 
depth  of  150  feet,  and  the  pearl  divers  of  Australia  at  a  maxi- 
mum of  120  feet,  but  diving  operations  connected  with  harbor  or 
pier  work  are  usually  restricted  to  depths  between  30  and  60 
feet.  The  weighted  tools  used  by  divers  vary  but  little  from 
those  in  use  on  terra  firma ;  pneumatic  tools  are  employed  where 
the  situation  admits  of  a  suitable  compressed  air  supply;  the 
work  of  divers  when  performed  by  hand  tools  is  slow  and 
restricted  and  in  consequence  costly.  The  use  of  pneumatic 
tools,  as  in  drilling,  boring,  chipping  or  like  operations,  when 
performed  beneath  the  surface,  increases  the  output  of  work  to 
an  extent  that  makes  it  comparable  to  results  obtained  ashore.  In 
some  recent  trials  and  experiments,  some  naval  officers  have  suc- 
ceeded in  reaching  the  unprecedented  depth  of  210  feet,  and 
where  they  were  under  an  air  pressure  of  about  90  pounds  to  the 
square  inch. 

THE  DIVING  BELL. 

Diving  bells,  according  to  tradition,  were  the  invention  of 
Boger  Bacon,  but  probably  the  most  trustworthy  record  is  to  be 
obtained  in  Kaspar  Schott's  Technica  Curiosa,  1664.  This 
account  describes  an  experiment  at  Toledo  in  1538  in  the  pres- 
ence of  the  Emperor  Charles  V,  when  two  Greeks  descended 
into  the  water  in  a  large  *' kettle"  suspended  by  ropes  with  its 
mouth  downward.  The  first  practical  diving  bell  was  invented 
by  Dr.  Edmund  Halley,  Secretary  of  the  Royal  Society,  which  is 
described  in  the  ''Philosophical  Transactions",  1717.  This  bell 
was  of  wood  covered  with  lead  to  give  it  the  sinking  weight ;  in 
formation  it  was  a  truncated  cone,  3  feet  in  diameter  at  the  top, 
5  feet  at  the  bottom  and  8  feet  high ;  to  admit  light  there  was  a 
lens  at  the  top,  also  a  tap  to  let  out  the  vitiated  air.  Fresh  com- 
pressed air  was  supplied  to  the  bell  by  means  of  two  lead-lined 
barrels ;  each  barrel  had  a  bung  hole  in  the  bottom  and  top  heads ; 
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to  the  upper  hole  was  connected  a  leather  hose  tube  so  weighted 
that  its  lower  end  would  always  be  below  the  bottom  of  the  bar- 
rel and  thus  prevent  the  escape  of  air.  The  barrels  were  raised 
and  lowered  alternately;  the  leather  hose,  on  the  barrel  on  the 
bottom,  was  raised  under  and  into  the  bell  and  thus  permitted 
the  discharge  of  air  into  the  bell  by  the  displacement  of  water 
entering  the  barrel  from  the  lower  bung.  Halley  remained  in 
50  to  60  feet  of  water  for  an  hour  and  a  half  at  a  time  without 
inconvenience.  This  type  of  bell  was  used  in  England  at  the 
time  in  repairing  bridge  foundations,  but  instead  of  replenishing 
the  air  supply  in  barrels,  in  1778  the  force  pump  or  compressor 
was  used  to  force  air  from  above  the  surface  to  the  bell.  To  John 
Smeaton  is  due  the  credit  of  designing  the  bell  as  in  use  today; 
that  is,  the  square  iron  bell  which  sinks  by  its  own  weight.  At 
present  two  types  of  bell  are  in  use, — ^the  ordinary  bell  of  the 
Smeaton  type  and  the  air  lock  bell.  Bells  in  which  six  men  may 
work  have  a  working  chamber  from  15  to  20  feet  in  length,  10 
or  12  feet  in  width  by  7  or  8  feet  in  height.  The  bells  are  lowered 
to  position  over  the  working  face,  or  raised,  by  powerful  steam 
cranes.  Air  is  supplied  from  the  compressors  through  flexible 
tubes  to  the  bell.  The  bells  are  supported  from  barges  or  trestle 
or  some  like  structure. 

PNEUMATIC  AIR-LOCK  AND  CAISSON. 

The  air-lock  bell,  which  in  principle  and  in  construction  is 
similar  to  the  design  of  air-lock  sinking  caissons,  as  used  ashore 
for  foundations  and  for  bridge  pier  foundations  under  water, 
comprises  an  iron  or  steel  working  chamber  as  in  the  diving 
bell,  but  with  the  addition  of  a  shaft  reaching  through  the  roof 
of  the  bell  to  the  surface.  At  the  upper  end  of  the  shaft  is  an 
air-tight  door  and  below  it,  at  a  distance  of  7  or  8  feet,  another 
air-tight  door;  the  intermediate  space  between  these  doors  is 
the  lock.  To  enter  the  bell  the  upper  door  is  entered,  then  closed 
and  sealed ;  the  air  pressure  in  the  lock  is  raised  to  the  pressure 
in  the  bell,  then  the  lower  door  may  be  opened  and  access  gained 
to  the  bell  by  descending  the  shaft.  To  return  to  the  surface  or 
to  remove  excavated  materials  the  action  is  reversed.  The  work- 
ing chamber  is  lighted  electrically  and  has  telephonic  communi- 
cation with  the  surface.     The  diameter  of  the  shafts  is  usually 
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about  three  feet.  Pneumatic  tools  are  now  almost  universally 
employed  in  work  of  this  sort ;  they  have  many  advantages  over 
other  forms  of  power-actuated  tools.  Steam,  on  account  of  the 
heat  and  vapor,  is  precluded  from  use,  while  on  the  other  hand 
the  escaping  or  exhaust  air  from  pneumatic  tools  serves  to  main- 
tain the  air  supply  fresh  and  to  replace  the  air  vitiated  through 
the  respiration  of  the  workmen. 

PNEUMATIC  TUNNEL  SHIELDS. 

The  principle  of  the  air-lock  bell  has  its  further  employ- 
ment in  the  construction  of  submarine  tunnels.  The  tunnel 
shield  for  driving  tunnels  beneath  rivers  or  harbors,  was  first 
employed  by  Brunei  in  driving  a  tunnel  beneath  the  Thames.  In 
1818  Brunei  patented  a  tunneling  process,  which  included  a 
shield  and  specified  a  surrounding  wall  of  cast  iron.  In  1830 
Lord  Cochrane  patented  the  use  of  compressed  air  for  shaft  sink- 
ing and  tunneling  in  water-bearing  strata.  The  shield  and  cast 
iron  lining  invented  by  Brunei  and  the  compressed  air  of  Coch- 
rane have,  with  the  aid  of  later  inventors,  removed  the  essential 
difiiculties  of  subaqueous  tunneling.  Compressed  air  was  first 
used  in  tunnel  driving  by  Hersent,  at  Antwerp,  in  1879,  in  a 
small  drift  with  a  cast  iron  lining ;  in  the  same  year  compressed 
air  was  used  for  the  first  time  in  an  important  work  by  D.  C. 
Haskin,  in  the  famous  first  Hudson  River  tunnel.  This  attempt 
was  abandoned  after  a  serious  blow-out  by  which  a  large  open- 
ing was  blown  through  the  soft  silt  and  the  inrush  of  water  had 
caused  serious  loss  of  life.  The  accident  had  serious  financial 
consequences  which  led  to  the  temporary  abandonment  of  the 
project,  after  the  shaft  had  been  advanced  360  feet.  Ten  years 
later  this  work  was  resumed  and  now  forms  part  of  the  great 
underground  and  underwater  transportation  system  of  the  tun- 
nels and  subways  of  New  York. 

LOCOMOTIVES. 

Compressed  air  operated  locomotives,  because  of  their  par- 
ticular adaptability  and  advantages  accruing  from  their  use  in 
underground  workings  and  tunnels  are  becoming  more  gen- 
erally employed  as  their  mechanical  efficiency  is  increased.  About 
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1907  the  tank  pressures  were  about  750  pounds  to  the  square 
inch  with  a  working  pressure  reduced  to  150  pounds;  the  loco- 
motive could  travel  but  4000  yards  before  recharging  of  the 
tanks  became  necessary.  In  1910  four-stage  air  compressors 
were  built  that  could  deliver  pressures  of  2250  pounds  and  the 
locomotives  could  store  their  tanks  at  about  this  pressure;  the 
cylinders  were  compounded  and  a  working  pressure  of  250 
pounds  or  over  was  used  in  the  high  pressure  cylinder.  The 
locomotives  could  then  travel  7000  yards  without  recharging,  an 
improvement  of  35  per  cent  over  the  practice  of  1907,  in  air 
consumption.  In  1912  another  remarkable  advance  was  made; 
compressors  of  five  stages  raised  the  pressures  available  to  3000 
pounds  and  the  locomotives  were  built  with  triple  expansion 
engines  and  using  an  initial  pressure  of  400  pounds,  with  the 
result  that  the  distance  of  travel  was  increased  to  10,000  yards 
before  recharging  was  necessary,  the  additional  operating 
economy  being  25  per  cent.  Modem  mining  locomotives  weigh 
from  5  to  8  tons  and  are  effective  on  grades  up  to  four  per  cent. 
The  time  of  charging  approximates  one  and  one-half  minutes. 
In  a  seven-hour  shift,  in  5000-yard  runs  on  good  track,  a  capacity 
of  250  ton  miles  is  maintained.  This  general  outline  of  mining 
practice  in  compressed  air  locomotives  is  indicative  of  the  ten- 
dency to  very  high  pressures  and  the  resulting  economies  in 
their  employment.  Stage  compression  up  to  3750  pounds  is 
employed  in  some  cases. 

RAILROAD  AIR-BRAKES. 

The  employment  of  compressed  air  has  solved  the  difficul- 
ties and  manifold  requirements  of  braking  railway  trains  as 
exemplified  in  the  Westinghouse  Air  Brake.  The  development 
of  the  air-brake  has  been  one  of  the  great  engineering  advances 
in  modem  times.  In  the  Westinghouse  automatic  brake  for  steam 
railways,  a  main  air  reservoir  is  kept  charged  with  compressed 
air  at  a  pressure  of  80  pounds  to  the  square  inch  by  means  of  a 
steam-actuated  direct-acting  air  compressor;  the  compressor  is 
bolted  to  the  shell  of  the  boiler  in  a  vertical  position.  On  electric 
railways,  a  motor-driven  compressor  is  usually  employed,  but  on 
trains  where  the  run  is  short  a  compressed-air  storage  reservoir 
may  be  used.    The  brake  is  applied  automatically  under  the  vary- 
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ing  conditions  that  may  be  brought  about  through  accident,  as 
the  breaking  of  the  continuity  of  the  air  transmission  system. 
The  application  of  the  brakes  is  at  all  times  subject  to  the  con- 
trol of  the  engine  driver  and  may  be  applied  with  the  degree 
of  power  or  force  requisite  to  meet  the  varying  conditions  of 
gradients,  slowing  up,  or  immediate  or  emergency  stops.  To 
each  air-brake  there  is  an  independent  air  reservoir  forming  an 
extension  on  the  brake  cylinder ;  the  triple  valve,  brake  cylinder 
with  its  contained  piston  and  spring  and  the  air  reservoir,  con- 
stitute an  independent  and  self-contained  unit,  which,  upon 
accidental  detachment  from  the  rest  of  the  train  of  the  car 
carrying  it,  applies  the  brake  automatically  and  brings  the  car 
to  rest. 

PNEUMATIC  DESPATCH. 

The  pneumatic  despatch  or  tube  as  a  means  of  conveying 
small  packages  and  mail  has  come  into  general  use  where  con- 
ditions justify  the  adoption  of  the  system.  In  London  alone 
there  are  more  than  40  miles  of  pneumatic  despatch  tubes;  the 
pumps  for  this  whole  system  consist  of  four  100  h.p.  units.  The 
system  of  tubes  radiates  from  a  common  center,  the  length  of 
the  tubes  varying  from  300  to  10,000  feet.  These  tubes,  in 
which  the  piston-like  carriers  travel,  are  formed  of  an  outer 
casing  of  cast  iron  lined  with  lead  and  are  usually  from  2^ 
inches  to  3  inches  in  diameter.  The  3-inch  carriers  will  hold  75 
message  forms ;  the  2l^-inch,  25  forms ;  and  an  inch  and  one- 
half-carrier,  20  forms.  In  one  direction  the  carriers  are  pro- 
pelled by  compressed  air  at  a  pressure  of  10  pounds;  they  are 
drawn  in  the  opposite  direction  by  a  vacuum  of  6%  pounds, 
which  values  give  approximately  the  same  speed.  In  addition 
to  the  radial  system  of  distribution  as  employed  in  London  there 
is  the  circuit  system  as  adopted  in  Paris  and  many  intermediate 
modifications. 

PNEUMATIC  GUN. 

The  pneumatic  gun  of  Zalinski  has  demonstrated  the  advan- 
tages of  compressed  air  as  a  means  of  discharging  projectiles 
where  the  proper  conditions  for  the  operation  of  the  gun  obtain. 
Guns  of  large  caliber  were  mounted  at  Sandy  Hook,  New  York, 
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and  at  San  Francisco,  which  are  constructed  on  this  principle. 
The  Zalinski  gun  is  of  smooth  bore,  tube  design,  15-inches  bore 
and  discharges  a  projectile  containing  600  pounds  of  high  explo- 
sive. Air  at  1000  pounds  is  stored  in  tubes  close  to  the  gun,  this 
tube  being  supplied  from  a  primary  reservoir  where  the  pres- 
sure is  maintained  at  2000  pounds  to  the  square  inch.  These 
guns  have  a  range  of  2400  yards  and  have  developed  great  accur- 
acy, greater  than  can  be  obtained  with  howitzers;  another  nota- 
ble advantage  is  that  through  the  operation  of  an  automatic  elec- 
trical device  attached  to  the  projectile,  the  shell  may  be  exploded 
under  water,  thus  in  a  manner  replacing,  in  narrow  channels, 
the  submarine  mine.  This  ability  to  explode  the  shell  beneath 
the  surface  will  provide,  in  a  ship,  a  larger  target,  the  increase 
being  the  immersed  section  of  the  vessel  that  would  be  in  the 
line  of  fire.  Rotation  is  given  to  the  shell  by  the  resistance  or 
pressure  of  the  atmosphere  on  curved  or  spiral  vanes  or  wings 
on  the  projectile.  The  use  of  this  type  of  gun,  on  ships,  on 
account  of  its  great  length,  so  far  has  not  proved  of  advantage. 

TORPEDOES. 

The  Whitehead  torpedo,  a  most  potent  factor  in  the  present 
war,  is  driven  by  compressed  air.  This  torpedo  has  a  steel  fish- 
shaped  body  which  is  propelled  by  two  screws  which  run  in 
opposite  directions;  this  opposing  rotation  is  to  neutralize  the 
tendency  of  the  whole  torpedo  to  revolve  were  but  one  propeller 
used.  Four-cylinder  engines  of  the  Brotherhood  type,  working 
on  compressed  air,  give  the  torpedo  a  speed  of  upwards  of  thirty 
miles  an  hour,  with  a  range  of  accurate  practice  of  more  than 
2000  yards.  Air  at  2000  pounds  pressure  is  stored  in  steel 
chambers  for  use  in  the  engines.  The  energy  available  from  a 
given  weight  of  compressed  air  is  dependent  upon  the  volume 
of  air  available  at  the  working  pressure  of  the  engines ;  at  a  con- 
stant pressure  this  volume  of  air  is  proportionate  to  its  absolute 
temperature.  If  then  the  air  is  stored  cold  and  highly  heated 
before  delivery  to  the  engines,  the  available  energy  from  a  given 
weight  of  air  will  be  greatly  increased.  Upon  discharging  the 
torpedo  the  engines  are  put  in  motion,  and  means  of  highly  heat- 
ing the  air  being  supplied  to  the  engines  become  operative.  For- 
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merly  torpedoes  were  discharged  from  their  tubes  by  compressed 
air,  but  the  practice  is  now  to  employ  a  small  charge  of  cordite 
or  other  explosive  for  this  purpose. 

SUBMARINES. 

In  submarine  boats  special  arrangements  are  made  to  secure 
a  cool  and  purified  air.  When  traveling  submerged  the  heated 
atmosphere  of  the  engines  and  the  exhaled  air  of  the  crew  are 
drawn  off  through  ventilators  which  pass  it  through  various 
filtering,  oxygenating  and  cooling  devices,  after  which  it  is 
returned  to  the  interior.  By  this  means  it  is  possible  for  the 
craft  to  remain  under  water  for  twenty-four  hours  without  the 
crew  experiencing  inconvenience  or  difficulty  in  breathing.  The 
electric  accumulator  compartments  are  hermetically  sealed  to 
prevent  the  escape  of  poisonous  gases.  Various  safety  appli- 
ances are  fitted  to  prevent  disablement  of  the  vessel  by  the 
enemy  or  through  accident.  The  water  ballast  tanks  can  be 
emptied  of  water  and  charged  with  compressed  air  very  rapidly, 
there  being  a  reservoir  of  air  of  ample  capacity  maintained 
constantly  at  high  pressure  for  this  purpose.* 

TRANSMISSION  OF  POWER  BY  COMPRESSED  AIR. 

The  first  known  instance  of  pneumatic  power  transmission 
was  an  installation  devised  by  Denis  Papin  in  the  17th  century, 
where  air  was  compressed  by  power  derived  from  a  water  wheel 
and  transmitted  to  a  distance  through  tubes.  About  1800 
George  Medhurst  took  out  English  patents  for  compressing  air; 
he  compressed  and  transmitted  air  which  worked  motors ;  he  also 
constructed  a  pneumatic  automobile.  The  first  successful  appli- 
cation of  compressed  air  to  the  transmission  of  power  was  at  the 
Mont  Cenis  tunnel  in  1861.  The  form  of  compressor  used  was  a 
system  of  water  rams,  several  in  succession,  in  which  the  water 
was  the  piston,  compressing  the  air  upward  in  a  cylinder  and 
forcing  it  out.  The  development  from  that  time  has  been  con- 
tinuous until  the  development  of  our  present  day  forms  of  highly 
efficient  air  compressors. 

The  large  tunnels  and  metal  mines  and  other  forms  of  un- 

•  Scientific  American  Supplement,  Sept.  5,  1914. 
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derground  workings  were  naturally  the  first  to  utilize  com- 
pressed air  transmission  as  a  means  of  power  application  in  drill- 
ing, pumping,  hoisting  and  the  other  operations  connected  with 
the  particular  requirements  of  each  development.  Several  at- 
tempts at  pneumatic  railway  propulsion  have  met  with  unsatis- 
factory results  and  development  along  these  lines  has  apparently 
not  made  progress  that  would  encourage  the  belief  in  its  adoption 
as  a  system  of  railway  propulsion. 

CENTRALIZED  POWER  PLANTS. 

In  the  operation  of  quarries  and  mines  the  large  central 
compression  plant  has  come  to  be  accepted  as  the  most  effective 
and  economical  means  of  providing  power  for  all  the  mechanism 
employed  in  operations  of  this  nature.  The  markedly  greater 
economy  in  the  development  and  utilization  of  power  from  a 
central  plant  has  reduced  the  costs  of  operation  to  such  a  degree 
that  the  economic  advantages  accruing  are  rapidly  leading  to  the 
miiversal  adoption  of  this  system  of  power  generation  and  distri- 
bution. These  economies  are  brought  about  by  the  elimination 
of  numerous  small  power  units  formerly  scattered  over  works  of 
this  character,  and  doing  away  with  the  attendant  labor,  cartage 
and  moving  costs,  the  wasteful  consumption  of  fuel  inherent  in 
small  boiler  units  that  are  subject  to  varying  demands,  and  to 
the  advantage  and  improvement  brought  about  by  having  a  con- 
stant pressure  of  air  always  available  at  the  most  effective 
pressure.  This  permits  of  increased  output  with  the  same  plant 
capacity,  as  the  machines  are  in  constant  work.  With  a  number 
of  small  boilers  spread  about  in  a  steam-using  plant,  the  uncer- 
tainties of  pressure,  labor,  fuel  supply  and  water  are  all  multi- 
plied proportionately  to  the  number  of  separate  units. 

EFFICIENCY  OF  PNEUMATIC  TRANSMISSION. 

Generally,  compressed  air  may  be  used  in  any  form  of  ro- 
tary or  reciprocating  engine,  motor  or  tool  that  may  be  operated 
^7  steam  or  gas.  Air,  in  its  marked  advantages  in  transmission 
over  steam,  is  increasingly  being  employed  for  power  transmis- 
^on;  line  loss  through  leakage  in  an  air  transmission  line  is  an 
Almost  negligible  factor ;  in  a  steam  line  of  sufiScient  length  the 
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condensation   would  render  this  form   of  power  transmission 
impracticable. 

The  efl5ciency  of  a  modem  compressed  air  plant  is  very  high, 
the  loss  in  compressing  air  under  the  best  conditions  being  less 
than  10  per  cent.  If  the  air,  before  use  in  the  motors,  drills,  etc., 
is  heated,  a  high  power  economy  is  obtained;  as  W.  C.  Unwin 
states,  **For  the  amount  of  heat  supplied  the  economy  realized 
in  the  weight  of  air  used  is  surprising.  The  reason  for  this  is, 
the  heat  supplied  to  the  air  is  used  nearly  five  times  as  efficiently 
as  an  equal  amount  of  heat  employed  in  generating  steam". 
There  is  in  effect  a  hot-air  engine  using  a  medium  much  more 
effective  than  free  air,  in  addition  to  a  compressed  air  engine, 
which  in  combination  makes  the  efficiency  of  the  whole  system 
extremely  high. 
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Hr.  Selby  Hftar^  Mem.  Am.  Soe.  M.  E.,  opened  the  discussion  by    ^f- 
remarking  that  there  should  be  some  missionary'  work  done  to  convince  ^^^'* 
contractors  of  the  necessity  of  keeping  water  out  of  the  air. 

Mr.  W.  L.  Saunders  (author)  replying  to  Mr.  Haar  said  that  there        Mr. 
had  been  several  systems  devised  for  the  removal  of  water,  some  collect-  8*^'»ders. 
ing  the  water  before  and  some  after  compression.    One  method  is  by  the 
aae  of  intercoolers  and  another  by  the  use  of  a  drying  system,  consist- 
ing of  cheese  cloth  baffles,  which  take  up  the  moisture  from  the  air 
passing  through  them. 

Mr.  la.  Dvnetoi,*  Mem.  Am.  Soc.  M.  E.,  stated  that  air  always  leaves      Mr. 
the  compressor  at  a  higher  temperature  than  the  atmosphere  and  upon  I>aAean. 
cooling  a  loss  of  volume  takes  place,  which  is  an  important  loss. 

Referring  to  intermediate  pressures  between  8  and  20  pounds  per 
sq.  in.,  he  said  there  were  two  types  of  blowing  engines  used — recipro- 
cating and  turbo-compressors.  Of  these,  the  turbo-blower  gives  the 
highest  efficiency  in  the  long  run.  This  is  due  to  the  fact  that  it  has 
a  lower  number  of  wearing  parts. 

Prof.  jr.  0.  Breinl,t  Mem.  Am.  Inst.  M.  £.,  replying  to  question  by  Mr.  Prof. 
Lindsay  Duncan,  stated  that  the  heating  of  the  air  is  a  natural  effect  ^'^h^ 
of  the  compression  and  in  reciprocating  compressors  it  is  greater  than  in 
turbo-blowers,  due  to  the  continuous  cooling  in  the  latter  type.  In  spite 
of  this,  the  overall  efficiency,  based  on  isothermal  compression  tested  by 
nozzle  measurement,  shows  a  figure  of  about  76%  for  reciprocating  com- 
pressors when  fitted  with  properly  designed  valves,  such  as  the  IngersoU- 
Boegler,  as  against  66%  for  the  highly  developed  turbo-blower.  The 
valves  of  the  above-mentioned  type  become  tighter  with  continuous  use, 
and  therefore  if  a  modern  compressor  of  this  type  is  also  fitted  with  a 
construction  to  support  the  piston  and  prevent  wear  at  that  point,  and  is 
fitted  with  metallic  packing,  there  is  no  reason  why  such  a  machine  should 
decrease  in  efficiency  due  to  wear  any  more  than  the  best  turbo-blower,  as 
the  latter  also  falls  off  in  efficiency  as  the  result  of  the  inevitable  dust 
which  gets  into  the  machine  even  when  the  intake  is  fitted  with  a  well- 
designed  air  filter. 

Regarding  the  high  speed  of  the  turbo-blower,  the  drive  can  be 
either  direct  or  geared  to  a  steam  turbine  up  to  speeds  as  high  as  6000 
r.p.m.,  and  in  the  case  of  an  electric  motor,  up  to  3600  r.p.m.  In  general, 
it  may  be  said  that  for  smaller  units  and  higher  air  pressures,  the  re- 
ciprocating compressor  is  to  be  preferred,  and  for  larger  units  and  lower 
air  pressures,  up  to  100  lbs.,  the  turbo-blower  has  the  preference.  At  any 
rate,  the  choice  is  one  wholly  dependent  upon  the  cost  of  investment  and 
of  operation;  and  taking  these  into  consideration,  it  can  be  said  that, 
for  lower  pressures  and  from  about  300  horsepower  upwards,  and  higher 
pressures  up  to  100  lbs.  and  from  800  to  1000  horsepower  upwards,  the 
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Prof,    turbo-blower  ban  the  advantage;  but  these  limitatioDB  eannot  be  fixed 

Bmnl.  absolntely,  as  they  will  depend  upon  operating  conditions.     In  the  case 

of  uuitH  Hinailer  than  the  above  sizes,  the  modem  leciprocating  cam- 

preesor  gives  in  eveiy  wa^  the  best  results  from  an  economical  and 

operating  standpoint. 

Ur.  Mr.  McWUlUtmB  said  that  compressed  air  had  taken  the  place  of  el«e- 

irmUnu.  trieity  in  the  automatic  double  block  systems  of  the  New  York  subway. 
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Safety  may  be  defined  a^  the  condition  of  being  protected 
from  assault  or  untoward  circumstance.  Industrial  Safety,  with 
which  this  discussion  concerns  itself,  is  such  a  condition  of  pro- 
tection in  the  surroundings  of  the  wage-earner  and  in  the  pur- 
view of  the  factory  and  the  shop  of  productive  industry. 

Safety  is  a  broader  concept  than  immunity,  for  the  latter 
means  a  protection  from  a  harm  when  a  specific  attack  is  made : 
while  Safety  is  the  fact  of  protection  both  when  the  attack  is 
made  and  at  all  other  times  and  from  all  other  forms  of  assault. 
Immunity  from  typhoid  does  not  mean  safety  from  railway 
accident,  or  even  from  tuberculosis  or  pneumonia. 

There  will  be  two  kinds  of  Safety.  The  attack  will  be 
upon  the  body  of  the  worker,  upon  its  softer  tissues  or  its 
stronger  bony  structure ;  or  it  will  be  on  the  effectiveness  of  its 
physiological  functions.  In  the  first  case,  there  is  an  impact  of 
a  mechanical  force  too  great  for  the  resisting  power  of  flesh 
and  bone  to  withstand,  and  under  it  the  member  or  the  body 
is  crushed  or  mangled,  and  the  body  is  maimed.  In  the  other 
case,  the  physiological  processes  of  repair  or  replacement  of 
wastes  in  the  body  are  disarranged  by  some  slow  (or  rapid) 
invasion  of  poisonous  matter  absorbed  in  respiration,  or 
through  the  skin,  or  in  the  food.  There  will  therefore  be  a 
Dynamic  Safety,  and  a  Physiological  Safety.  This  latter  may 
be  called  Industrial  Hygiene,  or  Sanitation,  and  is  rather  in  the 
scope  of  the  medical  man  and  technological  expert.  For  this 
reason  and  for  lack  of  space  and  time,  it  will  be  only  thus 
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summarily  referred  to.    The  dynamical  field  is  that  of  the  me- 
chanical engineer  and  will  be  the  thesis  of  this  paper. 

A  moment's  analysis  will  show  that  in  securing  safety  in 
the  shop  and  factory  against  mechanical  injury  from  the  forces 
at  work,  there  are  two  directions  along  which  safety  may  be 
sought.  An  illustration  will  make  this  more  obvious.  A  high- 
way, for  example,  may  be  made  **safe'*  by  eliminating  the 
bandit  and  the  highwayman  who  have  infested  it;  or,  it  may 
be  made  safe  by  providing  adequate  escorts  and  organizing 
caravans  which  shall  be  strong  enough  to  repel  attacks.  So  in 
industry,  safety  may  be  sought  and  secured  by  the  design  of  the 
machine,  whereby  danger  shall  not  lurk  for  the  operator;  or 
safeguards  or  safety  devices  may  be  applied  to  it,  which  shall 
make  it  difficult  for  the  tissues  of  the  body  or  the  clothes  of  the 
operator  to  become  entangled  in  the  moving  masses.  It  should 
be  said  at  once  that  it  is  much  better  engineering  to  avoid  rais- 
ing a  question  or  meeting  a  problem,  than  to  create  ingenious 
and  costly  solutions  to  questions  or  problems  which  have  been 
made  necessary  because  the  engineer  was  not  shrewd  enough 
to  avoid  them  altogether.  In  other  words,  basal  design  which 
raises  no  dangers  is  better  than  prevention  of  accident  by  safety 
appliances  at  points  of  danger. 

Furthermore,  safety  in  the  shop  or  the  industrial  atmos- 
phere is  also,  like  residence  in  certain  fortunate  cities,  a  state 
of  mind.  It  must  be  secured  not  only  mechanically,  but  by  at- 
tention to  administrative  detail.  Some  men — in  fact  most  men 
— are  prone  to  resent  the  pressure  for  safety  by  appliance,  and 
to  feed  their  self-esteem,  both  when  alone  and  in  the  presence 
of  onlookers,  by  taking  risks.  This  is  one  of  the  objections  to  the 
presence  of  visitors  at  the  factory.  The  workman 's  manner  says : 
**This  would  be  dangerous  to  the  unskilled  or  inexperienced,  but 
to  the  old  hand,  or  to  the  gifted  such  as  I,  the  demon  of  accident 
is  too  stupid  or  too  slow  to  catch  a  live  one  like  me.  I  may 
take  risks  intrepidly,  but  none  of  you  onlookers  should".  It 
is  to  meet  the  heedless  and  careless  in  this  class,  that  the 
slogan  of  ** Safety  First'*  has  the  greatest  usefulness,  and  that 
education  may  well  exert  itself  to  convince  the  reckless  that  a 
man's  dependents  are  often  the  worst  sufferers  from  an  acci- 
dent, and  the  community  bears  much  of  the  loss  from  an  indus- 
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trial  death.    Some  men  must  be  spurred  to  safety  in  their  own 
despite. 

Again,  it  may  be  well  in  this  foreword  to  answer  the  ques- 
tion: Why  spend  money  and  eflfort  to  secure  safety  in  the 
industries?  The  answer  is  threefold.  In  the  first  place,  as  a 
matter  of  Christian  altruism,  the  able  and  trained  engineer  has 
a  duty  to  prevent  the  physical  pain  and  suffering  of  the  victim 
of  an  industrial  accident.  There  is  a  real  sense  in  which  he 
cannot  avoid  being  his  brother's  keeper.  In  the  second  place, 
there  is  the  burden  of  bereavement  and  sorrow  and  of  mental 
agony  and  spiritual  distress  and  disappointment  to  be  borne 
by  the  family  and  dependents  of  the  man  injured.  These  are 
burdens  which  no  insurance  or  money  compensation  can  pre- 
tend to  reach  or  to  remove:  the  most  that  these  can  do  is  to 
lighten.  But  the  third  consideration  is  the  economic  loss  from 
an  industrial  accident.  The  nations  of  Europe,  and  Germany 
in  particular,  saw  this  before  we  in  America  woke  up  to 
it.  The  broad  principle  of  economic  working  of  a  tool  or  ma- 
chine is  that  it  should  be  continuously  at  work,  earning  by  its 
product  the  interest  on  its  cost,  and  helping  to  pay  overhead 
charges.  Any  cessation  of  productivity,  or  tool-idleness,  is  an 
invasion  of  economy.  But  an  accident  retards  or  stops  pro- 
ductivity :  first,  by  the  disablement  of  the  skilled  operator  him- 
self;  second,  by  the  nervous  shock  to  all  who  witnessed  the 
accident  and  who  ran  to  help ;  third,  by  the  deranged  productiv- 
ity in  the  whole  department  where  it  happened ;  fourth,  the  loss 
of  time  to  train  a  new  operator  to  the  skill  and  speed  of  the  old 
one;  fifth,  the  loss  from  defective  work  in  this  last  process. 
Then,  the  direct  losses  in  the  cost  of  compensation  and  insur- 
ance, and  the  indirect  costs  of  the  ambulance  and  hospital  ex- 
penses, borne  through  the  community  as  a  whole,  as  well  as 
premature  pensions  and  losses  of  schooling  for  those  who  are 
forced  into  wage-earning,  before  their  time,  to  take  care  of 
dependents.  Hence,  there  can  be  no  argument  except  on  the 
one  side. 

Again,  it  may  be  useful,  in  further  analysis,  to  note  that 
industrial  safety,  or  the  prevention  of  accidents,  presents  itself 
under  three  heads.  The  first  accident  is  one  which  happens  to 
the  tool  or  machine  and  disables  it,  but  does  not  harm  the  ope- 
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rator.  The  second  is  the  accident  to  the  operator,  but  which 
does  not  harm  the  machine ;  the  third  is  a  combination  of  the 
two  foregoing,  in  which  both  tool  and  operator  are  endangered, 
and  perhaps  the  innocent  bystander.  It  is  easy  to  extend  this 
third  class  to  inclade  the  passenger  or  aser  of  public  service 
apparatus.  On  the  railway  and  on  the  water  and  on  the  high- 
way, the  machine  and  its  crew,  taken  together,  are  the  machine, 
and  the  general  or  the  traveling  public  are  additional  persons 
injured  when  the  accident  happens. 

finally,  a  distinction  should  be  made  between  making  a 
machine  safe,  and  making  it  **  fool-proof ".  A  fool-proof  safety 
equipment  would  mean  one  in  which  the  ignorant  toddling 
child  or  the  curious  finger  of  the  idiot  could  not  find  access  to 
the  zone  of  danger  in  operation.  The  best  thinkers  hold  that  a 
certain  alertness  of  mind  in  the  presence  of  possible  danger  is 
favorable  to  safety  of  body,  as  well  as  to  rapid  and  economic 
production.  For  this  reason,  safety  engineering  should  not  be 
overdone.  Moreover,  safety  designing  must  not  antagonize 
speed  of  production,  or  invade  the  wage-earning  capacity  of  the 
operator  beyond  the  point  at  which  his  interests  begin  to  suflfer. 
When  this  point  is  reached,  human  nature  being  ambitious  and 
self-seeking,  the  safety  apparatus  will  be  unpopular,  and  pres- 
ently cast  aside. 

A  distinction  which  must  be  made  in  any  discussion  of 
safety  will  again  limit  the  field  of  treatment  in  this  paper,  be- 
tween the  types  of  safety  attainable  within  confined  spaces  and 
with  stationary  tools,  and  that  to  be  planned  for  in  the  open  air 
industries,  such  as  the  railway,  the  quarry,  the  building  plant, 
the  mine  and  the  navigable  body  of  water. 

Recapitulating  within  these  limits  set,  a  broad  survey  of 
Safety  Engineering  reveals  four  great  divisions  of  the  subject : 

Division  I.  Accidents  and  safety  apparatus  to  prevent  them, 
originating  from  the  sudden  injury  to  the  body  from  the  motor 
forces  in  industry. 

Division  II.  Gradual  disability  and  loss  of  wage-earning 
capacity  from  slow-working  physiological  causes,  resulting  in 
occupational  disease. 

Division  III.    General.    Combinations  of  the  above  two. 

Division    IV.      Betterment.      Methods    for    increasing    the 


SAFETY  ENOINEEBINO  413 

wage-eamiiig  capacity  of  the  human  unit,  by  improving  his 
physical  condition  and  mental  snrroundings. 

Group  IV  is  for  the  philanthropist,  the  Christian  works- 
manager  and  the  altruist  in  general.  Group  II  is  for  the  physiol- 
ogist and  the  medical  expert.  The  mechanical  engineer  de- 
signer and  works-manager  has  Group  I  as  his  special  field  of 
activity. 

The  foregoing  analysis  has  made  almost  unavoidable  the 
philosophy  and  sequence  of  the  detailed  discussion  next  in 
order.  It  should  begin  with  the  prime  mover  as  a  source  of 
possible  destructive  energy;  follow  through  the  methods  of 
transmitting  that  power,  by  shafting,  gears,  belts,  piping  and 
wire;  discuss  the  dangers  met  in  internal  transportation  by 
elevator,  shop-railway  and  crane ;  and  finally  treat  of  the  dan- 
gers at  the  working  zone  of  the  tools  or  machines.  If  the 
treatment  were  to  be  at  all  complete,  the  tools  or  machines 
would  be  those  of  the  wood-working  shop,  the  machine-shop 
properly  so-called,  the  foundry,  the  chemical  establishment,  and 
the  miscellaneous  productive  or  manufacturing  installation. 
Accidents  are  also  due  to  exposing  the  body  to  the  action  of 
gravitation  and  injuries  from  its  fall  or  the  fall  of  heavy  masses 
on  it.  There  are  also  the  problems  of  collective  safety,  where 
numbers  are  in  one  place,  and  the  dangers  from  fire  and  smoke 
and  panic  are  to  be  guarded  against.  It  will  therefore  be  plain 
that  to  keep  treatment  within  the  practical  limits  set  by  wisdom 
and  the  proprieties  of  the  case,  some  of  the  topics  glanced  at 
above  must  be  arbitrarily  passed  by,  and  attention  directed  to 
a  selected  remainder:  and  that  the  discussion  offered  cannot 
be  exhaustive  in  any  case. 

I.  SAFEGUARDING  THE  SOURCE  OF  POWER. 

To  assume  the  general  case,  consider  a  horizontal  Corliss 
engine.  It  will  have  dangers  from  the  valve-gear,  the  cross- 
head,  the  crank  and  connecting-rod,  the  fly-wheel  and  the  re- 
volving shaft.  An  arm  or  a  hand  or  clothes  or  a  foot  may  be 
entangled,  or  a  slip  or  a  fall  may  bring  a  burnable  tissue 
against  hot  metal.  Safety  is  therefore  to  be  secured  by  sur- 
rounding the  whole  danger  zone  by  a  "keep-out"  fence.     The 
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illustration  chosen  in  Fig.  1  shows  a  pipe-rail  design,  which  is 
usually  the  best  looking,  with  a  bank-lattice  netting  in  combina- 
tion. The  path  of  the  governor  balls  is  also  isolated.  The  bank 
lattice  serves  to  prevent  a  slip  into  the  wheel  pit,  and  to  keep  any 
rolling  object  from  falling  against  the  wheel  or  its  spokes. 
Panels  of  bank  lattice  may  be  used  instead  of  the  pipe-posts  and 
rails,  and  the  toe-guard  may  be  of  wood.  Alternative  safety 
guarding  for  the  reciprocating  parts  is  shown  in  the  second 
illustration,  where  a  sheet-steel  covering  envelopes  the  crank 
and  is  led  back  nearly  to  the  cylinder.  This  has  a  latticed  open- 
ing in  front  of  the  crank  for  inspection  and  for  coolness,  and 
sliding  panels  give  access  to  the  ends  of  the  connecting-rod, 
that  the  operator  may  feel  the  metal  from  time  to  time  to 
detect  overheating. 

This  illustration  shows,  also,  a  fine  safeguard  for  large 
engines,  by  having  the  main  bearings  made  the  safe  means  of 
crossing  the  shaft.  The  steps  and  railings  make  the  oiling  of 
these  critical  points  far  less  dangerous.  The  cut  shows  also  the 
use  of  toe-guards  on  the  gallery  face ;  this  toe-guard  prevents 
one  slipping  through  and  also  prevents  the  rolling  of  objects 
down  on  to  the  moving  parts  below. 

If  the  source  of  danger  is  an  electric  motor  for  a  section  of 
the  plant,  it  can  be  made  both  safe  and  fool-proof  as  shown  in 
the  third  sketch.  The  lattice  cage  can  be  opened  only  by  un- 
locking the  panel,  and  the  belt  is  also  made  harmless.  Its  cage 
can  lead  the  belt  at  any  angle.  The  operating  switch  should  be 
outside  the  cage  in  all  cases. 
Engine  Stops. 

Complete  safety  at  the  origin  of  power  and  motion  calls  for 
engine  safety-stops.  These  are  of  two  diverse  kinds,  and  they 
may  be  used  together  or  independent  of  each  other.  One  kind 
is  to  prevent  a  racing  of  the  engine  in  case  of  some  disarrange- 
ment or  failure  of  the  governing  apparatus,  or  a  release  of  the 
normal  load,  so  that  it  tends  to  speed-up  to  a  dangerous  rate. 
A  racing  engine  may  rupture  its  fly-wheel ;  or  if  connected  me- 
chanically to  operative  machines,  the  overspeeding  may  do 
great  harm  all  through  the  plant.  Such  anti-racing  stops  are 
of  many  types,  but,  in  the  main,  they  depend  on  having  a 
weight,  of  sufficient  magnitude,  whose  fall  shall  shut  the  throt- 


SAFETY  ENOINEEBINO  417 

tie,  and  which  shall  normally  be  held  up  and  only  released  to 
shut  the  valve  in  case  of  need.  The  detent,  which  holds  the 
weight  from  falling,  may  be  released  electrically  from  distant 
points,  or  it  may  be  connected  mechanically  and  directly  to  the 
governing  mechanism,  and  be  released  when  the  latter  fails  to 
act,  or  it  may  be  released  by  hand  in  emergency.  The  other 
type  shuts  down  the  main  engine  directly  from  a  distant  point, 
in  case  of  accident  or  emergency,  and  does  this  quicker  than  it 
could  be  done  by  any  signal  to  the  engine  room.  The  common 
principle  has  been  foreshadowed  above,  where  a  weight  in  its 
descent  can  close  the  throttle,  such  weight  being  held  up  by  an 
electrically  operated  detent.  If  the  detent  is  released  when  the 
accident  occurs,  the  engine  stops  in  a  relatively  few  seconds. 
The  most  reliable  stops  operate  on  a  closed  circuit,  so  that  an 
opening  of  the  circuit  at  any  push-button  in  any  department 
releases  the  detent.  If  the  circuit  is  out  of  order,  the  weight 
falls.  To  keep  these  stop  systems  alert  and  always  ready,  they 
should  be  used  at  noon  and  night,  from  the  distant  switches  in 
succession,  day  by  day,  so  that  the  system  may  be  continuously 
operative  and  not  fail  in  exigency  of  need.  Sections  of  the 
plamt  should  also  be  isolable  by  mechanical  clutches  or  electric 
switches,  to  this  same  end. 

II,    SAFEGUARDING  THE  TRANSMISSION  OF  POWER  AND 

MOTION. 

Transmission  of  power  and  motion  from  the  prime-mover 
to  the  machinery  and  tools  or  processes  will  be  by  shafting  and 
belting,  with  some  gears;  or,  by  pipe  or  wire.  The  shaft  and  belt 
system  is  by  far  the  most  dangerous.  Where  the  belt  comes  up 
through  the  floor  (Fig.  4),  a  lattice-panel  safety  is  the  most  serv- 
iceable, and  it  should  have  a  height  sufficient  to  eliminate  the  risk 
of  a  woman's  hair  being  entrained  in  the  windage  or  the  elec- 
tric zone  of  the  moving  belt.  When  the  belts  lie  somewhat 
horizontally  and  overhead,  a  guard  netting  under  the  lower 
bight  should  safeguard  against  an  injury  if  the  belt  breaks, 
and  will  keep  hair  from  being  entangled. 

Shafting  will  be,  usually,  overhead,  to  keep  belts  out  of  the 
way  and  to  leave  the  floor  free  for  tools  and  transportation. 
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Hence,  its  dangers  are  to  the  oiler  who  mounts,  by  a  ladder,  to 
the  shaft  level  and  may  have  an  arm  or  clothes  caught  in  the 
revolving  units,  and  the  dangers  to  those  below,  should  the 
shaft  be  dragged  down.  The  oiler's  danger  is  minimized  by  the 
mesh  screen,  shown  in  the  fourth  cut,  and  by  suppressing  pro- 
jecting set-screws  on  pulley  hubs  and  projecting  bolt-heads 
on  flange  couplings.  The  use  of  so-called  "hollow"  set-screws 
and  the  recessing  of  the  flange  faces  to  take  the  bolt-heads  and 
nuts  are  means  to  avoid  these  troubles.  Some  designers  have 
covered  the  entire  shaft  with  a  hollow  sleeve,  which  turns  with 
the  shaft  when  it  meets  no  resistance.  A  man's  arm  or  body 
against  the  loose  sleeve  will  arrest  its  motion,  while  the  shaft 
revolves  harmlessly  underneath. 

Accidents  from  a  slippage  of  the  ladder  on  which  the  oiler 
stands  have  been  lessened  by  fitting  the  top  of  the  ladder  with 
a  hook  on  each  upright;  and  by  equipping  the  feet  with  pads 
which  have  a  full  bearing  on  the  floor,  and  which  may  have  a 
non-slip  material  on  the  contact  faces. 

For  the  run  of  the  main  line  of  shafting,  with  counter- 
shafts connected  thereto,  the  pulleys  should  not  be  so  near  the 
hanger  or  bearing  on  either  that  a  strong,  new  belt  running  off 
the  pulley  would  jam  in  the  space  between  hub  and  bearing  and 
pull  down  the  shaft  by  breaking  or  stripping  the  holding  bolts. 
The  clearance  space  at  the  side  of  the  pulleys  should  be  greater 
than  the  widest  belt  or  pulley  face. 

Chain  drives,  operated  by  sprocket-wheels,  are  a  most  dan- 
gerous transmission  when  unprotected.  Clothing  caught  where 
the  chain  and  wheel  come  together  can  only  be  released  by  tear- 
ing. Both  the  sprockets  and  the  chains  should  be  lattice 
guarded.  Toothed  gears  in  mesh,  in  transmission  of  power  and 
motion,  are  a  most  prolific  source  of  accident  to  the  hand  and 
fingers.  The  danger  zone  is  those  parts  of  the  toothed  circum- 
ference of  both  wheels  which  are  approaching  their  point  of 
contact,  and  the  crushing  of  the  hand  or  fingers  between  the 
teeth  means  amputation  or  loss  of  use.  The  faces  which  ap- 
proach one  another  and  the  sides  or  bases  of  the  cylinders  or 
cones  should  be  guarded,  either  with  sheet  steel  or  lattice.  The 
lattice  is  cleaner,  allows  lubrication  through  the  mesh  and  per- 
mits air  circulation.    The  guards  should  be  removable,  for  ac- 
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cess  to  clean  the  gears,  but  not  so  easily  put  out  of  place  as  to 
defeat  their  purpose. 

Power  is  transmitted  also  by  the  electric  wire  and  by  piping 
carrying  pressure.  The  main  leads  should  have  line  switches, 
for  safety,  dividing  the  plant  into  sections,  as  has  been  urged 
for  the  shaft  system  by  the  use  of  clutches.  By  opening  such 
switches,  the  sections  below  them  are  cut  oflf  and  become  dead. 
Such  a  switch  should  be  capable  of  being  padlocked  open,  so 
that  a  worker  below  it  would  be  in  no  danger  of  having  current 
turned  on  until  he  is  ready.  Piping  may  also,  wisely,  be  in 
sections  and  have  quick-motion  valves,  so  that  in  accident  or 
in  repair  the  pressure  may  be  shut  oflf;  and  the  valve  wheel 
should  also  be  lockable  and  the  key  held  by  the  man  who  would 
be  endangered  if  the  valve  were  opened  through  carelessness  or 
misunderstanding. 

in.  SAFEGUARDING  INTERNAL  TRANSPOBTATION. 

The  traveling  crane  has  been  in  use  for  fifty  years  as  a 
means  for  picking  up  heavy  masses  at  one  point  and  deposit- 
ing them  in  another.  It  assembles  big  engines  and  puts  heavy 
work  on  planer  bed  or  lathe.  There  are  five  classes  of  danger 
to  which  it  leads.  The  first  is  to  its  own  structure,  from  over- 
running its  track  and  from  derailment.  This  is  met  by  safety 
stops  on  its  rails,  and  by  so  designing  these  stops  that  the  cur- 
rent driving  the  crane  is  cut  off  when  the  crane  hits  the  stops. 
The  second  is  from  over-hoisting;  this  is  met  in  the  same  way 
as  in  over-running,  by  making  the  excessive  lift  cut  off  the 
actuating  current.  The  third  is  the  danger  to  men  below  from 
the  falling  of  any  parts  of  the  crane  structure,  such  as  keys  or 
bolts.  This  is  met  by  having  a  mesh  or  lattice  netting  under 
the  entire  structure  to  catch  such  missiles.  (See  Fig.  11.)  The 
fourth  is  the  accident  from  a  fall  of  the  load  from  its  slings  by 
slipping,  or  by  a  failure  of  the  hoisting  cable  or  chain  or  hook ; 
and  the  last  is  the  risk  to  the  overhead  operator  in  going  to  his 
place.  Ceaseless  care  and  unremitting  inspection  and  skill  in 
slinging  reduce  the  former ;  and  the  construction  of  railed  gang- 
ways should  prevent  the  last.  It  should  be  a  shop  rule  never  to 
walk  or  stop  under  a  load  suspended  from  a  crane ;  and  blocking 
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should  always  be  laid  under  a  piece  of  work  so  suspended  when 
a  man  is  to  work  where  he  would  be  crushed  if  something  gave 
way  or  the  tackle  overhauled. 

When  transportation  from  shop  to  shop  is  by  buggies  or 
cars  on  a  railway  on  the  floors,  the  time  of  transit  from  car  to 
crane  is  one  of  danger.  If  the  lift  of  the  crane  is  not  vertical 
but  has  a  direction  in  which  the  car  is  free  to  roll,  the  feet  of 
the  men  around  the  car  are  in  great  jeopardy.  A  toe-board, 
such  as  is  shown  in  the  cut,  is  quite  worth  while. 

The  elevator,  as  a  means  of  internal  transport,  is  a  railway, 
with  a  car  running  on  a  track,  albeit  a  vertical  one,  and  is  an 
obvious  source  of  danger.  It  appears  in  two  general  classes 
for  freight  purposes:  In  one,  the  car  moves  in  a  well  or  in  a 
tower  reserved  for  it;  in  the  other,  it  moves  through  hatch- 
ways, or  openings  in  the  floors,  which  are  not  isolated,  but  are 
located  where  convenient.  Neither  space  nor  the  intended 
scope  of  this  paper  permits  any  full  treatment  of  the  passenger 
elevator  for  hotels  or  offices  or  the  department  store;  but,  in 
general,  the  dangers  arise  from  a  possible  fall  of  the  platform 
or  cage  with  people  on  it ;  the  catching  of  the  human  body  be- 
tween the  moving  platform  and  the  fixed  structure  of  the  floors ; 
and  the  fall  of  the  body  into  or  down  through  the  open  hatch- 
way. The  danger  is  greater  with  a  hatchway  in  an  open  floor 
than  with  the  elevator  in  a  well;  since  a  man  can  approach 
the  opening  from  all  sides  in  the  former  case,  and  only  from 
the  front  in  the  latter;  but  the  principle  of  safeguarding  will 
be  the  same  in  both  cases.  Skilled  insurance  inspection  of 
cables  and  the  progressive  grip  on  the  guides  of  modern  ele- 
vator ** safeties"  and  the  use  of  the  plunger  type  of  elevator 
will  diminish  the  cage  or  platform  accident,  and  improved 
gating  must  be  looked  to  for  the  reduction  of  hatchway  dangers. 
With  elevator  wells,  the  principle  of  interlocking  the  gate  with 
the  starting  mechanism  can  be  applied  so  that  the  car  cannot 
be  started  from  any  floor  until  the  gate  is  closed ;  and  the  gate 
cannot  be  opened  unless  the  platform  is  at  the  floor  level  and 
closes  the  well  opening.  Such  interlocking  can  also  prevent  a 
man  from  being  caught  between  the  fixed  floor  and  the  mov- 
ing platform,  because  the  gate  must  be  completely  shut  be- 
fore the  car  is  started  from  the  floor  level,  and  the  car  must  be 
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at  rest  at  siich  level,  before  the  gate  can  be  opened.  This 
interlocking  can  best  be  secured  mechanically,  rather  than  to 
depend  on  electric  devices.  There  are  several  effective  designs 
for  this  purpose.  Adequate  lighting  at  the  hatchways  and 
wells  will  also  greatly  lessen  all  types  of  accident  at  these 
points.  The  cut  selected  shows  how  the  floor  type  of  hatch 
can  be  safeguarded. 

IV.     8AFEGUABDING  AT  THE  INDIVIDUAL  TOOL. 

The  limits  of  time  and  a  wise  conservatism  as  to  the  length 
of  a  paper  make  themselves  felt  as  the  discussion  approaches 
this  division.  It  is  as  wide  and  as  diversified  as  the  field  of 
industry,  and  that  of  the  skilled  activity  of  the  operative  of 
power-driven  tools  and  machines.  Hence,  for  brevity,  only 
four  typical  sources  of  danger  and  the  remedies  therefor  will 
be  examined,  leaving  it  to  skilled  ingenuity  to  apply  basal  prin- 
ciples to  the  manifold  varieties  of  the  problem  and  their  needs. 
The  metal  punching  or  drawing  press,  the  saws  of  the  wood- 
worker, the  metal-working  lathe,  and  the  emery  wheel  will  be 
so  selected. 

There  will  always  be  the  movable  ram,  or  plunger,  and  the 
fixed  die  in  the  punching  or  metal-drawing  press,  and  the  metal 
to  be  formed  must  be  fed  between  them  in  order  that  the  me- 
chanical force  may  be  exerted  to  shape  it  up.  If  this  stock  is 
fed  by  hand  to  the  die  and  ram,  the  operator's  hand  will  be 
approaching  the  danger  area  as  the  ram  starts  down.  Any  dis- 
traction or  fatigue  or  other  cause  which  throws  the  hand  out  of 
synchronism  with  the  rhythm  of  the  continuously  reciprocating 
ram  will  catch  and  lacerate  the  tissues  so  entangled.  Mechan- 
ical feed-motions  or  mechanisms  are  first  remedies,  so  that  hands 
and  fingers  need  not  enter  the  impact  areas ;  but  these  are  not 
always  applicable.  A  second  remedy  is  an  arm  which  sweeps 
across  the  die-face  in  advance  of  the  descending  ram  and  con- 
nected thereto,  whereby  a  hand  in  danger  is  thrust  away  from 
the  path  of  the  force.  (Fig.  7.)  These  are  effective  for  the  con- 
tinuous-motion presses.  For  those  of  larger  type,  where  the  mo- 
tion of  the  ram  results  from  a  clutch  engagement  of  the  ram-shaft 
at  the  will  of  the  operator,  safeties  may  take  the  form  of  curtains 
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or  cages  of  linked  bars,  which  must  be  allowed  to  fall  to  place 
before  the  clutch  can  be  engaged.  An  arm  under  the  bottom 
edge  of  such  a  portcullis  and  in  danger  of  harm  prevents  the 
stroke  from  happening  at  all ;  or,  the  portcullis  may  be  reduced 
to  a  bar-frame  (Fig.  8) ;  or,  the  clutch  movement  may  be  made  to 
require  concurrent  action  of  both  hands  of  the  operator,  leaving 
neither  of  them  in  danger  when  the  stroke  occurs.  An  ingen- 
ious schemer  proposed  an  electrically  insidated  plate  around 
the  die,  which  should  be  charged,  through  an  interlocked 
switch  with  a  high-tensity  low-quantity  electric  current  before 
the  ram  started  down.  A  sharp  shock  on  the  hand  resting  on 
the  plate  would  result  in  an  instantaneous  withdrawal  of  it  be- 
fore the  ram  could  reach  it. 

It  is  the  pitiless  high  speed  of  the  cutting-edge  of  wood- 
working tools  which  leads  to  their  danger.  The  teeth  of  the 
circular  saw,  for  example,  disappear  in  a  halo  around  its  visible 
disk,  and  yet  the  danger  is  in  the  halo  ring.  Band-saws  moving 
at  a  high  rate  of  speed  are  flexed  over  their  carrying  wheels, 
and  are  twisted,  in  sawing  curves,  where  the  blade  enters  the 
wood.  They  are  liable  to  part  under  stress,  and  the  freed  ends 
to  cut  the  operator  in  face  or  head.  Circular  saws  may  also 
convert  the  cut  strip  into  a  javelin  as  it  is  released  or  splits  at 
the  end  of  a  ripping  cut,  and  hurl  the  weapon  against  any  one 
in  its  path  of  flight  at  high  velocity.  Band-saw  safety  is  best 
secured  by  boxing  the  carrying  wheels ;  and  safety  for  circular 
saws  by  hooding  them,  leaving  exposed  only  the  small  sector  at 
which  the  work  is  to  be  done.  Circular-saw  hoods  must  usually 
be  supported  and  adjusted  from  above  the  table,  so  as  to  leave 
the  latter  free  in  all  directions,  to  receive  stock  lengthwise, 
crosswise,  and  at  angles. 

For  the  wood-working  surf  acers,  buzz-planers  and  jointers, 
and  for  the  shaper  or  friezing  machine,  there  are  cutting 
knives  held  in  a  **head"  and  the  hand  may  be  brought  very 
near  to  the  cutting  edges  in  holding  the  stock  and  presenting  it 
to  the  cutters.  A  well-designed  form  of  cutter-head  will  greatly 
reduce  danger,  and  top-guards  and  cages,  guides  and  self-feed- 
ing attachments  are  the  appliances  suggested. 

The  lathe  is  taken  as  a  type  of  the  metal-working  tool 
driven  by  power  with  whose  mechanism  the  operator  has  to 
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come  in  close  intimacy  in  his  work  of  control  and  operation. 
EDs  fingers  are  in  danger  from  the  gears  by  which  the  belt  or 
motor  speed  is  reduced  and  power  secured  by  its  transformation. 
His  clothing  is  liable  to  be  caught  in  dogs  and  drivers  as  the 
work  revolves  and  he  leans  over  it  to  measure  and  inspect.  The 
obvious  safeguards  are  mesh-hoods  over  the  headstock,  which 
shall  encompass  the  gears,  and  shields  over  the  face-plate,  along 
the  lines  shown  in  the  illustration  (Fig.  9).  The  turret-lathe,  by 
eliminating  the  occasion  for  calipering  the  work,  and  by  putting 
the  permanently  adjusted  tool  in  place  of  one  that  has  to  be  set 
frequently,  has  brought  in  safety  with  its  increased  production. 
The  emery-wheel  as  a  grinding  or  sharpening  machine  and 
as  a  machine  to  produce  accurate  surfaces  is  really  in  two 
classes.  It  is  as  a  grinding  machine  that  its  danger  is  most 
insistent,  since  the  operator  will  be  in  or  near  the  plane  in 
which  the  somewhat  fragile  disk  is  revolving,  and  in  which  it 
will  throw  its  pieces  in  case  of  fracture  in  use.  It  is  in  grind- 
ing, as  sharpening,  that  pressure  is  brought  against  the  disk  in 
directions  in  which  it  is  not  most  resistant.  The  emery  wheel 
is  also  an  example  of  machines  which  are  dangerous  to  the 
health  of  the  operator,  by  reason  of  the  particles  of  the  abrasive 
of  which  the  wheel  is  made  and  the  metallic  particles  ground 
from  the  work-piece.  Hooding  the  wheel  with  a  material 
strong  enough  to  keep  in  the  missile  pieces  of  a  broken  wheel, 
^xcept  only  at  the  working  sector  of  its  circumference,  as  shown 
in  Fig.  10,  is  one  way  to  lessen  accident ;  and  another  way  is  to 
grip  the  wheel  di^ik.  between  flanges  which  are  not  parallel  to 
each  other,  as  respects  the  faces  which  hold  the  wheel,  but  are 
so  shaped  that  the  faces  are  farther  apart  at  the  shaft  than  at 
their  outer  edges.  If  the  wheel  is  also  convex  on  its  faces  to  fit 
these  flanges,  it  is  obvious  that  segments  of  the  wheel,  in  case 
of  a  break,  cannot  get  out  of  the  grip  of  the  flanges,  because 
these  are  nearer  together  at  their  outer  edges  than  at  the  cen- 
tral portions.  Furthermore,  by  connecting  the  hood  by  a  pipe 
or  duct  to  an  exhaust-fan  system,  and  keeping  the  lowered 
pressure  in  the  pipe  less  than  the  resultant  pressure  of  atmos- 
phere and  centrifugal  force,  the  motion  of  particles  will  be 
from  without  inward  and  away  from  the  respiration  area  of  the 
operative. 
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V.    SAFEGUABDING  THE  FOUNDBY. 

The  dangers  in  the  foundry,  and  the  safeguards  therefrom, 
must  be  only  alluded  to,  by  reason  of  the  limits  set  arbitrarily 
to  the  scope  of  this  paper  and  by  the  time  appropriate  to  allot 
thereto. 

The  risks  are  from  the  poisonous  gases  on  the  charging 
floor ;  from  the  hoisting  apparatus  leading  to  the  charging  floor ; 
from  falls  from  such  upper  level ;  from  the  molten  metal  in  its 
ladles  and  the  latter  hung  by  chains  or  upsetting  from  a  failure 
of  the  tilting  mechanisms ;  from  the  chipping  and  power-clean- 
ing of  the  castings  by  emery-wheel  or  tumbling-barrel;  from 
failure  or  derailment  in  the  overhead  trolley  system,  if  such  is 
used  for  light  ladles ;  and  from  sparks  and  globules  of  hot  metal 
reaching  the  eyes.  An  illustration  of  a  guarded  crane  will  be 
suggestive  as  a  type  of  what  is  to  be  secured  (Fig.  11). 

VI.    CONCLUSION. 

In  review  and  in  conclusion,  may  the  author  call  attention 
again  to  the  necessarily  narrow  scope  of  the  treatment  possible 
and  to  the  wideness  of  the  possible  area  of  productive  activity 
which  has  received  no  attention  whatever.  The  forge  and  the 
rolling  mill,  the  steel  works  and  the  blast  furnace,  the  saw-mill 
and  the  chemical  process  plant,  the  textile  mill  and  the  dye- 
house,  the  electric  furnace  and  the  power-transmission  line  and 
switches — each  offers  its  own  problems  and  all  have  found  their 
satisfactory  safeguards.  Then  there  are  the  dangers  of  the 
quarry  and  the  mine,  of  the  tunnel  and  the  subway,  of  the  rail- 
way and  the  marine  transportation  systems,  which  belong  to 
what  has  been  called  above  the  ''outdoor"  class,  and  to  which 
no  consideration  has  beeu  given:  and  the  very  important  sub- 
ject of  the  safety  engineering  as  respects  fire  in  industrial  estab- 
lishments, involving  both  water-supply  and  the  sprinkler  engi- 
neering, and  the  drill  of  work-folk  in  face  of  danger  has  been 
passed  over  entirely.  The  author  has  no  illusions  that  the  treat- 
ment given  has  been  exhaustive  or  satisfactory.  The  purpose  of 
the  paper  will  have  been  served  if  it  shall  have  drawn  attention 
once  more  to  the  character  of  the  needs  in  a  standard  plant,  and 
to  the  directions  along  which  safety  has  been  sought  and  the 
methods  of  safety  designing. 
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The  author  would  speak  most  appreciatively  of  the  help 
and  cooperation  of  the  American  Museum  of  Safety  of  the 
State  of  New  York,  and,  in  the  matter  of  the  illustrations  used, 
of  the  courtesy  of  Mr.  Carl  M.  Hansen,  Member  of  the  Ameri- 
can Society  of  Mechanical  Engineers  and  of  his  consent  to  re- 
produce copyright  drawings  of  the  Workmen's  Compensation 
Service  Bureau  for  the  purposes  of  the  Engineering  Congress. 
These  have  been  created  by  him  and  his  colleague  engineers 
and  hearty  and  sincere  thanks  are  hereby  extended. 

And,  after  all,  when  the  designer  and  creative  engineer 
have  done  their  utmost,  there  will  remain  the  function  of  the 
administrator  to  create  an  atmosphere  in  the  plant  and  among 
the  work-folk  which  shall  make  safety  in  operation  an  ideal 
of  each  individual.  This  object  has  been  sought  by  many 
means,  but  probably  the  most  effective  is  the  organization  of 
Safety  Committees  of  the  workmen,  particularly,  when  the  lat- 
ter speak  many  vernacular  languages.  It  is  the  duty  of  such 
committees  to  see  to  it  that  safety  appliances  are  used  when 
provided,  and  that  the  man  is  fully  advised  in  his  own  speech 
as  to  safety  to  himself  and  his  companions.  The  reckless  and 
indifferent,  by  a  pressure  from  his  own  associates,  must  not  be 
allowed  to  take  chances,  when  a  mischance  would  cost  the  life 
or  earning  power  of  the  careful  and  the  innocent  who  would  be 
involved  in  the  disaster.  In  a  word,  the  process  is  one  of 
Education,  and  then  more  Education.  If  this  paper  shall  be 
usable  for  the  end  which  it  seeks,  its  preparation  will  have  been 
justified. 

DISCUSSION 

Mr.  The  Cliaiiiiiaxi,  Mr.  Geo.  W.  Dickie,*  Mem.  Am.  Soc.  M.  £.,  opened 

DieUe.  the  discussion  by  remarking  that  it  is  almost  inconceivable  the  risks 
men  wiU  sometimes  take.  He  recalled  the  case  of  a  carpenter  who  seated 
himself  on  the  overhanging  end  of  a  plank,  which  he  intended  to  cut  off, 
making  the  saw  cut  between  himself  and  the  support,  thus  "cutting 
himself  off".  Bemarkable  to  state,  a  court  held  the  employer  liable  for 
$5000  damages.  Protection  is  now  so  complete  that  a  man  has  to  go  out 
of  the  ordinary  execution  of  his  work  to  get  hurt. 

The  matter  of  insurance  has  been  better  handled  in  Europe  than  in 
the  United  States.  In  Sweden,  for  instance,  the  industries  are  arranged 
in  groups,  and  each  group  has  to  pay  its  pro  rata  of  the  cost  of  accidents. 

*  Consult.  Engn^.,   San  Francisco,  Calif. 
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By  this  method  the  cost  of  insurance  has  been  reduced  to  one  tenth  of     Mr. 
one  percent  of  the  pay  roll.    In  this  country  it  is  diiTicult  to  get  the  same  ^**^1^^«' 
insurance  below  6%. 

Mr.  Lnther  D.  Bnrlingame,t  Mem.  Am.  Soc.  M.  E.,  recalled  an  acci-  Mr. 
dent  case  in  which  he  was  called  as  an  expert.  A  girl  in  a  screw  factory  Burilngame. 
had  dropped  something  under  her  machine  and  in  attempting  to  pick  it 
up,  her  hair  was  caught  in  a  revolving  shaft  and  torn  from  her  head. 
Also,  in  another  case,  a  man  who  heard  some  unusual  noise  above  his 
machine  and  thinking  it  was  a  loose  collar  rattling,  attempted  to  adjust 
it,  and  in  doing  so,  put  his  fingers  among  a  train  of  gears.  In  both  of 
these  instances  the  operators  did  unusual  things  and  exposed  themselves 
in  ways  that  would  not  ordinarily  have  been  called  for.  Education  is 
required  to  teach  avoidance  of  such  unusual  accidents  and  two  ways  of 
doing  this  are  open.  First,  teach  the  workman  to  believe  that,  if  he 
takes  no  risks,  he  is  a  better  workman;  second,  teach  safety  in  the 
technical  schools.  The  schools  and  colleges  have  been  followers  and  not 
leaders  in  this  respect.  Appliances  and  physical  guards  have  little  to 
do  with  safety  after  all,  and  education  is  the  chief  thing.  The  great 
majority  of  accidents  are  now  mechanical,  a  man  may  slip  and  fall  or 
splinters  may  fly  and  strike  the  eye,  which  no  guards  will  prevent. 

Mr.  R.  Seahasayee,!  Assoc.  A.  I.  PJ.  E.,  said  that  the  Indian  Govern-  Mr. 
ment  had  organized  a  department  for  the  inspection  of  factories  to  meet  SeshMayee. 
the  great  need  of  accident  protection.  Inspection  is  made  periodically 
as  to  the  proper  protection  of  the  machine  and  the  competence  of  the 
workmen  to  look  out  for  themselves.  Exporters  of  machinery  to  India 
should  place  all  safety  appliances  required  by  law  upon  their  products. 
Lathes  lately  imported  from  Italy  have  been  rejected  because  they  were 
not  sufficiently  safeguarded. 

Mr.  R.  L.  Rowley,!  Junior  Am.  Soc.  M.  E.,  called  attention  to  the     ^'- 
bad  practice  of  housing  in  a  large  area  which  it  was  desired  to  protect,     ^    °^* 
by  the  use  of  lumber  and  wooden  boxing.    This  is  resinous  and  highly 
inflammable  and  adds  to  the  fire  risk.    It  is  a  much  better  and  safer 
plan  to  use  metallic  guards  and  rail. 

Mr.  W.  O.  Lindemann,*  Assoc.  Mem.  Am.  Soc.  M.  E.,  said  that  it  is  Mr. 
a  difficult  matter  to  safeguard  at  points  where  machines  are  congested,  l^i'idemann. 
i.  e.,  where  machines  are  crowded  with  material  to  be  worked.  Points  of 
congestion  are  dangerous  even  to  visitors  going  through  the  plant.  It  is 
also  difficult,  at  first,  to  devise  safeguards  for  machines  with  which  the 
users  are  unacquainted.  In  this  connection  he  desired  to  call  attention 
to  the  value  of  safety  museums  for  showing  how.  European  cities  have 
such  museums  and  all  large  cities  in  this  country  should  likewise  have 
them.    It  is  hard  to  carry  on  safety  work  with  unreliable  help.    In  this 

t  InduBtrial  Supt.,  Brown  ft  Sharpe  Mfg.  Co.,  Providence,  R.  I. 
t  Trichinopoly,  South  India. 
§  San  Francisco,   Calif. 
*  Milwaukee,  Wisconsin. 


436  DISCUSSION  ON  SAFETY  ENGINEERING 

Hr.         respect  labor  falls  into  two  classes — desirable  and  undesirable.    A  work- 
Llndemftnn.  ^^^^^  j^^^y.  gQ^g  ^^  j^jg  work  unfit  for  it,  on  account  of  drink.    The  sooner 

employers  get  rid  of  these,  the  sooner  will  accidents  cease. 

Mr.  Mr.  J.  J.  Bosenthalft  Assoc.  M.  Am.  Soc.  C.  E.,  said  that  he  had 

Rosenthal,  qq^  noticed  that  safeguarding  on  construction  work  had  been  touched 
upon  in  this  paper.  He  had  met  superintendents  and  engineers  who  had 
said  that  it  was  impossible  to  safeguard  construction  work.  It  is  possi- 
ble to  safeguard  machinery  on  construction  work  and  to  inculcate  the 
slogan  "safety  first",  just  as  in  a  factory.  Teach  workmen  to  employ 
scaffolding,  false  work,  etc.,  of  suitable  strength. 

Prof.  Prof.  F.  B.  Hntton,  in  closing,  expressed  gratification  over  the  inter- 

Hutton.  ested  comment  in  the  foregoing  discussion,  and  desired  to  express  his 
appreciation  therefor. 

Construction  work,  referred  to  by  Mr.  J.  J.  Rosenthal,  is  usually 
in  the  "outdoor"  class,  and  was  for  that  reason  expressly  excluded  from 
treatment.  But  the  speaker  is  right  in  the  general  comment  that  this 
class  of  safeguarding  has  not  received  the  attention  which  it  deserves. 
There  may  be  two  reasons  for  this.  One  is  that  such  work,  in  the  general 
case,  is  by  nature  temporary  as  compared  with  the  factory  condition; 
and  as  respects  any  one  individual  employee,  it  is  of  short  duration.  The 
other  is  that  in  the  majority  of  cases  the  worker  is  injured  either  by  his 
own  fall,  or  by  the  fall  on  him  of  some  object  from  above;  that  is,  the 
worker  is  to  be  shielded  from  the  action  of  gravity  as  a  force,  and  this  is 
one  of  the  most  troublesome  forces  to  guard  against.  It  is  the  man  who 
is  the  possible  victim  who  must  carry  the  safety  device  with  him  as 
he  moves  about,  while  in  the  factory  class  he  is  to  be  shielded  as  he 
stands  still.  Difficulties  from  congestion  and  crowded  spaces,  spoken  of 
by  Mr.  W.  G.  Lindemann,  are  not  usually  present  under  these  conditions, 
nor  those  from  fire,  referred  to  by  Mr.  R.  L.  Rowley.  The  reference  by 
Mr.  R.  Seshasayee  to  the  advanced  state  of  the  art  of  safeguarding  in 
India  is  particularly  interesting. 

t  Sftn  Francisco,   Calif. 


Paper  Ko.  130 


MOTOB  VZmOLES;  PAS8EN0EB  TTPB. 


By 

ETHELBEBT  FAYABY,  Mem.  Soc.  Auto.  Engn.,  Mem.  Aero.  Soc. 

New  York,  N.  Y.,  U.  8.  A. 


It  is  the  object  of  the  author  to  give  within  the  space 
allotted  by  the  Engineering  Congress  as  comprehensive  a  view 
as  possible  of  present  construction  of  the  different  parts  form- 
ing the  motor  car  of  today,  yet  the  whole  treatment  is  neces- 
sarily limited  owing  to  the  brevity  of  this  paper. 

ENGINES. 

Within  the  last  few  years  the  short-stroke  high-speed  en- 
gine has  been  superseded  by  the  long-stroke  engine.  The 
average  stroke-bore  ratio  of  the  present  American  practice  is 
about  1 1/3  to  1.  While  the  average  theoretical  power  of 
engines  has  been  decreased  somewhat  in  the  1915  models,  the 
engines,  nevertheless,  give  a  higher  power,  due,  no  doubt,  to  the 
better  balance  and  lighter  reciprocating  parts,  and  other  im- 
provements to  be  mentioned  later.  With  these  improvements 
and  refinements,  the  engine  speed  could  be  appreciably  in- 
creased; however,  to  obtain  the  best  efficiency  in  the  long  run, 
with  the  most  comfort  and  the  least  vibration,  the  engine 
should  be  run  at  not  too  high  a  speed  under  ordinary  condi- 
tions. 

One  of  the  recent  tendencies  in  engine  design  is  to  cast 
the  cylinders  en  bloc,  and  to  have  separate  heads  attached 
thereto.  With  the  separate  cylinder  heads,  the  user  finds  it 
more  efficient  and  convenient  to  take  off  the  head,  scrape  the 
carbon  from  the  cylinders,  grind  the  valves;  also  he  finds  the 
removal  of  pistons  and  connecting  rods  facilitated. 

The  separate  head  offers  important  manufacturing  advan- 
tages by  enabling  the  upper  half  of  the  crank  case,  or  the  crank 


438  MOTOR  VEHICLES;   PABSEKGEB  TYPE 


\ 


Tig.  a.     Bwtloul  Tliw  ot  Flf.  1. 


MOTOR  VEHICLES;  PASSENGER  TYPE  439 

case  entire,  to  be  east  with  the  cylinders  en  bloc.  This  saves 
several  machining  operations,  and  by  making  it  possible  to  prop- 
erly support  the  core,  it  insures  a  uniform  thickness  in  the 
cylinder  wall,  thus  permitting  such  wall  to  be  cast  much  thin- 
ner without  danger  of  defects.  It  is  also  a  more  economical 
construction,  as  the  crank  case  is  made  of  cast  iron  instead  of 
aluminum,  which  is  more  expensive ;  by  casting  the  crank  case 
en  bloc  with  the  cylinder,  the  heavy  flanges  or  joints  between 
cylinder  and  crank  case  are  obviated,  thus  saving  about  the  same 
weight  as  is  due  to  the  use  of  cast  iron  instead  of  aluminum. 
With  the  detachable  head,  the  entire  combustion  chamber  can 
be  machined,  thus  insuring  absolute  uniformity  in  the  volume 
of  all  the  cylinders.  Over  30%  of  the  present  American  models 
employ  the  separate  cylinder  head,  and  manufacturers  con- 
tinue its  adoption  for  both  the  four-  and  six-cylinder  engines. 
Fig.  1  (Ford)  shows  a  side  view  of  the  engine  of  the  most  suc- 
cessful small  car  in  this  country.  The  cylinders  are  cast  en  bloc 
with  one  half  of  the  crank  case.  Fig.  2  gives  a  sectional  view 
of  the  same  engine;  the  ** separate  cylinder  head"  being  remov- 
ably attached  at  line  A — A.  Note  the  compactness  and  simplic- 
ity of  the  entire  construction. 

Mono-bloc  castings  are  employed  today  for  even  the  largest 
motors,  but  especially  for  the  four-cylinder  engines.  A  large 
number  of  the  sixes  are  cast  in  two  sets  of  three;  this  relates 
especially  to  the  greater  horsepower  six-cylinder  engine,  which, 
on  account  of  the  size,  is  more  difficult  to  cast  in  a  unit  with  the 
crank  case.  Fig.  3  (Hudson)  shows  a  six-cylinder  engine  with  the 
cylinder  cast  in  two  sets  of  three,  bolted  to  the  aluminum  crank 
case.  Fig.  4  (Marmon)  shows  the  crank  case  used  in  connec- 
tion with  bolted-on  cylinders.  In  this  instance,  the  entire  crank 
ease,  with  the  exception  of  the  oil  reservoir  forming  the  bottom 
plate,  is  in  one  piece.  By  casting  the  motors  en  bloc,  the  engine 
length  can  be  reduced,  which,  in  turn,  permits  a  reduction  in 
the  length  of  the  wheelbase,  or  an  increase  in  the  body  length 
without  increasing  the  wheelbase.  Block  casting  facilitates  the 
enclosure  of  every  moving  part,  thus  tending  toward  silent  run- 
ning and  rendering  the  exterior  of  the  engine  simpler  and  neater. 
Until  recently,  it  was  feared  that  difficulties  might  be  encoun- 
tered in  the  foundry  in  ca.sting  these  cylinders  en  bloc ;  improve- 
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ments  made  in  foundry  work  have  shown  this  fear  to  be  ground- 
less, as  the  results  speak  for  themselves.  Over  70%  of  the  four- 
cylinder  engines  are  east  en  bloc,  and  about  40%  of  the  sixes. 
An  engine  cast  en  bloc  with  separate  heads  is  also  more  accessi- 
ble than  if  cylinders  arc  cast  separately  and  removably  attached 
to  the  crank  case. 

American  practice  favors  the  **L"-head  cylinder.  (See 
Pig.  2.)  One  reason  for  its  rapid  adoption  may  be  traced  to  the 
block  casting,  which  is  more  suitable  for  this  type.  About  70%* 
of  the  engines  of  the  1915  models  have  ''L"-head  cylinders,  and 
it  is  fair  to  predict  that  **L"-head  and  mono-block  cylinders  will 
soon  be  the  outstanding  feature  of  American  standard  practice. 

The  four-cylinder  engine  is  still  used  in  the  majority  of 
present  models,  but  the  six  cylinder  has  been  gaining  ground 
rapidly,  and  is  employed  in  about  47%  of  the  models.  One 
prominent  maker  placed  an  eight-cylinder  engine  on  the  market 
several  months  ago;  since  then  five  or  six  other  eight-cylinder 
designs  have  made  their  appearance,  or  have  been  announced 
to  come  out  during  1915. 

The  advantages  of  the  six-cylinder  over  the  four-cylinder 
engine  are,  primarily,  the  torque  and  the  more  perfect  running 
balance,  hence  allowing  driving  at  low  speeds  without  the  jerk- 
ing so  noticeable  in  the  four-cylinder  engine.  Practice,  how- 
ever, has  demonstrated  that  the  efficiency  of  the  four-cylinder 
is  higher  than  the  six.  The  chief  losses  in  the  six  are,  no  doubt, 
due  to  the  larger  jacket  area,  the  greater  loss  due  to  friction 
and,  probably,  some  loss  due  to  exhaust  back-pressure  when  em- 
ploying one  exhaust  pipe,  which  is  the  usual  practice.  Roughly 
speaking,  in  the  six-cylinder  engine  about  20%  more  area  is 
exposed  to  the  cooling  water  than  in  the  four-cylinder  engine, 
and  as  about  one  half  the  heat  units  of  the  fuel  is  lost  through 
the  jacket,  the  great  amount  of  the  loss  due  to  this  increased 
area  can  be  fully  appreciated.  In  order  to  overcome  the  in- 
creased losses  in  heat  units  and  in  friction  in  a  six-cylinder 
motor  requires,  in  practice,  between  10%  and  15%  more  fuel 
than  in  a  four-cylinder  engine  of  the  same  horsepower,  design 
and  given  load.     The  jacket  losses  are  proportionately  greater 

*  The  Automobile,  December  31,  1914.  (A  number  of  the  percentages 
have  been  taken  from  this  issue  of  The  Automobile.) 
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at  light  loads,  consequently,  unless  the  sixes  are  used  at  full 
loads,  these  losses  will  be  even  greater;  since  six-cylinder  en- 
gines are,  as  a  rule,  higher  powered  than  fours,  the  losses,  in 
practice,  are  larger  than  given  above.  Nevertheless,  the  ad- 
vantages of  the  six,  from  the  user's  standpoint,  namely,  the 
increased  and  uniform  torque,  outweigh  the  eeonomic  fuel  ad- 
vantage, as  is  proven  in  practice  by  the  increasing  demand  for 
sixes,  year  by  year. 

The  advantages  of  the  eight-eylinder  engine  are  more  en- 
gine power  with  a  given  engine  length — since  the  eight-cylinder 
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IB  usually  built  "V"  shape,  i.e.,  the  cyliudera  are  arranged  in 
two  sets  of  four,  at  an  angle  of  90°.  (See  Pig.  5,  Cadillac.)  In 
redacing  the  length  of  the  engine,  weight  is  saved  in  the  crank 
case  casting,  crank  shaft,  etc.,  besides  the  weight  saved  in  the 
chassis,  which  makes  possible  the  shortening  of  the  wheelbase. 
Theoretically,  the  eight-cylinder  engine  has  a  better  and  more 
uniform  torque  and  the  reciprocating  parts  are  in  absolute  bal- 
ance, thus  avoiding  the  chief  cause  of  vibration  in  the  four- 
cylinder  type.  There  being  four  explosions  in  each  revolution 
of  the  crankshaft,  such  an  engine  should  be  more  flexible."  The 
disadvantage  of  the  eight-cylinder  engine  is  the  increased  fuel 
losses  due  to  the  greater  area  exposed  to  the  heat.    For  a  given 
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power  the  cylinders  would  be  considerably  decreased,  and  by 
decreasing  the  bore  the  valve  area  is  reduced,  which  ofEers  higher 
frictional  resistance  to  the  inflowing  gas.  Another  disadvantage 
is  the  multiplicity  of  parts ;  and  it  is,  at  this  time,  simply  a  con- 
jecture whether  the  nianufaclurers  of  eight  cylinder  engines 
will  be  able  to  bear  out  their  claims. 


"With  separate  cylinder  heads,  it  is  possible  to  increase  the 
diameter  of  the  valves  somewhat,  as  it  is  feasible  to  place  the 
valves  closer  together.  (With  integral  heads  allowance  must  be 
made  for  the  width  of  the  bridge  between  adjacent  valve  blocks.) 

.  M.  HcUlt,  for  torque,  etc.,  of 
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With  the  practice  prevalent  today  in  the  "L''-head  engine, 
both  valves  are  of  the  same  size,  and  as  they  are  both  fitted  into 
one  port  or  cylinder  neck,  the  valve  diameter  is  necessarily  lim- 
ited.   (See  Fig.  6,  Mitchell.) 

With  the  *'T"-head  cylinder,  it  is  possible  to  increase  the 
valve  dimensions,  but  thereby  the  heat  losses  are  increased  be- 
cause of  the  larger  area  exposed  to  the  heat.  Valve  dimensions 
are  a  very  important  factor  in  obtaining  high  efficiency  at  high 
speed.  In  finding  the  correct  area  for  valves,  the  cylinder  stroke 
as  well  as  the  bore  should  be  considered,  and  not,  as  is  frequently 
done,  consider  the  bore  only.  Heretofore,  with  the  short-stroke 
engines,  where  bore  and  stroke  were  alike,  it  has  been  considered 
good  practice  to  make  the  diameter  of  the  valves  40%  to  45% 
of  the  bore ;  now  that  the  stroke  is  longer — and  high  speed  with 
high  efficiemcy  is  sought — ^manufacturers  find  it  necessary  to 
increase  the  valve  diameter. 

Outside  of  block  castings,  no  doubt  one  large  factor  for  the 
increased  use  of  the  **L"-head  cylinders  is  economy  in  produc- 
tion, as  with  this  type  the  valves  are  all  on  one  side,  requiring 
one  cam-shaft  only.  The  *  *  I '  '-head  cylinder  having  the  overhead 
valve  (which  is  used  by  a  few  manufacturers)  permits  the  em- 
ployment of  larger  valves  and  allows  the  valves  to  open  directly 
into  the  cylinder.  With  the  **I"-head,  a  more  efficient  fuel 
economy  is  possible  by  eliminating  the  area  of  the  valve  ports, 
and  thus  reducing  the  heat  losses ;  however,  it  is  more  expensive 
to  manufacture  and  the  valves  are  not  so  accessible.  (See  Pigs. 
7  and  8,  Buick.)  In  making  the  '*I''-head  motor  with  a  de- 
tachable head,  this  difficulty  has  been  overcome  in  one  of  the 
1915  models,  where  the  entire  mechanism,  including  the  cam- 
shaft, is  placed  overhead.     (Chalmers.) 

The  original  drive  for  the  cam-shaft  was  by  means  of  ordi- 
nary spur  gears  from  the  crank  shaft  to  the  cam-shaft.  To  over- 
come the  defect  of  noise  in  this  type,  helical  gears  were  devel- 
oped, where  the  teeth,  instead  of  running  parallel  with  the  axis 
of  the  gear,  form  a  helix,  making  an  angle  of  30°  with  the  axis. 
The  helical  gear  transmits  the  power  more  uniformly  as  the 
entire  tooth  does  not  come  into,  nor  out  of,  engagement  at  the 
same  time.  The  helical  gears,  however,  produce  an  end  thrust, 
which  must  be  provided  for.     (See  Fig.  9,  Pierce- Arrow.)     A 
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Fig.  9.   FlaiMArtow,   T-baid  engiiia.   Hsltnl  ipnr  f*iii  for  cim-iluna. 

number  of  makers  have  adopted  the  silent  chain  drive  for  the 
cam-shaft.  (See  Fig.  5.)  These  chains,  when  they  wear  and 
have  increased  their  pitch,  do  not  affect  the  fit  of  the  chain  teeth 
on  the  wheel-teeth.  However,  almost  three  fourths  of  the  models 
employ  the  helical  spur  gears,  which  must  thus  be  considered  the 
standard  practice. 

From  statistics*  compiled  for  this  year's  practice,  the  aver- 
age timing  of  the  inlet  valve  on  the  latest  models  shows  that  it 
opens  at  about  11.50  past  upper  dead-center,  and  closes  at  37.30 
past  the  lower  center.  The  exhaust  valve  opens  at  about  46.90 
before  lower  center,  and  closer  at  6.50  past  upper  center. 

*  The  Automobile,  Dec.  31,  1914. 
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The  avera^^e  inlet-valve  closure  is  somewhat  later  than  in 
former  models,  the  intention,  no  doubt,  being  to  make  use  of  the 
inertia  of  the  incoming  gas  to  bring  a  larger  volume  of  fresh 
mixture  into  the  cylinder. 

The  average  opening  of  the  exhaust  valve  is  about  3°  later 
in  the  1915  models  than  in  last  year's,  and,  no  doubt,  the  long- 
stroke  engine  is  responsible.  With  an  increased  engine  speed, 
the  opposite  would  have  been  expected ;  for  with  a  higher  piston 
speed,  it  would  be  deemed  advisable  for  the  exhaust  valve  to  open 
earlier  in  order  to  reduce  the  pressure  in  the  cylinders  to  atmos- 
pheric pressure  by  the  time  the  piston  reaches  the  end  of  the 
stroke. 

The  closure  of  the  exhaust  valve  in  the  latest  models  is  about 
3°  earlier.  This  indicates  a  tendency  toward  the  increase  of  the 
negative  valve-lap,  it  having  increased  from  minus  1.9°  in  last 
year's  models,  to  minus  5"^  in  the  present  models.  The  positive 
lap — i.e.,  where  the  intake  and  exhaust  remain  open  at  the  same 
time — ^has  decreased,  at  the  present  day  being  used  in  only  about 
30%  of  the  models,  whereas  70%  use  the  negative  lap  and  about 
20%  the  zero  lap — ^viz.,  where  the  inlet  valve  opens  simultane- 
ously with  the  closing  of  the  exhaust  valve.  With  the  negative 
lap— where  the  inlet  valve  opens  after  the  piston  descends  for 
some  distance  on  the  suction  stroke — the  fresh  charge  will  flow 
into  the  cylinder  at  a  higher  speed  on  account  of  the  partial 
vacuum  in  the  cylinder  at  that  instant.  Heretofore,  it  has  been 
held  that  the  positive  lap  could  be  used  for  this  purpose,  as 
the  inertia  of  the  exhaust  gases  through  the  exhaust  port  would 
create  a  certain  vacuum  in  the  cylinder,  and  thus  have  the 
same  effect.  The  change  in  the  tendency  toward  the  use  of  the 
negative  lap  may  be  accounted  for  by  the  increase  of  the  **L" 
head,  where  both  valves  are  side  by  side. 

In  the  **T"  head — where  the  ports  are  on  opposite  sides 
of  the  cylinder — the  inertia  of  the  exhaust  can  be  used  to  ad- 
vantage, since  after  the  inlet  valve  opens,  it  would  take  some 
time  before  the  fresh  gas  is  carried  across  the  cylinder  to  the 
exhaust  port.  In  the  **L'*  head,  where  the  valves  are  close 
together,  the  positive  lap  would  cause  the  fresh  charge  to  flow 
right  out  through  the  exhaust  valve. 

The  valve  in  most  general  use  today  is  the  poppet  valve. 
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The  advantage  of  this  valve  is  that  it  does  not  require  lubri- 
cation, and  when  leaks  develop,  can  easily  be  ground  into  its 
seat.  Recently,  great  improvement  has  been  made  in  the  valve 
itself,  by  using  tungsten  or  high-speed  tool  steel  in  its  construc- 
tion ;  this  steel  withstands  the  abrasive  action  of  the  hot  gases 
much  better  than  ordinary  steel,  thus  increasing  the  life  of  the 
valve  as  well  as  eliminating  the  necessity  of  frequent  attention. 
The  disadvantage  of  this  type  is  the  inertia  of  the  valve 
and  the  parts  which  move  it,  hence  it  cannot  be  moved  to  a 
high  velocity  quickly,  nor  ean  it  immediately  be  brought  to 
rest,  without  undue  strain  and  noise.  The  advantages  of  the 
non-poppet  valve  types,  as,  for  instance,  the  sleeve  valve  in  the 
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Knight  engine  {see  Fig.  10,  Willys  Knight),  are  that  the  valves 
may  be  opened  and  closed  more  quickly,  and  run  more  quietly. 
"With  this  type,  the  valve  is  in  motion  when  it  begins  to  un- 
cover or  to  close  the  port.  However,  of  late  years,  the  poppet 
valve  has  been  made  more  silent  in  operation  by  improvement 
in  the  shape  of  the  cams,  stiffening  the  cam-shafts,  and  enclos- 
ing valve  springs  and  tappets.  With  sleeve-valve  engines,  there 
is  an  increased  power  for  a  given  piston  displacement,  due  pri- 
marily to  the  larger  valve  area,  the  increased  speed  in  opening 
and  closing  the  valves,  and  to  the  feasibility  of  making  the 
combustion  chamber  spherical,  thus  having  the  smallest  area 
exposed  to  the  gas  for  a  given  cylinder  volume,  hence,  reducing 
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the  heat  units  lost  to  the  wall.  In  the  sleeve-valve  engine,  the 
pressure  of  the  expanding  gases  against  the  valve  sleeve  is  self- 
contained,  whereas  with  the  poppet  type,  the  exhaust  valve  is 
opened  with  a  comparatively  high  pressure  on  its  head.  Fig. 
10  shows  the  two  sleeves  exposed. 

PISTONS. 

Pistons  have  been  increased  in  length  and,  at  the  same 
time,  lightened  in  weight.  This  was  made  possible  by  a  more 
perfect  core  work,  making  the  wall  and  the  webs  thinner.  A 
big  reduction  in  weight  has  also  been  made  in  the  piston  rings, 
the  present  tendency  being  to  have  a  smaller  number  of  rings 
at  the  top  of  the  piston,  the  rings  having  been  rendered  more 
efficient  by  the  employment  of  composite  rings,  i.  e.,  laminated, 
or  made  up  of  several  layers.  (Present  practice  favors  the  pur- 
chase of  certain  special  features  from  specialists,  piston  rings 
being  one  instance.)  This  improved  piston  ring  prevents  leak- 
age to  a  much  greater  degree,  and  thus  a  smaller  number  need 
be  employed.  While  in  the  single  rings  lap  joints  are  used,  in 
the  laminated  rings  the  laps  are  staggered,  and  hence  over- 
come leaks,  at  the  same  time  increasing  the  life  of  the  ring. 

CONNECTING  RODS. 

For  connecting  rods,  the  use  of  alloy  steel  is  very  common, 
especially  chrome- vanadium  and  chrome-nickel  steel.  How- 
ever, many  of  the  low-priced  cars  use  the  open-hearth  carbon- 
steel.  By  employing  alloy  steel,  the  connecting  rod  can  be  made 
light,  yet  strong,  thus  reducing  the  reciprocating  weight,  and 
thereby  minimizing  the  vibration;  the  ** I' '-beam-section  con- 
necting rod  being  most  commonly  used. 

CRANK-SHAFT  AND  BEARINGS. 

The  tendency  today  is  to  use  the  smallest  number  of  crank- 
shaft bearings  possible — ^two  bearings  for  four-cylinder  and 
three  bearings  for  six-cylinder  engines.  The  block  cast  cylin- 
ders and  the  decrease  in  cylinder  bore  would  further  indicate 
the  trend  in  this  direction. 

In  order  to  eliminate  torsional  vibrations,  it  has  been  found 
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necessary  to  make  the  crank-shaft  stiffer,  and  by  so  doing,  the 
number  of  bearings  could  be  reduced.  This  permits  the  short- 
ening of  the  shaft,  which,  with  the  block-cast  cylinder,  is  an 
advantage;  no  doubt  the  reduced  cost  also  has  a  bearing  on 
this  tendency,  and  it  is  fair  to  predict  that  American  standard 
practice  will  have  two  bearings  for  the  four-  and  three  for  the 
six-cylinder  engines.  The  trend  in  that  direction  dnring  the 
last  twelve  months  has  been  especially  noticeable  in  the  six- 
cylinder  engines,  as  even  last  year  the  four-bearing  type  was 
still  in  preponderance.  Fig.  11  (Chandler)  shows  the  crank- 
shaft and  pistons  of  a  six-cylinder  engine,  with  three  bearings. 


Ttt.  11.   OIiuidiM  orank-ilun  md  plitoni. 

The  seven -bearing  type  which  was  formerly  used  in  the 
sises  is  losing  ground  very  rapidly.  With  the  requirement  for 
a  stiffer  crank-shaft,  the  diameter  of  the  crank-shaft  has  been 
increased;  this,  however,  means  a  higher  peripheral  speed  of 
the  bearings.  In  order  to  reduce  the  diameter  and  the  weight, 
and  still  have  sufficient  stiffness  in  the  crank-shaft,  cbrome- 
nickel  steel  or  vanadium  steel  are  coming  into  use  more  and 
more.  By  giving  these  special  steels  careful  heat  treatment, 
the  tensile  strength  in  a  comparatively  small  shaft  is  remark- 
able: at  the  same  time  it  has  sufficient  stiffness  to  overcome 
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torsional  vibrations  at  high  speed.  However,  due  to  the  very 
important  matter  of  price,  no  doubt,  the  largest  number  of 
models  still  employ  the  0.40  carbon  open-hearth  steel  for  crank 
shafts. 

With  the  higher  speed  and  the  smaller  number  of  bearings, 
it  has  been  found  necessary  to  increase  the  bearing  length ;  this 
is  especially  important  in  the  rear  bearing  near  the  fly  wheel ; 
the  more  so,  as  most  engines  are  now  being  equipped  with  self- 
starters,  and  it  is  important  to  increase  the  length  of  this  bear- 
ing to  take  the  side  thrust. 

COOLING  AND  FUEL  ECONOMY. 

While  the  pump  circulation  is  used  in  about  72%  of  the 
models  on  the  market,  the  recent  tendency  is  to  adopt  the 
thermo-syphon,  which  is  made  use  of  in  27%  of  the  1915  models. 
In  some  of  the  new  designs,  a  larger  water  jacket,  and  thus  a 
greater  volume  of  water  around  the  cylinders,  is  provided. 
Whether  practice  will  continue  in  this  direction  is  questionable, 
since  too  much  cooling  reduces  the  eflSciency — except  in  moun- 
tainous countries,  where  it  is  advantageous  to  have  sufficient 
cooling  to  prevent  overheating. 

Pig.  6  shows  how  the  water  jacket  is  usually  arranged 
around  the  valves  and  the  combustion  chamber.  The  low  fuel 
economy  in  motors  is  very  frequently  due  to  excessive  cooling, 
i.  e.,  to  the  low  temperature  of  the  engine.  The  ideal  motor 
should  have  the  cooling  so  controlled  as  to  bring  the  water 
very  quickly  to  a  temperature  near  the  boiling  point,  and  then 
remain  there.  When  the  water  boils,  rapid  evaporation  takes 
place,  with  the  concomitant  overheating.  Experience  has 
shown  that  on  long  trips,  when  the  engine  has  become 
thoroughly  warm,  a  higher  fuel  efficiency  is  obtained  than  when 
making  short  trips  with  frequent  stoppages  of  the  engine.  In 
the  thermo-syphon  system,  the  water  in  the  water-jackets  of 
the  engine  sooner  reaches  a  high  temperature,  but  it  also 
boils  away  more  quickly  in  mountainous  countries  and  in  traffic. 
However,  when  stopping  the  motor  it  cools  rapidly,  as  the  circu- 
lation of  water  between  radiator  and  jacket  continues. 

With  the  pump  circulation,  the  flow  of  water  is  practically 
checked  when  the  motor — and  thus  the  pump — ceases  to  rotate, 
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thereby  retaining  the  heat  near  the  motor,  even  though  the 
radiator  cools  rapidly.  When  re-starting  the  engine,  the  tem- 
perature is  higher  to  begin  with,  besides  making  starting  easier. 
Air-«ooled  motors  have  shown  an  exceptionally  good  fuel 
economy,  due  principally  to  the  high  temperature  of  the  en- 
gines, or  the  absence  of  severe  cooling  means.  Probably  due 
to  the  increase  in  manufacture  of  the  small  low-priced  cars,  the 
thermo-syphon  system  is  being  used  more  extensively,  but  the 
pump  system  is  still  employed  in  about  75%  of  all  the  models. 
Fig.  3  shows  a  neat  arrangement  of  the  water  pipe  leading  from 
the  cylinders  to  the  radiator  at  B,  while  a  more  common  con- 
struction can  be  seen  on  Fig.  9. 

FUEL  FEED. 

One  of  the  most  radical  changes  seen  in  the  1915  models 
has  been  in  the  fuel  feed.  Hitherto,  either  the  pressure  feed — 
i.  e.,  pressure  in  the  gasolene  tank — or  gravity  feed  has  been 
used  for  supplying  the  fuel  from  the  gasolene  tank  to  the  car- 
buretors. Most  of  the  systems  using  the  gravity  feed  have 
tanks  in  the  cowl.  The  disadvantage  of  the  gravity  feed  is  that 
the  carburetor  has  to  be  placed  very  low,  thus  increasing  the 
length  of  the  intake  manifold.  The  cowl  tank  is  also  disad- 
vantageous on  account  of  the  restricted  space  for  its  disposi- 
tion and  limiting  the  space  for  the  occupants;  besides,  on 
account  of  the  odor  of  gasolene  which  may  run  over  or  spill 
when  filling  the  tank.  By  taking  the  tank  away  from  beneath 
the  seat,  it  enables  the  latter  to  be  made  considerably  lower, 
with  deeper  cushions,  thus  following  the  tendency  of  giving 
the  occupants  increased  comfort.  During  the  past  year,  the 
vacuum  fuel-feed  has  come  into  vogue,  and  appears  on  more 
than  one  quarter  of  all  the  1915  models.  A  further  tendency 
is  to  remove  the  gasolene  tank  from  under  the  seat. 

One  distinct  advantage  offered  by  the  vacuum-feed  system 
is  that  all  cars  may  have  the  tank  in  the  rear ;  the  results  so  far 
achieved  with  this  system  have  been  most  satisfactory,  and  it 
is  fair  to  predict  that  it  will  soon  be  the  standard  adopted  by 
manufacturers.  With  this  system,  the  carburetor  can  be  placed 
in  the  most  accessible  position,  while  the  tank,  being  in  the 
rear,  does  not  interfere  with  the  occupants  of  the  car.    In  the 
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vacuum-feed  system,  a  pipe  runs  from  the  inlet  or  intake  mani- 
fold to  the  npper  chamber  of  a  small  auxiliary  tank  (Fig.  12, 
Stewart)  ondcr  the  en^ne  bonnet.    The  lower  chamber  is  con- 


Tig.  12.    atevart  r 


nected  with  the  carburetor.  The  vacuum  created  by  the  intake 
Htroke  of  the  engine  draws  the  gasolene  from  the  gasolene  tank 
into  the  upper  chamber.    The  float  determines  the  height  of  the 
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gasolene  therein  by  shutting  the  vacuum  valve,  and  opening 
an  air  valve  at  the  same  time,  whereupon  the  gasolene  flows 
into  the  lower  chamber.  When  the  float  descends  below  a  cer- 
tain point  the  vacuum  valve  is  opened  again,  and  the  process 
of  refilling  the  upper  chamber  begins  anew.  The  lower 
chamber  being  open  to  the  atmosphere,  the  gasolene  flows  to 
the  carburetor  by  gravity  in  the  usual  way. 

It  is  fair  to  state,  however,  that  the  gravity  feed  is  at  present 
still  used  more  than  any  other  system. 

LUBRICATION. 

Splash  lubrication — ^i.  e.,  lubrication  where  every  bearing 
surface  of  the  motor,  including  cylinders,  pistons,  crank-shaft 
bearings,  cam-shaft,  wrist  pins,  and  timing  gears,  are  lubricated 
from  the  splash — ^is  made  use  of  in  about  50%  of  the  1915 
models.  In  the  splash  system,  it  is  customary  to  feed  the  oil 
by  a  pump  through  a  trough  at  the  bottom  of  the  crank 
case. 

The  pressure-feed  system,  where  the  oil  is  taken  from  a 
reservoir  by  pump  and  is  forced  under  pressure  to  all  the  bear- 
ings— ^i.  e.,  entering  the  hollow  crank-shaft,  it  flows  to  the  lower 
connecting-rod  bearings,  from  there  through  hollow  leads  to 
the  wrist  pin  and  thence  to  the  cylinder  walls,  is  used  by  a 
number  of  manufacturers.  In  this  system,  the  cam-shaft  and 
timing  gears  are  also  fed  by  pressure  through  independent 
leads. 

In  a  large  number  of  models  the  splash-pressure  system  is 
employed,  in  which,  as  a  rule,  the  oil  is  carried  under  pressure 
to  the  main  crank-shaft  bearings,  the  overflow  being  utilized 
to  fill  the  trough  for  the  splash,  which  lubricates  all  other  sur- 
faces or  bearings.  There  are  variations,  however,  in  this  sys- 
tem ;  in  some  cases  the  cam-shaft  bearings  are  lubricated  direct, 
and  in  others  the  cylinder  wall  is  provided  with  oil  under 
pressure. 

CLUTCHES. 

A  recent  tendency  is  toward  the  employment  of  the  dry 
disc  clutch,  where  a  number  of  plates  or  discs  are  faced  with 
asbestos  fabric.     This  type  of  clutch   (first  developed  as  the 
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single  plate,  which  is  still  used  by  a  number  of  manufacturers) 
is  applied  to  about  one  third  of  all  the  models,  either  with  a 
single  disc  or  a  number  of  discs.  The  cone  clutch,  however, 
is  still  used  very  largely,  in  fact,  on  almost  one  half  of  all  the 
models  on  the  market — ^no  doubt  on  account  of  its  simplicity. 
While  in  former  years  this  clutch  was  always  covered  with 
leather  facing,  recently  the  tendency  has  been  to  adopt  asbestos 
facing.  In  the  cone  clutch  great  improvements  have  been  made 
in  lightening  the  cone  by  the  employment  of  aluminum  or 
pressed  steel.  The  disadvantage  of  this  clutch  is  its  small  fric- 
tional  surface,  thus  necessitating  a  large  diameter  of  the  cone, 
which  means  a  large  amount  of  inertia,  and  hence,  interfer- 
ence with  the  meshing  of  the  gears.  However,  with  the  im- 
provements just  mentioned,  these  objections  have  been  over- 
come to  a  large  extent.  Fig.  13  (Maxwell)  clearly  shows  the 
simplicity  of  this  type.  In  some  designs  a  number  of  small 
auxiliary  springs  are  placed  under  the  leather  facing  to  obviate 
a  too  sudden  grip. 

The  multiple-disc  clutch  (Fig.  14),  which  was  in  great 
vogue,  has  been  abandoned  to  a  large  extent,  owing  to  the  diflS- 
culties  of  lubrication,  etc.  This  clutch,  on  account  of  its  small 
diameter  made  possible  by  the  employment  of  the  number  of 
plates,  had  a  very  low  inertia,  but  the  difficulties  have  been 
chiefly  due  to  the  lubricant,  on  account  of  the  viscosity  changes 
with  varying  temperatures.  When  the  oil  is  not  sufficiently 
fluid,  the  clutch  drags,  because  of  the  small  release  motion  be- 
tween the  discs  making  the  meshing  of  the  gears  more  difficult. 
With  oil  too  thin,  the  action  of  the  clutch  will  be  too  sudden 
or  too  fierce,  thus  starting  the  car  with  a  jerk. 

To  avoid  these  troubles,  the  dry  type  of  disc  clutch  has 
been  developed,  and  is  giving  very  good  satisfaction  on  account 
of  its  smooth  action  and  low  inertia;  since  asbestos  is  not 
affected  by  heat  or  high  temperatures,  it  is  not  damaged  by  the 
slipping  of  the  clutch.  Practice  has  demonstrated  that  this 
clutch  does  not  drag,  and  as  the  asbestos  facing  is  yielding, 
jerking  is  overcome,  although  higher  pressure  between  the 
plates  is  employed.  Fig.  15  (Packard)  shows  assembly  and 
section  of  a  dry  plate  clutch  employed  by  a  well  known  make 
of  car.    As  seen,  there  are  two  series  of  plates  which  are  alter- 
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nately  connected  with  a  casing  "C"  attached  to  the  fly  wheel — 
and  the  spider  "S"  attached  to  the  clutch  shaft.  The  casing 
plates  are  faced  with  friction  material  which  contacts  the  steel 
plates  attached  to  the  spider. 

In  a  number  of  the  1915  models,  the  clutch  brake  is  used 
to  enable  a  smoother  meshing  of  the  gears.    This  clutch  brake 
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is  especially  useful  with  clutches  having  &  high  inertia.  The 
clutch  brake  is  made  automatic  and  comes  into  action  by  press- 
ing the  clutch  pedal  slightly  lower  than  necessary  for  disen- 
gaging the  clutch,  hence  its  use  is  optional  with  the  driver. 
It  is  useful  when  shifting  from  a  lower  gear  to  a  higher,  i.  e., 
when  the  engine  rotates  at  a  higher  speed  than  the  shaft  to 
be  meshed. 


TUc.  IB.  Plerca-AiTaw.  TrBonaliliaii. 
TBAN8MI88ION. 
There  is  a  growing  tendency  to  combine  the  transmission 
housing  with  the  engine  in  a  unit  power  plant,  as  seen  from 
Figs.  1  and  3,  About  one  half  of  the  models  are  now  so 
equipped,  and,  no  doubt,  practice  will  continue  in  this  direc- 
tion. The  amid-ship  location  of  the  gear  box,  i.  e.,  behind  the 
clutch,  is  being  abandoned  rapidly.  In  the  unit  power  plant, 
where  the  gear  box  is  combined  with  the  crank  case  of  the 
engine,  the  advantage  is  the  rigidity,  maintaining  the  engine 
and  gear  box  bearings  in  perfect  alignment.  It  also  lends  itself 
especially  well  to  the  three-point  support  upon  the  frame,  thus 
eliminating  the  stresses  upon  engine  and  gear  box  due  to 
distortions  of  the  frame. 
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Id  the  unit  power  plant,  a  large  amount  of  work  is  saved, 
and  by  using  the  center  control — which  is  now  the  standard  on 
80%  of  the  models — the  control  levers  and  pedals  can  be 
mounted  directly  on  the  bousing  of  the  power  plant,  thus  elim- 
inating a  number  of  levers,  shafts,  etc.  Another  advantage  is 
the  accessibility  of  the  gear  box,  it  being  directly  below  the 
front-seat  floor-boards,  whereas,  in  the  amid-sbip  location  the 
gear  box  is  located  further  back. 

The  trouble  with  having  the  gear  box  located  a  small  dis- 
tance behind  the  motor  is  that  when  the  frame  is  distorted 
slightly  or  sags  the  bearings  of  the  engine  and  gear  box  get 
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out  of  alignment;  to  overcome  this  defect,  the  universal  or  sli- 
ding joint  has  been  made  use  of  between  the  engine  and  the 
gear  box,  as  seen  from  Fig.  16  (Pierco-Arrow).  Note  the  com- 
pactness of  the  housing  and  the  solidity  of  the  shafts  and  gears. 
In  Fig.  14  the  gears  and  the  clutch  are  in  one  bousing.  Here 
the  sliding  jaw-clutch,  "j",  connects  the  clutch  with  the 
engine. 

Another  system  employed  by  several  prominent  makers  is 
the  gear  box  attached  to  the  rear  axle  and  combined  with  the 
driving-gear  housing.  While  the  unsprung  weight  on  the  rear 
axle  is  thereby  increased,  this  defect  is  largely  overcome  by 
making  the  rear  construction  very  light  in  weight.  Pig.  17 
(Packard)  shows  the  gear  housing,  "Q",  attached  to  the  rear- 
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axle  coDstructioD.  In  both  the  unit  power  plant  and  the  trans- 
miasion-axle  construction  the  propeller  shaft  can  be  made 
longer,  thus  reducing  the  angle  between  the  engine  shaft  and 
the  propeller  shaft,  thereby  lessening  the  stresses  created  by 
harmonic  speed  fluctuations. 

Fig.  17A  (Ford)  shows  the  planetary  type  of  transmission, 
which  is  used  in  a  successful  small  car.  The  different  sets  of 
gears  are  brought  into  action  by  stopping  the  revolution  of  the 
parts  which  support  the  gears.  By  means  of  the  bands  "a"  and 
"b"  (similar  to  brake  bands)  the  rotation  of  the  different 
parts  is  stopped;  "c"  is  the  multiple  disc  clutch,  operating  in 
oil.  In  the  planetary  type  of  transmission  the  gears  are  always 
in  mesh. 

The   four  speed   transmission  is  losing  ground,   and  the 
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three  speed  forward  and  one  reverse  is  beeoming  standard ;  no 
doubt  the  flexibility  of  the  six-cylinder  engine  is  largely  re- 
sponsible for  this,  as  the  car  can  be  run  very  slowly  on  the 
high  gear.  The  gears  themselves  have  been  improved  by  better 
materials  and  wider  teeth,  thereby  increasing  their  life.  By 
cutting  the  teeth  more  accurately,  the  noise  has  been  largely 
eliminated;  and  by  employing  shorter  shafts  in  the  gear  box, 
for  the  purpose  of  increasing  the  stiffness  and  to  prevent  shafts 
from  getting  out  of  alignment,  the  throw  of  the  gear  shift  levers 
has  been  reduced. 

FINAL  DRIVE. 

The  spiral  bevel-drive  is  rapidly  being  taken  up  by  manu- 
facturers; its  efficiency  is  almost  the  same  as  the  ordinary 
straight  bevel  gear,  with  the  added  advantage  of  silent  run- 
ning. The  spiral  or  helical  bevel  does  not  require  careful  ad- 
justment to  make  its  running  silent,  due  to  the  gradual  engage- 
ment of  the  teeth — i.  e.,  the  teeth  begin  to  come  into  engage- 
ment at  one  end  first,  the  contact  changing  from  one  end  of  the 
tooth  to  the  other  by  the  time  the  next  pair  of  teeth  come  into 
contact;  in  this  manner  a  much  smoother  action  is  obtained 
than  with  ordinary  spur  gears.  There  are  at  least  two  helical 
teeth  in  partial  mesh  all  the  time.  Fig.  18  (Franklin)  shows 
the  drive  from  the  drive  shaft  to  the  rear  axle  by  means  of  the 
spiral  bevel-drive.  The  housing  contains  also  the  differential 
gears,  as  seen  from  the  cut-open  section.  However,  at  the  pres- 
ent time,  the  straight  bevel  is  still  used  in  a  majority  of  the 
models.  Fig.  19  (Maxwell)  shows  the  bevel  drive,  with  the 
drive  shaft  **a"  and  axle  shafts  **c"  and  **d"  complete  in  the 
housing,  while  *'e'',  **f"  and  **g"  show  the  drive  shaft  and 
axle  shafts  removed,  disclosing  the  details. 

It  is  largely  due  to  automobile  construction  that  the  great 
strides  have  been  made  in  the  perfect  cutting  of  bevel  gears, 
for  in  order  to  avoid  noise  and  breakage,  it  was  expedient  that 
the  teeth  be  cut  to  the  correct  contour.  Helical  bevel  gears  are 
somewhat  stronger  for  a  given  size  than  plain  spur  gears.  For 
the  reasons  mentioned  above — ^i.  e.,  greater  strength,  with  the 
advantage  of  silent  running — ^no  doubt  their  adoption  on  a 
larger  scale  in  the  future  is  assured. 
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The  most  silent  drive  of  all  is  the  worm-gear  drive.  This 
can  be  made  more  compact  than  the  bevel  gear,  and  is  especially 
useful  where  large  reductions  are  required.    In  pleasure  cars, 
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they  are  only  used  in  a  few  instances  at  present,  yet  on  account 
of  their  efficiency  and  durability  {as  they  are  less  liable  to 
sudden  breakage  than  the  spur  gear),  it  is  a  question  whether 
they  will  not  be  used  to  a  large  extent  in  the  future. 
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With  worm  gears  the  efficiency  is  above  95%,  and  where 
conditions,  like  angles,  etc.,  are  favorable,  more  than  99%  has 
been  obtained.  In  the  "hour  glass"  or  Hindley  worm  gears, 
a  film  of  oil  always  separates  the  teeth,  and  hence  eliminates 
contact  between  them.    The  worm  wheels  are  frequently  made 
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of  special  hard  bronze,  while  the  worms  are  made  of  hard 
steel. 

Pig.  20  (Willys  Knight)  shows  this  construction  used  by  a 
well  known  manufacturer.  The  shaft,  with  the  worm,  is  here 
underneath  the  worm  wheel,  while  in  some  the  shaft  is  above 
the  wheel. 
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REAR  AXLES. 
In  almost  all  the  rear  axles  on  the  market,  the  differential 
is  supported  directly  on  bearings,  and  the  inner  emd  of  the 
drive  shaft  floats  in  the  differential.  In  most  models,  the  »uter 
end  of  the  shaft  is  connected  to  the  wheel  simply  through  a 
jaw  clutch,  i.  e.,  it  is  floating  in  the  wheel  as  well  as  in  the 
differential.  This  floating  type  of  axle  is  employed  in  over 
55%  of  the  models.  The  semi-floating  type — i.  e,,  where  the 
outer  end  of  the  axle  has  bearings — is  used  in  about  25%  of 
the  models.  The  lower  priced  ear,  as  a  rule,  has  the  semi- 
floating  type  on  account  of  its  simplicity  and  its  lightness  for 
a  given  strength.  In  the  full-floating  axle  there  is  a  greater 
strain  laterally  against  the  housing  of  the  bearing.     As  each 
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wheel  is  mounted  on  two  hearings  (sometimes  on  one  only)  at 
the  end  of  the  axle  housing,  only  torsional  driving  strains  are 
taken  up  by  the  axle  shaft. 

In  the  three-quarter  floating  axle  where  the  wheel  is 
mounted  on  a  single  bearing  on  the  axle  housing  and  is  rigidly 
attached  to  the  axle,  either  by  a  key  or  flange  connection,  there 
is  no  dead  load  resting  on  the  axle,  yet  at  the  same  time  the 
lateral  strains  (for  instance,  when  skidding)  are  reduced.  In 
this  type  the  axle  is  held  in  place  either  by  the  wheel  bearing 
or  by  a  lock  in  the  axle  housing  or  in  the  differential. 

The  three-quarter  floating  axle  came  into  use  about  two 
years  ago,  and  has  been  steadily  gaining — being  now  used  on 
about  20%  of  the  models.    This  type  is  cheaper  to  manufacture 
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thaD  the  full-floating  axle  and  allows  a  larger  bearing  surface 
for  the  rear  wheels. 

The  pressed-steel  construction  of  rear-azle  housing  may 
be  made  lighter  for  a  given  strength  than  the  built-up  form 
(usually  constructed  with  tubing  and  castings),  and  is  com- 
mon practice  with  the  floating  type.  While  the  dies  for  pro- 
ducing pressed-steel  axle  housiags  are  expensive,  the  tendency 
to  purchase  such  axles  from  axle  builders  has,  no  doubt,  largely 
contributed  to  this  design.  The  built-up  axle,  however,  is  more 
adaptable  to  use  with  the  enclosed  propeller  shaft  than  with 
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the  pressed  axle.  Fig.  21  (Chandler)  shows  a  full-floating, 
presaed-steel  axle,  and  in  Fig.  22  (Pierce- Arrow)  is  seen  the 
built-up  type,  semi-floating  construction  of  a  well  known  make. 

AXLE  BEARINGS. 
Practice  for  front  wheels  favors  the  tapered  roller-bearing. 
Fig.  23  (Franklin)  shows  the  standard  on  about  45%  of  the 
models,  while  the  adjustable  ball-bearings  claim  also  many 
adherents.  Rear  wheels  and  the  differential  are  usually  pro- 
vided with  annular  bearings  and  tapered  rollers ;  flexible  roller- 
bearings  are  also  used  here  to  some  extent.  Good  examples 
of  the  latter  are  seen  in  Figs.  24  (Ford)  and  25  (Maxwell)  both 
well-known  low-priced  ears. 
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PBONT  AXLES  AND  STEEEING  MECHANISM. 

In  Fig.  26  {Pierce- Arrow)  is  seen  the  I-beam  front  axle  con- 
stmction  and  the  usual  steering  mechanism.  Fig.  27  (Franklin) 
shows  the  worm-and-sector  type,  and  Fig.  28  (Winton)  the 
worm-and-nut  steering  gear.  In  the  latter,  a  larger  surface 
area  is  engaged,  hence  it  is  conducive  to  longer  wear  without 
the  great  amount  of  play  so  noticeable  in  many  cars  after  being 
in  service  some  time.  Of  course,  where  means  are  provided  for 
adjustment,  this  defect  can  be  overcome.  In  the  worm-and- 
sector,  the  power  employed  for  steering  is  transmitted  through 
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a  comparatively  small  contact  area  and  would,  therefore,  cause 
more  rapid  wear ;  yet,  as  this  has  been  the  standard  on  many 
first-class  cars  for  a  number  of  years,  it  is  evidently  giving 
satisfaction. 

TORQUE  AND  THRUST. 

The  most  radical  departure  from  previous  models  has  been 
the  adoption  of  the  "Hotchkiss"  drive,  in  which  the  rear  axle 
is  connected  with  the  frame  through  the  chassis  springs  only, 
making  the  latter  perform  the  functions  of  torque  and  thrust. 
Heretofore,  spring  makers  have  objected  to  this  construction 
on  the   ground   that  it   subjects  the   springs  to  unnecessary 
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strains,  but  practice  has  shown  the  method  to  permit  a  slight 
yielding  of  the  rear  axle  when  starting  and  braking,  by  a  cer- 
tain amount  of  flexure  in  the  springs,  thos  reducing  the 
stresses  on  the  transmission  members.  It  seems  fair  to  predict 
the  more  extensive  adoption  of  the  "Hotchkiss"  drive  by 
manufacturers.  Over  17%  of  the  models  now  employ  this  sys- 
tem, while  about  one  half  take  the  thrust  through  the  springs. 
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and  others  through  the  radius  rod  using  the  spring  for  taking 
the  torque.  Fig.  25  shows  how  elimination  of  torque  and  thrust 
rods  simplifies  the  rear  construction.  In  the  "Hotchkiss"  drive 
the  springs  are  rigidly  attached  to  the  rear  axle,  while  the 
front  end  of  the  spring  is  secured  to  the  frame  with  a  propor- 
tionately large  bolt  through  which  the  drive  is  transmitted. 
Manufacturers  using  the  "Hotchkiss"  drive  claim  that  it  is 
quieter,  more  flexible,  and  that  the  car  holds  the  road  better ; 
it  avoids  the  road  shocks,  which  are  transmitted  through  stiff 
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torque  members  from  the  axle  to  the  frame.  The  makers  who 
drive  through  the  springs,  and  employ  other  torque  members, 
claim  that  they  are  not  sacrificing  flexibility  in  driviDg,  while 


eliminating  a  certain  side  sway  and  other  strains  prevalent 
when  the  springs  perform  the  functions  of  the  torque.  Radios 
rods  are  apt  to  rattle,  yet  they  are  incorporated  in  about  20% 
of  the  models. 
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UNIVEHSAL  JOINTS. 
In  the  "Hot«hkiss"  drive,  as  well  as  with  separate  torque 
members,  two  universal  joints  in  the  propeller  shaft  are  re- 
quired; this  may  account  for  the  increased  number  of  models 
provided  with  them.  By  having  the  en^ne  shaft  in  line,  or 
almost  in  alignment,  with  the  differential,  there  is  very  little 
friction  loss  in  the  universal  joint.    When  using  two  universal 
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joints,  there  is  less  strain  in  the  shafts,  and  practice  has  also 
shown  that  there  is  less  friction  loss  for  a  given  drive  out  of 
alignment  than  with  one  universal  joint. 

SPRINGS. 

The  tendency  at  present  is  to  so  design  the  frame  and 
spring  suspension  that  the  rear  springs  are  situated  very  close 
to  the  wheels.  In  some  instances,  the  frame  is  wide  at  the  rear 
and  directly  over  the  springs.  Semi-elliptic  springs  are  stan- 
dard for  front  suspension  (see  Fig.  26)  although  a  few  manu- 
facturers employ  the  full  elliptics.  The  rear  spring  most  widely 
used  is  the  three-quarter  elliptic  (see  Fig.  25),  while  semi-ellip- 
tic and  platform  springs  are  losing  ground.  The  cantilever 
spring  has  recently  made  its  appearance  and  is  now  applied  to 
over  7%  of  the  models.  This  spring  (Fig,  29,  National)  is 
attached  to  the  frame  at  one  end,  "a",  and  supported  in  the 
middle,  "b",  the  other  end  being  attached  to  the  axle.  The 
advantages  of  this  type  are  the  smaller  unsprung  weight  and 
the  reduced  manufacturing  cost  for  a  given  amount  of  flezibil- 
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ity.  Another  advantage  is  the  absence  of  sharp  rebounds,  and 
a  greater  deflection  for  a  given  load  and  length  of  spring;  It 
also  obviates  the  cut  in  the  body  required  with  the  three- 
quarter  elliptic  spring.  When  the  cantilever  spring  takes  the 
driving  strain,  the  main  leaf  is  usually  stiffened — being  stronger 
sidewise,  it  eliminates  a  great  deal  of  side  sway.  When  torque 
rods  are  employed,  the  main  leaf  may  be  made  lighter,  as  the 
starting,  braking  and  torque  are  transmitted  through  the 
torque  rods.  Since  there  is  more  metal  in  the  line  to  the  thrust, 
they  are  especially  suitable  for  taking  the  thrust,  and  not  quite 
as  efficient  in  taking  the  torque.    Pig.  30  (Ford)  shows  the  front 


Tit.  30.    Ford.    Fiont  >xli 

suspension  of  a  well  known  small  car,  the  rear  being  similar 
in  construction ;  and  as  there  are  many  thousands  of  these  cars 
in  service  that  are  giving  satisfaction,  this  suspension  for  small 
cars  must  be  considered  very  satisfactory. 

CHASSIS  FRAME. 

A  tendency  of  design  is  to  have  the  chassis  frame  wider  at 
the  rear  and  narrower  in  front,  for  the  reason  that  it  allows 
more  space  to  support  a  wider  body  in  the  rear  while  a  nar- 
rower front  will  enable  the  car  to  turn  in  a  shorter  radius.  A 
more  recent  development  is  to  make  the  longitudinal  bars  of 
the  frame  only  parallel  over  the  front  spring  and  near  the  rear 
spring,  and  to  have  them  tapered  from  behind  the  front  to  the 
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rear  springs.  (See  Pig.  31,  Hudson.)  A  certain  amount  of  ma- 
terial is  gained  in  this  manner,  as  no  heavy  reinforcement  or 
sadden  offset  is  necessary  to  the  frame.  By  widening  the  frame 
in  the  rear,  it  is  also  possible  to  place  the  springs  directly  un- 
derneath the  frame,  as  shown  in  this  figure.  Some  manufac- 
turers have  the  sides  of  the  frame  straight  over  the  whole 
length,  but  tapered  from  the  front  to  the  rear. 


Tig.  31.   HndHin  Oliuili,   Flan  viaw. 
WHEELS. 

The  standard  in  this  country  is  the  wooden  wheel.  Wire 
wheels  have  been  in  use  on  a  few  cars  and  have  been  found  to 
give  satisfaction,  but  they  do  not  possess  the  advantages  usually 
claimed  for  them.  Tests  made  by  the  Automobile  Clnb  of 
America*  on  the  effects  of  the  wear  of  tires  on  wire  and  wooden 
wheels  have  shown  the  average  life  on  the  wooden  wheel  to  be 
8,076  miles,  while  the  average  on  wire  wheels  was  only  6,470 
miles.  These  tests  were  made  under  identical  conditions  at  the 
same  time,  and  ought  to  be  satisfactory  evidence  that  wire 
wheels  are  not,  under  any  circumstances,  superior  to  wooden 
wheels,  as  far  as  life  of  tire  is  concerned.  Tests  made  at  the 
University  of  Michigan!  showed  in  the  matter  of  strength,  in 
the  ability  to  "give"  under  a  shock,  and  in  the  power  of  re- 

*  Bulletin  of  the  Automobile  Club  ot  America  (Testing  Laboratory), 
August,  1914. 

t Society  of  Automobile  Kngineera,  "Wood  Wheels  va.  Wire  Wheels ", 
R.  B.  Mudge,  January,  1915. 
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covery  the  marked  superiority  of  the  wooden  wheel.  Other 
objections  against  the  wire  wheel  are:  its  reduced  life,  in- 
creased cost  of  upkeep,  and  increased  first  cost  over  the  wooden 
wheel. 

IGNITION. 

The  magneto  has  been  almost  universally  employed  for 
ignition  until  within  the  last  year,  when  a  number  of  manu- 
facturers have  abandoned  its  use.  The  storage  battery  with  an 
electric  generator  for  lighting,  starting,  as  well  as  for  the  igni- 
tion has  been  widely  adopted,  and  the  tendency  seems  to  in- 
dicate the  further  adoption  of  this  type  in  the  near  future. 
While  at  present  about  55%  of  the  models  continue  to  use  the 
magneto,  it  is  believed  that  in  next  year's  models  they  will  be 
in  the  minority.  Where  self-starters  are  installed,  the  cranking 
motor  rotates  the  engine  with  sufficient  speed  to  start  directly 
on  the  magneto,  thus  avoiding  the  necessity  of  a  battery.  Dry 
cells,  however,  are  frequently  used  as  an  emergency  source  for 
ignition.  Another  tendency  is  the  adoption  of  the  single  sys- 
tem of  ignition ;  where  the  single  battery  system  is  used,  it  has 
been  adopted  because  it  was  considered  needless  to  have  two 
current  generating  devices.  The  generator  furnishes  the  cur- 
rent to  the  battery,  which  in  turn  supplies  the  crank  motor, 
ignition  and  electric  lights.  Single  ignition  is  now  used  on 
about  56%  of  the  models,  while  dual  ignition  is  employed  on 
only  36%. 

With  a  magneto,  a  battery  is  often  employed,  as  it  will 
start  the  engine  at  slower  speeds  (it  is  generally  used  with  cars 
having  no  self-starters)  when  cranking  by  hand.  The  modern 
high-tensioned  magneto  has  been  developed  to  a  high  degree 
of  perfection,  and  is  retained  by  a  number  of  manufacturers  on 
account  of  its  reliable  ignition  current,  for  which  is  claimed 
that,  at  high  speeds,  it  will  add  to  the  power  of  the  engine. 
Nevertheless,  it  is  thought  that  it  will  be  superseded,  for  with 
electric  starting  and  lighting  systems  where  a  current  generator 
is  employed  it  is  needless  to  have  another  generator  for  the 
spark.  With  the  latter  type  (starting  and  lighting  generator) 
a  battery  is  employed  to  supply  current  to  a  single  spark  inter- 
rupter, and,  of  course,  in  this  case  the  spark  does  not  vary  in 
intensity  with  the  speed  of  the  engine.    By  using  the  magneto 
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type  of  interrupter,  the  ignition  lag  is  reduced  to  a  mimmiim, 
thus  overeoming  the  objection  heretofore  made  against  battery 
ignition,  where  the  spark  levers  must  be  manipulated  continu- 
ally. Another  tendency  is  the  employment  of  automatic  spark 
timing  devices,  applicable  to  magnetos,  to  interrupters  on  gen- 
erators, or  to  separate  distributing  devices.  Where  they  are 
employed  hand  control  may  be  used  in  connection  therewith. 
About  one-quarter  of  the  models  are  provided  with  automatic! 
spark-timing  devices. 

LIQHTINO  AND  STARTING. 

In  some  of  the  lighting  and  starting  systems  on  the  mar- 
ket, a  single  dynamo  acts  either  as  a  generator  or  motor,  while 
in  others,  the  generator  and  a  separate  motor  are  used.  The 
first  type  is  known  as  the  single-unit,  and  the  latter,  the  double* 
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unit  system.  In  the  former,  one  driving  connection  only  is  re- 
quired, and  it  is  lighter  in  weight,  as  fewer  parts  are  necessary 
and  they  require  less  space  than  the  double-unit  system.  In  the 
latter,  however,  a  higher  efficiency  is  obtained,  since  the  gen- 
erator as  well  as  the  motor  can  be  designed  specifically  for  the 
work  they  have  to  do.  As  is  well  known,  for  charging  storage 
batteries,  the  dynamo  must  be  shunt  wound,  which  system  is 
also  more  favorable  for  obtaining  a  better  voltage  control,  and 
any  accidental  change  in  the  battery  polarity  would  not  change 
the  polarity  of  the  dynamo.  On  the  other  hand,  to  obtain  the 
greatest  torque  at  slow  speeds  (when  used  for  starting  the 
engine),  a  series  wound  motor  is  by  far  the  most  efficient.  In 
some  of  the  single-unit  systems,  the  machine  is  compound 
wound ;  while  in  others,  two  armature  windings  and  two  com- 
mutators are  employed — ^for  generating  the  current  and  using 
it  as  a  motor,  respectively.  One  of  the  latest  designs  for  elec- 
tric starting  is  the  double-deck  systems,  where  the  generator 
and  motor  are  placed  above  each  other  with  their  shafts  con- 
nected by  gears  of  the  type  permitting  the  transmission  of 
power  in  one  direction  only.  This  type  is  very  compact  and  has 
the  further  advantage  of  using  only  one  driving  connection  to 
the  engine. 

It  is  customary  to  connect  the  starting  motor  to  the  engine 
fly-wheel  directly  through  gearing,  as  shown  in  Pig.  32  (Max- 
well). Here  a  separate  generator  is  employed,  hence  the  gears 
are  only  thrown  into  engagement  when  the  motor  is  started; 
this  is  done  by  pressing  on  a  plunger  pedal,  which  starts  the 
electric  motor  and  also  engages  the  starter  pinion  with  fly- 
wheel gearing. 

Note: — All  discussion  pertaining  to  motor  vehicles  will  be  found  at 
the  end  of  Paper  No.  132. 
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INTRODUCTION. 

Motor  vehicles  of  the  Utility  type  are  knowa  according  to 
current  American  nomenclature  as  "Commercial  Motor  Cars" 
and  are  defined  as  follows : 

"Self-propelled  vehicles  designed  to  be  operated  without 
rails,  for  the  primary  purpose  of  transporting  materials,  prod- 
ucts, passengers  or  apparatus,  especially  for  business  purposes 
or  for  hire,  profit,  emergency  work  or  special  utility  service ;  as 
distinguished  from  private  personal  use  by  the  owner  or  renter 
for  enjoyment  or  convenience." 

In  accordance  with  the  suggestions  of  the  Committee,  this 
paper  will  present  results  of  the  author's  observation  of  the 
development,  during  the  past  decade,  of  the  general  types  of 
commercial  motor  cars  which  have  to  any  marked  extent  be- 
come standardized,  giving  the  present  status  as  to  general 
features  of  design  and  application,  and  the  tendencies  of  future 
development.  Some  consideration  will  also  be  given  to  types 
of  vehicles,  and  their  application,  which  while  not  as  yet  in 
extended  use,  seem  to  have  such  possibilities  of  usefulness  as 
next  decade  they  will  have  become 
t   at   least    as    great    as   the    types 

lenced  at  about  the  same  time  in  the 
ind  on  the  continent  of  Europe,  but 
world  the  work  was  generally  car- 
irgent  lines. 

lost  of  the  experimentation  and  de- 
nection  with  storage- battery  electric 
steam  lorries;  and  on  the  continent 
7  petrol  trucks.    It  seems  impossible 
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to  offer  a  logical  explanation  for  this  variance  in  the  direction 
of  the  inventors'  or  manufacturers'  efforts,  but  at  any  rate  in 
the  United  States  the  storage  battery  electric  truck  was  first 
developed  to  its  highest  degree,  as  was  the  steam  lorry  in  Eng- 
land and  the  gasolene  truck  on  the  European  continent.  The 
American  electric  may  now  be  considered  the  universal  stand- 
ard design  for  this  type  of  vehicle,  though  it  has  been  developed 
to  some  extent  in  Germany,  especially  in  connection  with  taxi- 
cab  operation,  and  to  a  limited  extent  in  England. 

After  the  experimental  stage  of  the  electric  had  passed 
and  the  industry  was  becoming  firmly  founded,  the  development 
of  steam  and  gasolene  vehicles  was  taken  up  by  American  engi- 
neers and  manufacturers. 

The  success  which  seems  to  have  attended  the  use  of  steam 
lorries  in  England,  especially  in  connection  with  trailers,  was 
not  duplicated  in  this  country,  and  after  experiments  with  the 
English  type  of  steamer,  as  well  as  with  several  types  originated 
here,  using  both  coal  and  gasolene  or  kerosene  for  fuel,  the 
steamer  disappeared  from  sight. 

Early  experimenters  with  steam  trucks  have  offered  the  ex- 
planation that  among  the  causes  of  failure  was  the  loosening 
of  pipe  connections  due  to  vibration  caused  by  uneven  street 
and  road  surfaces,  excessive  leakage  resulting.  Also  that  com- 
petent men  could  not  be  had  at  a  reasonable  rate  of  wages  who 
would  act  as  fireman,  engine  man  and  driver.  Further,  in  the 
cities  where  these  vehicles  were  tried,  serious  objection  was 
offered  to  their  noise,  exhaust  of  smoke  and  steam,  and  the 
unusually  cumbersome  appearance.  From  the  operating  point 
of  view,  they  did  not  show  economy  compared  with  other  types 
of  self-propelled  vehicles. 

The  lack  of  success  in  adapting  to  American  uses  this  for- 
eign type  of  vehicle  was  not  the  case,  however,  with  the  vehicle 
propelled  by  an  internal  combustion  engine  using  liquid  fuels. 
Spasmodic  and  usually  unsuccessful  efforts  to  develop  gasolene 
motor  trucks  from  gasolene  passenger  or  pleasure  vehicles 
(which  latter  were  being  developed  here  at  practically  the  same 
time  that  they  were  abroad)  were  made  from  time  to  time,  espe- 
cially during  several  years  previous  to  1908.    It  was  supposed 
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that  component  parts  intended  primarily  for  use  on  pleasure 
cars  would  prove  adequate  for  commercial  vehicle  use  and 
that  the  manufacture  of  the  latter  could  be  carried  on  as  an 
adjunct  to  the  former.  This  idea  soon  proved  fallacious  and 
the  successful  gasolene  motor  trucks  now  produced  in  this 
country  are  largely  due  to  the  influence  of  designs  of  similar 
machines  produced  in  Europe,  especially  in  Switzerland,  France 
and  Germany.  More  recently  a  notable  English  design  has  had 
a  marked  influence.  Within  the  last  five  years,  especially, 
American  gasolene  trucks  have  reached  a  position  where  in 
design,  material  and  workmanship  they  are  the  equal,  if  not  the 
superior,  of  the  foreign-built  machines,  and  for  the  road  condi- 
tions existing  in  this  country,  in  all  respects  superior.  This 
is  due  largely  to  more  powerful  engines  and  greater  road 
clearance  than  is  usual  abroad,  but  these  requirements  were 
rendered  necessary  on  account  of  the  imperfect  road  surfaces 
and  excessive  grades  found  generally  outside  of  cities  or 
largely  built-up  communities,  and  frequently  even  within  these 
localities. 

The  two  types  of  vehicles,  therefore,  which  have  ap- 
proached some  degree  of  standardization,  namely,  the  storage 
battery  electric  and  the  internal-combustion  engine-driven, 
will  be  first  considered,  and  special  applications  of  same  or 
combination  of  both  will  be  referred  to  later. 

Each  of  these  types  of  machines  has  its  own  distinctive 
field  of  usefulness,  and  these  fields  to  some  extent  overlap: 
the  electric  being  essentially  a  machine  for  operation  in 
cities  or  where  road  surfaces  are  of  good  quality  and  where 
the  mileage  is  limited  by  number  and  time  of  stops,  congestion 
of  trafiic  or  speed-limit  ordinances;  the  gasolene  truck  on  the 
other  hand  being  specially  suitable  for  use  either  in  city  or 
country,  where  road  surfaces  are  bad  or  operating  conditions 
require  long  mileage  at  higher  rates  of  speed  than  are  possible 
with  the  electric. 

ELECTRIC  TRUCKS. 

First  considering  the  storage-battery  electric,  vehicles 
ranging  from  one-  to  five-tons  capacity  were  all  developed  at 
practically  the  same  time.    Although  the  general  external  ap- 
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pearsDce  of  many  machines  bailt  more  than  ten  years  ago  and 
still  in  operation  does  not  differ  radically  from  those  now  gen- 
erally being  built,  the  details  of  design  and  construction  have 
undergone  radical  changes. 
Oenanl  PMtnret. 

Early  machines  had  wheels  of  the  type  ordinarily  used  on 
horse-drawD  vehicles,  with  wooden  hubs  and  plain  spindle  or 
brass  bushed  bearings,  while  the  modem  vehicles  have  wheels 
of  the  artillery  type,  with  cast  steel  or  malleable  iron  hubs  and 
spindle  bearings  of  the  annular  ball  or  adjustable  conical  roller 
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type.  Thus  friction  is  reduced  and  the  operating  efficiency  of 
the  vehicle  substantially  increased.  The  springs  were  of  the 
full  elliptic  or  semi-elliptic  type,  fastened  at  one  end  and  with 
sliding  bearing  seat  at  the  other  end,  the  torsion  and  driving 
efforts  being  taken  by  the  springs  or  by  structural  members, 
known  as  pedestals,  consisting  of  guides  permitting  vertical 
sliding  movement  of  the  axle  but  relieving  the  springs  of  the 
driving  effort.  Modern  spring  construction  consists  of  semi- 
elliptic  springs  suspended  by  shackles  at  each  end  (except  in 
the  case  of  front  springs,  which  are  shackled  at  rear  end  only) 
and  the  driving  stresses  are  taken  up  by  radius  rods  having  uni- 
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versal  connections  permitting  freedom  of  movement  of  axles 
with  reference  to  truck  frame.  The  quality  and  design  of 
springs,  especially  as  relating  to  camber,  deflection,  material, 
number  of  leaves  and  heat  treatment,  have  also  undergone  radi- 
cal changes.  The  improvement  in  spring  design,  construction 
and  suspension  is  an  important  factor  contributing  to  economy 
of  operation  and  maintenance.  The  increased  flexibility  of 
springs  relieves  the  vehicle  of  much  vibration,  effecting  greater 
operating  efficiency,  reduced  precipitation  of  active  material  of 
battery  plates,  less  impact  and  abrasion  of  tires,  and  very  much 
less  actual  breakage  of  the  springs  themselves  or  the  parts  by 
which  they  are  mounted  or  suspended. 
Motors. 

The  early  ^ctric  motors,  while  of  the  present  series-wound 
type,  had  their  armatures  mounted  on  plain  bearings,  while 
they  are  now  mounted  on  annular  ball  bearings.  They  drove 
the  rear  wheels  through  internal  or  external  rack  and  pinion 
gears,  while  the  present 'drive  is  generally:  by  silent  chain,  en- 
closed and  lubricated,  from  motor  to  jack-shaft,  and  thence 
by  roller  chains  from  jack-shaft  sprockets  to  driving  wheel 
sprockets.  One  motor  is  used  instead  of  two,  as  formerly, 
which  necessitates  the  use  of  a  differential;  but  the  combined 
losses  of  the  chain  reductions,  differential  and  jack-shaft  are 
materially  less  than  in  the  case  of  the  former  double-motor 
drive.  There  are  at  the  present  time  individual  instances  of 
the  double-motor  drive  through  gear  and  pinion  reduction,  and 
also  cases  of  shaft  drive  from  motor  to  jack-shaft  with  bevel 
gear  and  pinion  which  are  highly  efficient,  and  further  develop- 
ments may  be  expected  along  the  lines  of  reduction  in  number 
of  parts  in  the  final  drive,  with  increased  transmission 
eflSciency. 

In  order  to  reduce  the  weight  of  the  vehicle  and  its  current 
consumption,  remarkable  strides  have  been  made  in  the  devel- 
opment of  vehicle  storage  batteries,  resulting  in  the  increase  of 
the  watt-hour  capacity  for  a  given  weight,  and  at  the  same  time 
reducing  the  battery  maintenance  expense.  These  modern  bat- 
teries, in  connection  with  the  refinements  in  the  design  of  the 
vehicles,  have  within  the  last  ten  years  doubled  the  mileage 
capacity  for  a  given  current  consumption. 
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Contributing  also  to  this  increase  in  efiSeieney  has  been  a 
change  in  weight  distribution  between  front  steering  wheels 
and  the  rear  driving  wheels  from  approximately  50%  front  and 
50%  rear  to  40%  front  and  60%  rear,  and  in  some  cases  30% 
front  and  70%  rear.  At  the  present  time  it  may  be  stated  with 
confidence  that  with  adequate  wheel  bearings  a  maximum  load 
on  the  rear  driving  wheels  contributes  to  the  maximum  ef> 
ficiency  of  the  vehicle,  the  only  weight  desirable  on  the  front 
wheels  being  that  necessary  to  give  efficient  steering  effect  under 
varying  road  grades. 
Wheels. 

An  increase  in  the  diameter  of  the  driving  wheels  also 
favorably  affects  the  operating  efficiency,  and  while  36  in.  diam- 
eter tires  are  still  usual  on  most  electric  trucks,  some  machines 
have  wheels  of  40  in.  diameter,  and  their  use  has  indicated  that 
the  increase  in  operating  efficiency  and  in  tire  mileage  is  prac- 
tically proportional  to  the  increase  in  tire  diameter. 

In  the  reduction  of  chassis  weight  the  use  of  alloy  steels 
and  the  elimination  of  all  possible  unnecessary  parts  have  been 
large  contributing  factors. 

Convenience  of  operation,  which  implies  safer  operation, 
and  which  in  practical  service  effects  operating  economies,  has 
been  furthered  by  the  use  of  irreversible  steering  gears,  double 
sets  of  brakes  and  more  comfortable  drivers'  seats,  with  ade- 
quate protection  against  the  weather. 

Greater  protection  of  batteries  against  the  admission  of 
foreign  substances,  by  means  of  removable,  watertight  battery 
covers,  and  means  for  more  easily  removing  batteries,  either 
complete  or  in  individual  trays,  are  subjects  now  receiving  care- 
ful attention ;  and  in  the  not  distant  future  standardization  of 
battery  cradles  and  battery  assemblies  may  be  expected,  enab- 
ling frequent  and  quick  interchange  of  batteries  when  desir- 
able, thus  enabling  a  truck  to  be  equipped  successively  by  sev- 
eral batteries  during  a  single  working  day,  if  necessary,  thereby 
rendering  the  radius  of  operation  and  the  variety  of  applica- 
tion of  service  of  the  electric  vehicle  much  greater. 


In  the  smaller  capacities  of  electric  trucks,  that  is,  less 
than  one  ton,  the  tendency  is  distinctly  in  the  direction  of  the 
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shaft  drive  from  a  single  motor  through  a  bevel  gear  and  pinion 
or  a  worm-and-wheel  reduction  mounted  in  a  floating  rear  axle. 
The  motor  is  in  some  cases  suspended  from  the  chassis  frame, 
driving  to  the  rear  axle  through  a  shaft  having  two  universal 
joints.  In  other  cases,  the  motor  is  mounted  on  a  sub-frame 
integral  with  rear  axle  and  pivotally  suspended  from  chassis  at 
forward  end,  thus  eliminating  universal  joints.    The  extensive 
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use  of  light  electric  vehujles  driven  by  chains  is  not  likely  to 

be  continued.  • 

Wamg. 

The  wiring  from  batteries  to  controller  and  thence  to 
motors  is,  according  to  modern  practice,  enclosed  in  conduits, 
and  is  of  much  more  liberal  size  than  formerly,  in  order  to 
reduce  the  voltage  drop.  Good  modern  practice  calls  for  the 
following  minimum  size  of  wiring  on  the  trucks  of  sizes  speci- 
fied :  1  ton  No.  4,  2  ton  No.  2,  Sy^  ton  No.  1,  5  ton  No.  0.  Maxi- 
mum sizes  greatly  exceed  these.  It  is  not  uncommon  to  use  No, 
000  wiring  on  trucks  having  large  batteries  subjected  to  heavy 
current  draw,  especially  the  nickel-alkaline  type.     Also  where 
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high  rate  charging  is  resorted  to.  The  controllers  nearly  uni- 
versally adopted  are  provided  with  four  forward  speeds  and 
two  reverse  speeds.  The  driving  motors  being  of  the  series- 
wound  type,  the  connections  are  generally  as  follows:  First 
speed  forward,  fields  in  series  through  double  resistance  in 
series  with  armature.  Second  speed  forward,  fields  in  series 
with  armature  shunted  around  resistance  (running  speed). 
Third  speed  forward,  fields  in  series  with  armature  on  half  of 
resistance  shunted.  Fourth  speed  forward,  fields  in  parallel 
and  in  series  with  armature  without  resistance  (running  speed). 
Occasionally  a  fifth  speed  is  added,  weakening  the  fields  and 
thereby  causing  an  increased  armature  speed  and  a  corres- 
pondingly increased  speed  of  the  vehicle.  It  is  questionable 
whether  this  fifth  speed  is  desirable,  as  under  heavy  loads, 
with  increased  armature  current,  the  higher  speed  is  not  main- 
tained and  the  eflSciency  of  the  vehicle  is  greatly  reduced. 
Recent  tests  under  the  observation  of  the  author  have  indicated 
that  on  the  fifth  speed  of  controller  over  20%  increased  cur- 
rent consumption  results  in  less  than  10%  increase  in  speed. 
Bearing  in  mind  that  a  high  running  speed  in  miles  per  hour 
is  not  of  any  material  advantage  to  the  electric  truck  under 
conditions  of  proper  use,  it  seems  conclusive  that  in  the  hands 
of  the  ordinary  operator  the  four-speed  controller  is  preferable. 
Batteries: 

Storage  batteries  for  electric  trucks  are  of  two  types,  the 
lead-acid  and  the  nickel-alkaline.  The  latter  has  been  used  very 
extensively  in  recent  years,  though  the  preponderance  of  bat- 
teries in  use  is  of  the  former  type.  The  voltage  of  the  lead  bat- 
tery is  approximately  two  volts  per  cell  and  of  the  nickel  bat- 
tery one  volt  per  cell,  these  figures  being  approximate  only,  as 
the  voltage  curves  of  the  two  types  between  full  capacity  and 
discharge  are  of  a  widely  different  form. 

Normal  sizes  of  batteries  which  will  give  40  to  50  miles 
operation  in  well-designed  and  -built  electric  trucks  are  as 
follows  : 

Lead- Acid  Capacity  Size  of  Vehicle 

13  plate 190  amp-hours  1      ton  truck 

]7     '<    215      '*      **  2        "      *' 

21     "    270      "      *'  314    *'      *' 

25     **    324      '*       **  5        **      '* 
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Nickel-Alkaline  Capacity  Size  of  Vehicle 

A    6 225  amp-hours  1      ton  truck 

A     8 300      **      "  2        <*      *' 

A  10 375      "      "  3Vj    '*      *' 

A  12 450      "      "  5        it      it 

The  standard  number  of  cells  in  the  lead-acid  battery  is 
not  yet  agreed  upon,  42,  44  and  48  being  extensively  used.  On 
account  of  the  difficulty  in  charging  batteries  of  more  than  42 
cells  in  certain  localities,  due  to  lack  of  necessary  voltage  on 
central  station  mains,  42  cells  will  probably  be  adopted  in  the 
near  future.  This  number  lends  itself  well  to  battery  and  tray 
assemblies.  The  standard  number  of  cells  in  the  nickel-alkaline 
battery  is  60. 

Standardization  of  battery  assemblies  is  under  consideration 
by  the  Society  of  Automobile  Engineers,  and  eventually  a  greater 
interchange  of  batteries  than  is  now  possible  will  be  in  effect. 

Both  types  of  batteries  will  undoubtedly  be  used  indefinite- 
ly, and  the  motors  to  be  operated  by  them,  therefore,  are  de- 
signed to  provide  for  windings  which  make  it  possible  for  the 
same  frames  to  be  used  in  either  case.  The  leading  manufac- 
turers of  automobile  motors,  while  producing  substantially  iden- 
tical machines,  do  not  at  present  give  them  identical  voltage 
ratings.  On  account  of  the  form  of  the  voltage  curves  of  the 
batteries  on  discharge,  opinions  differ  as  to  the  proper  motor 
voltage  rating,  and  the  motors  for  use  on  the  nickel-alkaline 
batteries,  therefore,  are  rated  at  60  or  65  volts.  For  a  similar 
reason  the  motors  for  use  with  lead-acid  batteries  are  rated  at 
80  or  85  volts. 

The  following  motor  sizes  are  generally  used  on  the  sizes 
of  trucks  noted,  the  two  voltages  being  for  use  with  either  lead- 
acid  or  nickel-iron-alkaline  batteries: 

1-ton  and  2-ton  Trucks — 

80  or  85  volts 28  amperes 

60  *'    65     **   40        ** 

3J^-ton  Truck- 
so  or  85  volts 40  amperes 

60  "    65     **   60        '* 

5-ton  Truck — 

80  or  85  volts 50  amperes 

60  **    65     ''   70        '* 
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Speeds  of  electric  trucks  are  generally  as  follows,  assum- 
ing level,  hard,  smooth  road  surface  and  running  on  4th  con- 
troller speed: 

1  *rt_  {Light    12  miles  per  hour 

^'^^° -(Loaded  10 


1 1 


2-^- iL^^^d  •::::::;::::::  ^9  ^^ 

^^-- !I:!sS^d"::::::::::::::  'I  :: 

5.ton  i'^^«»>t    »      " 

-{Loaded  7      *' 

The  current  consumption  of  trucks  of  these  capacities  and 
speeds  at  full  load  should  not  exceed  the  following  figures,  and 
10%  lower  consumption  has  been  shown  in  certain  carefully 
designed  and  constructed  vehicles: 

l-ton    75  watt-hours  per  ton  mile 

2-ton    70     '*       '*  "     it      ti 

aV^-ton    60     ''       **  "     "      " 

5-ton   55     *'       *'  "     *'      " 

Tests  should  be  made  over  a  measured  course,  which  need 
not  exceed  1/8  or  1/4  mile,  full  speed  having  been  attained 
at  start  of  course,  and  the  run  being  made  in  both  directions, 
with  a  sufficient  number  of  volt-meter,  ammeter  and  stop-watch 
readings  taken  to  insure  practical  elimination  of  errors  in 
observation. 

GASOLENE  TBUCKS. 

The  earliest  types  produced  in  this  country  were  modeled 
largely  on  the  design  of  pleasure  vehicles,  using  many  of  the 
same  parts  with  the  idea  of  making  motor  trucks  an  adjunct 
to  the  pleasure  car.  This  plan  was  entirely  unsuccessful,  and 
only  when  the  design  of  motor  trucks  was  taken  up  as  an  en- 
tirely separate  proposition  from  pleasure  vehicle  design  were 
vehicles  produced  which  gave  satisfactory  service ;  and,  as  pre- 
viously stated,  the  influence  of  European  design  had  a  very 
large  influence  in  the  success  of  the  American  product. 

In  the  earlier  machines,  efforts  were  made  to  use  two-cycle 
engines,  under  the  erroneous  theory  that  motor-truck  service 
in  some  respects  resembled  marine  service,  particularly  in  that 
the  load  and  speed  were  uniform  and  constant  in  both  cases, 
and  therefore,  that  the  type  of  engine  suitable  for  boats  would 
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be  suitable  for  trucks.  The  necessity  for  wide  ranges  of  load 
and  speed  in  truck  engines  soon  became  apparent  and  the  use 
of  2-cycle  engines  was  short  lived. 

The  number  of  cylinders  also  was  a  question  upon  which 
varying  opinions  were  held,  numerous  machines  being  placed 
on  the  market  having  two-cylinder  engines,  but  with  one  nota- 
ble exception  two-cylinder  engines  are  of  the  past  as  far  as 
motor-truck  use  is  concerned.  The  present  accepted  practice 
is  the  four-cylinder  four-cycle  type.  There  seems  to  be  no  ten- 
dency to  increase  the  number  of  cylinders  above  four. 

The  average  cylinder  diameters  on  the  most  generally  used 
sizes  of  gas  trucks  are  as  follows : 

%-ton  3%  inches 

1-ton  4         '  * 

2-ton  4%      ' ' 

3-  and  4-ton 4%      " 

5-  and  6-ton 4%      " 

7%-ton  5         *  * 

Note:  Statistics  are  compiled  by  trade  publications  periodically  to 
indicate  the  trend  of  design  from  year  to  year,  but  as  the  averages  are 
made  up  from  all  the  models  offered  for  a  given  year  without  any  par- 
ticular consideration  of  the  number  of  each  model  actually  manufactured, 
the  figures  and  percentages  are  doubtless  not  exact,  but  certainly  indicate 
the  trend. 

The  stroke  of  truck  engines  has  been  gradually  increasing, 
which  in  connection  with  their  low  running  speed  permits  of  a 
more  economical  and  effective  use  of  fuel,  and  a  ratio  of  bore 
to  stroke  of  1  to  1  4/10  is  not  now  excessive. 

Engines  in  motor  trucks  being  subjected  to  so  much  more 
severe  service  than  those  in  pleasure  vehicles,  require  more 
liberally  designed  parts,  especially  in  connection  with  crank- 
shaft and  connecting-rod  bearings.  The  requirements  of  a 
truck  engine  also  vary  from  those  of  the  pleasure-car  engine,  in 
that  a  well-sustained  torque  be  had  at  all  operating  speeds  and 
it  has  become  general  practice  to  limit  the  piston  speed  to  1000 
ft.  per  minute,  which  is  low  as  compared  with  pleasure  car  en- 
gines. Hence  these  engines  are  now  designed  for  a  rugged  and 
substantial  construction,  with  very  liberal  bearing  surfaces, 
even  though  the  weight  is  thereby  increased,  and  are  with  few 
exceptions  equipped  with  a  speed  governor  of  the  centrifugal- 
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weight  or  fly-ball  type,  operating  a  throttle  between  car- 
buretor and  intake  manifold.  Governors  of  other  types  and 
methods  of  application  are  being  developed,  notably,  one  op- 
erated by  the  running  speed  of  the  vehicle  rather  than  by  the 
rotative  speed  of  the  engine,  and  further  valuable  development 
in  connection  with  automatically  controlling  engine  and  truck 
speeds  may  be  looked  for. 

Air  cooling  was  also  experimented  with  to  some  extent, 
and  one  make  of  light  truck  up  to  within  the  past  year  suc- 
cessfully used  this  type  of  cooling,  but  the  present  standard 
method  is  water  cooling,  preferably  with  pump  cir<2ulation, 
though  the  thermo-syphon  has  its  advocates.  The  latter  method 
has  the  advantage  of  simplicity,  but  in  service  where  the  stop- 
ping, standing  and  starting  of  the  vehicle  is  frequent  there  is 
less  uniform  temperature  of  the  engine  cylinders  than  in  the 
case  of  pump  circulation.  The  thermo-syphon  finds  its  prin- 
cipal application  in  vehicles  under  one-ton  capacity.  Above 
that  size  its  use  is  negligible. 

The  vibration  to  which  a  motor  truck  is  subjected,  due  to 
its  heavy  weight  and  solid  tires  and  necessarily  stiflf  springs, 
has  made  necessary  the  development  of  a  special  type  of  truck 
radiator.  In  addition  to  the  water  capacity  being  increased  ap- 
proximately 50%  over  the  capacity  necessary  on  a  pleasure 
vehicle  of  the  same  engine  size,  radiators  must  be  protected 
against  leakage  due  to  connections  being  broken  by  vibration, 
and  a  cast  metal  frame  with  readily  removable  and  replaceable 
core  or  group  of  tubes,  all  connected  with  bolts  and  gaskets,  is 
now  generally  adopted  instead  of  sheet-metal  frames  with 
soldered  connections  and  suspended  by  springs  to  protect  against 
vibration. 

Clutches  have  not  reached  any  degree  of  standardization, 
the  three  usual  types  being  the  leather-faced  cone  clutch,  the 
multiple  disc  running  in  oil,  the  plates  being  of  tempered  steel, 
and  the  dry-plate  clutch,  consisting  usually  of  plates  of  metal 
contacting  with  plates  faced  with  non-burning  fabric.  The 
cone  clutch  is  used  on  somewhat  less  than  one  half  of  the  1915 
designs,  the  balance  being  equipped  with  some  type  of  disc 
clutch.  The  simplicity  of  the  cone  is  its  marked  advantage.  In 
truck  operation  it  is  necessary  that  a  certain  amount  of  clutch 
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slipping  be  allowed  for  purposes  of  acceleration,  so  contact 
surfaces  must  be  very  liberal.    Adequate  surface  can  be  pro- 
vided in  either  design. 
Transmission : 

Although  it  is  possible  in  the  design  of  engine  and  clutch 
to  use  three-speed  transmissions,  and  over  80%  of  the  1915 
models  are  thus  equipped,  the  use  of  four  speeds  operated  se- 
lectively is  considered  preferable  by  some  of  the  largest  manu- 
facturers for  general  service  conditions,  especially  when  the 
use  of  trailers  or  semi-trailers  is  contemplated.  Although  not 
extensively  adopted,  the  individual  clutch  system  is  distinctly 
advantageous  when  it  is  considered  that  the  average  truck 
driver  is  not  a  skilled  vehicle  operator,  and  there  is  less  likeli- 
hood of  injuring  jaw  clutches  through  unskilled  operation  than 
is  the  case  with  sliding-gear  transmissions,  where  greater  oper- 
ating skill  is  necessary. 
Final  Drive : 

This  subject  is  a  source  of  continual  and  animated  discus- 
sion among  the  truck  designers  and  has  been  during  the  past 
decade.  Generally  the  types  may  be  narrowed  down  to  shaft 
drive  to  the  rear-axle  unit  direct,  or  shaft  drive  to  a  jack-shaft 
unit  and  thence  by  side  chains  to  rear  wheels.  The  latter,  while 
it  has  distinct  advantages  and  is  found  on  fully  60%  of  the 
1915  trucks  of  one  ton  and  upward,  is  gradually  becoming 
eliminated.  The  most  generally  used  type  of  the  direct-shaft 
drive  is  the  worm  and  wheel  with  floating  axle.  Developed  to 
its  highest  degree  in  England,  it  was  successfully  introduced  in 
this  country  within  the  past  5  years,  and  very  recently  the 
manufacture  of  worm-drive  axles  has  been  taken  up  by  axle 
builders  who  supply  the  motor  truck  trade,  making  it  possible 
for  assemblers  and  small  truck  builders  to  adopt  this  drive. 
1915  trucks  show  25%  using  this  drive,  the  majority  of  2-tons 
capacity  and  under. 

The  internal-gear  drive,  extensively  used  in  France  and 
Germany  for  many  years,  is  now  being  introduced  to  some  ex- 
tent, as  axle  manufacturers  are  taking  up  its  construction  and 
it  is  impossible  to  predict  which  of  these  types  will  eventually 
become  standardized;  but  it  must  be  borne  in  mind  that  the 
more  general  use  of  trailers  will  require  transmissions  and  drives 
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which  will  be  reasonably  efficient  under  heavy  pressures  of  con- 
tact surfaces.  One  notable  example  of  a  shaft-drive  axle  not 
coming  under  the  above  two  types  is  the  double  spur-gear  reduc- 
tion. This  method  has  also  been  used  successfully  in  at  least 
one  well-known  English  truck. 
Brakes: 

All  gasolene  machines  have  two  sets  of  brakes,  and  it  is  a 
question  still  open  to  discussion  as  to  whether  one  brake  should 
be  placed  somewhere  between  the  engine  and  axle  and  the 
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second  on  the  rear  wheels,  or  whether  both  brakes  should  be 

attached  to  the  driving  wheels  of  the  vehicle. 

Springa: 

General  practice  is  tending  more  and  more  to  semi-elliptic 
springs,  front  and  rear,  with  increased  length  and  width,  re- 
duced camber,  and  a  large  number  of  thin  leaves  of  alloy  steel 
carefully  heat  treated,  with  spring  eyes  having  bronze  bushings 
equipped  with  hardened  and  ground  self-lubricating  spring 
bolts.  Scientific  design  and  construction  of  truck  springs  for 
the  loads,  speeds  and  other  conditions  under  which  they  are  to 
be  used  has  a  very  marked  influence  on  the  life  of  the  vehicle 
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and  especially  of  its  tires.    Spring  design  is  now  receiving  the 
attention  which  in  former  years  it  lacked. 

Axle  spindles  are  universally  equipped  with  adjustable 
tapered  roller  bearings  in  steel  or  malleable-iron  wheel  hubs. 

Wheels  either  of  cast  steel  or  pressed  steel  are  used  to  some 
extent,  but  wood  wheels  are  still  more  generally  in  use  in  the 
United  States.  It  is  hardly  to  be  doubted,  however,  that  in  time 
some  standard  construction  of  metal  wheels  will  be  adopted. 

Tires  on  all  types  of  commercial  motor  cars  except  light 
delivery  wagons  are  of  solid  rubber  compound,  though  the  char- 
acteristics of  the  rubber  vary  as  between  tires  for  storage- 
battery  electric  trucks,  where  efficiency  is  of  the  utmost  impor- 
tance, and  those  used  on  gasolene  trucks  or  tractor  trucks, 
where  efficiency  is  of  less  importance  as  compared  with  resist- 
ance to  abrasion. 
Oeneral  Features  of  Design : 

Location  of  engine  under  hood  is  practically  universal — 
the  new  models  of  the  type  with  driver  over  engine  being  car- 
ried over  from  earlier  years.  Weight  carried  on  driving  wheels 
ranges  from  60%  to  75%  in  the  various  sizes.  Trucks  of  one 
ton  and  upward  generally  carry  over  70%  on  rear  wheels. 

Left-hand  steer  and  center  control  have  been  rapidly  gain- 
ing in  popularity,  the  1915  models  showing  over  60%  so 
equipped. 

There  is  a  wide  variation  in  the  maximum  speed  to  which 
gasolene  motor  cars  are  limited  by  the  governor  setting,  and 
the  following  speeds  may  be  considered  conservative  practice 
for  the  respective  sizes : 

Size  Speed 

Delivery  wagons 20  m.p.h. 

l-ton 19 

2-ton 18 

3-ton 15 

4-ton 14 

5-ton  .^ 12 

7%-ton 10 

COMPARISON  OF  GAS  AND  ELECTRIC  TRUCKS. 

The  following  summaries  of  operating  costs  of  both  elec- 
tric and  gasolene  motor  trucks  are  based  on  the  best  authenti- 
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cated  figures  covering  the  experience  of  both  manufacturers 
and  users,  and  show  the  average  costs  to  be  expected  under 
usual  but  not  exceptional  conditions,  with  reasonably  efficient 
management. 

The  items  upon  which  these  figures  are  based  include  the 
following : 

Interest  on  investment. 

Fire  insurance. 

Depreciation. 

Battery  repair  and  renewal  (in  case  of  electrics). 

Rubber  tire  renewal. 

Maintenance  and  repair  of  chassis  and  body. 

Electric  current  (in  case  of  electrics). 

Gasolene  (in  case  of  gas  trucks). 

Garage. 

Driver. 

Miscellaneous — Grease,  oil,  &e. 

l-ton  Electric — 50  miles  per  day. 

Total  coit  per  year,  300  days  (2340.00 

Total  cost  per  day 7.80 

Total  coBt  per  ton-mile _ 0.156 
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I-ton  Gasolene — 50  miles  per  day. 

Total  cost  per  year,  300  days $2770.00 

Total  cost  per  day  9.23 

Total  cost  per  ton-mile 0.185 

1-ton  Gasolene — 75  miles  per  day. 

Total  cost  per  year,  300  days  $3537.00 

Total  cost  per  day 11.79 

Total  cost  per  ton-mile  ^        0.157 

2-ton  Electric — 10  miles  per  day. 

Total  cost  per  year,  300  days  $2580.00 

Total  cost  per  day 8.60 

Total  cost  per  ton-mile  ~ 0.108 

2-ton  Gasolene — 40  mUes  per  day. 

Total  cost  per  year,  300  days  $2723.00 

Total  cost  per  day 9.08 

Total  cost  per  ton-mile  0.113 

2-ton  Gasolene — 75  miles  per  day. 

Total  cost  per  year,  300  days $4000.00 

Total  cost  per  day  13.34 

Total  cost  per  ton-mile  0.089 

3V^-ton  Electric — 40  miles  per  day. 

Total  cost  per  year,  300  days  $3011.00 

Total  cost  per  day  10.04 

Total  cost  per  ton-mile  0.072 

3-ton  Gasolene — 40  miles  per  day. 

Total  cost  per  year,  300  days  $3267.00 

Total  cost  per  day  ~      10.89 

Total  cost  per  ton-mile  0.091 

4-ton  Gasolene — 40  miles  per  day. 

Total  cost  per  year,  300  days  $3697.00 

Total  cost  per  day 12.32 

Total  cost  per  ton-mile  0.077 

3-ton  Gasolene — 75  miles  per  day. 

Total  cost  per  year,  300  days  $4848.00 

Total  cost  per  day 16.16 

Total  cost  per  ton-mile  0.072 

4-ton  Gasolene — 75  miles  per  day. 

Total  cost  per  year,  300  days $5742.00 

Total  cost  per  day  -. 19.14 

Total  cost  per  ton-mile  - 0.064 

Note:  The  above  compares  a  3^ -ton  electric  with  both  a  3-ton  and 
4-ton  gas  truck,  as  there  are  but  few  of  the  latter  type  of  machine  rated 
at  3Vj  tons. 
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5-ton  Electrie — 40  miles  per  day. 

Total  coflt  per  year,  300  days $3339.00 

Total  cost  per  day  11.13 

Total  cost  per  ton-mile  0.056 

5-ton  Gasolene — 40  miles  per  day. 

Total  cost  per  year,  300  days $3986.00 

Total  cost  per  day 13.29 

Total  cost  per  ton-mile  0.066 

5-ton  Gasolene — 75  miles  per  day. 

Total  cost  per  year,  300  days  $5702.00 

Total  cost  per  day  19.01 

Total  cost  per  ton  mile  ^..        0.051 

In  larger  sizes  of  gasolene  trucks,  as  for  example  6,  6^^  and 
7^/2  tons,  the  ton-mile  cost  becomes  further  reduced.  A  T^^-ton 
truck  can  be  operated  40  miles  per  day  at  a  cost  of  less  than 
5  cts.  per  ton-mile,  60  miles  at  4l^  cts.,  or  75  miles  at  4  cts. 
Electric  trucks  are  not  generally  built  in  these  larger  sizes. 

From  the  foregoing  figures  it  will  be  seen  that  the  electric 
is  the  lowest  in  cost  within  its  mileage  limitations,  while  the 
gasolene  truck  is  capable  of  covering  greater  distances,  and  for 
these  increased  distances  its  ton-mile  cost  is  the  lowest. 

The  figures  show  the  comparative  costs  of  the  electric  for 
its  maximum  mileage  on  one  battery  charge,  and  the  gas  truck 
for  the  same  mileage.  Also  the  costs  of  the  gas  truck  at  its 
maximum  mileage  for  a  normal  working  day. 

The  ton-mile  cost  of  merchandise  transportation  on  high- 
ways is  still  further  reduced  below  the  above  figures  by  the 
use  of  trailers,  to  the  extent  of  from  20  to  30  percent.  The 
use  of  trailers  (either  4- wheeled  or  2- wheeled)  is  of  such  recent 
general  application  that  sufficient  data  are  not  available  to  give 
general  average  figures,  but  it  is  not  to  be  doubted  that  costs 
as  low  as  3  cts.  per  ton-mile  can  be  reached  under  reasonably 
favorable  conditions. 

COMMERCIAL  APPLICATIONS. 

Both  electric  and  gasolene  tru^cks  are  successfully  applied 
in  all  classes  of  service  where  merchandise  and  passengers  are 
transported  on  streets  or  highways.  To  facilitate  operation 
and  obtain  the  best  results  in  many  classes  of  service,  auxiliary 
devices  of  various  kinds  have  been  developed.  These  include 
the  following: 
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Bemovable  Bodies:  These  are  especially  intended  for  use 
where  merchandise  in  packages  is  handled  and  where  the  time 
consumed  in  loading  constitutes  a  considerable  proportion  of 
the  working  day.  Upon  arrival  of  the  truck  at  the  loading 
point  a  loaded  body  is  substituted  for  the  empty  body  by  means 
of  some  power  mechanism,  such  as  an  overhead  crane  installed 
at  the  loading  platform  or  by  means  of  some  device  such  as  a 
winch  mounted  on  the  truck  and  operated  by  its  power  plant. 

Elevating  and  Dumping  Bodies:  In  the  coal  trade  and 
among  contractors  and  others  handling  bulk  material,  bodies 
of  these  types  are  extensively  used  to  facilitate  discharge  either 
from  the  back  or  side  of  truck.  The  operation  is  accomplished 
by  means  of  an  auxiliary  mounted  on  the  truck  and  driven  by 
its  power,  and  usually  takes  the  form  of  either  a  mechanical, 
electrical  or  hydraulic  mechanism. 

Others  who  make  use  of  auxiliary  devices  are :  saf e-hoisters, 
for  hoisting  safes  to  upper  floors  of  buildings;  electric  com- 
panies, for  hauling  cables  into  subways;  machinery  handlers 
and  riggers,  for  loading  and  unloading  heavy  machinery  by 
power. 

The  extended  use  of  such  power-driven  auxiliaries  has  re- 
cently brought  about  a  new  development  of  the  gas  electric 
vehicle. 

GAS  ELECTBICS. 

This  type  of  vehicle  should  not  be  confused  with  those 
brought  out  during  a  number  of  years  past,  several  types  being 
in  satisfactory  operation  which  are  provided  with  electric  trans- 
mission systems  intended  merely  to  take  the  place  of  mechani- 
cal transmissions  for  the  propulsion  of  the  vehicle. 

The  gas  electric  system  here  referred  to  consists  of  a  gaso- 
lene engine  governed  to  a  constant  speed,  regardless  of  load 
imposed  upon  same.  A  compound-wound  generator  is  direct 
connected  to  the  engine  and  is  wound  for  a  constant  voltage  or 
for  a  falling  voltage  under  increase  of  load,  as  may  be  required. 
The  current  from  the  generator  is  used  to  propel  the  vehicle 
through  driving  motors  of  the  type  used  on  storage-battery 
trucks  and,  in  addition,  furnishes  current  for  the  operation  of 
auxiliaries  driven  by  individual  electric  motors.     These  gas- 
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electric  trucks  may  be  built  to  carry  the  entire  load  upon  their 
own  chassis,  or  with  ahortened  wheel  base  in  the  form  of  a  trac- 
tor truck  can  haul  2-  or  4-wheeI  trailers,  upon  which  auxiliaries 
can  be  mounted.  Extensive  future  development  may  be  ex- 
pected in  connection  with  this  type  of  vehicle.  Its  eEBciency  is 
no  doubt  lower  than  either  the  straight  electric  or  straight  gaso- 
lene, but  its  advantage  lies  in  its  having  the  simplicity  of  opera- 


tion of  the  electric,  the  unlimited  mileage  of  the  gasolene  and 
the  utmost  convenience  in  the  operation  of  auxiliaries.  By 
reason  of  the  high  torque  of  its  motors  at  low  speeds  it  can 
haul  excessively  heavy  loads. 

TRAILEKS. 

The  development  of  trailers  for  use  in  connection  with 
motor  trucks  or  motor  tractors  has  been  the  result  of  the  oppor- 
tunities frequently  occurring  to  haul  additional  merchandise 
loads  in  rear  of  the  truck,  thereby  increasing  the  ton-mile  ca- 
pacity of  the  vehicle  and  reducing  the  ton-mile  cost. 

For  a  number  of  years  past  motor  trucks  built  in  Europe 
and  subsidized  for  military  purposes,  particularly  in  France  and 
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Oermauy,  have  been  required  to  haul  trailer  loads  of  at  least 
one  half  of  the  truck  capacity.  In  the  United  States  several  of 
the  leading  truck  manufacturers,  recognizing  the  advantage  of 
the  use  of  trailers,  have  produced  vehicles  capable  of  perform- 
ing this  added  service. 

Trailers  are  of  two  general  types:  the  four-wheeled 
trailer,  which  is  merely  hauled  behind  the  truck;  and  the 
two-wheeled  or  semi-trailer,  the  forward  end  of  which  is  sup- 
porteil  by  the  truck.  Extensive  tests  have  shown  that  the 
power  developtnl  by  the  average  motor  truck  is  sufficient  to  haul 


«  IratWr  Kwd  at  least  et)u«l  to  the  truck  capacity,  vhen  op«-a:- 
iuj*  under  ruasiuiably  favorable  conditions  of  roads  and  er*it^ 
lu  s».inie  ^ases  it  has  even  pp>ved  feasible  to  haul  trains  of  :raC~ 
ers.  To  m^r-t  normal  s«^i^^?  contliiions  it  is,  however,  e^isc.s- 
ary  on  tnioks  desiiraej  to  operate  with  trailers  to  prjv>i*  a 
lowi-r  drive  ratio.  r*\lui?:ii5  the  speej  of  the  vehicle  l->  \-  :* 
?.'"i ,  thereby  Biafe-.Hir  it  p*'«ss:ble  to  infr^ase  the  to:aI  I-^i  t*- 
iv«v-:;y  I'VV,  On  cfcais-driv^  iniv-ks  :his  is  easily  a-?v^  ■=:riirie'i 
by  a  ehir.irv  :b  sprwkeis.    On  siif:-iiriv*  tra-^ks  :*:■?  j^irs  .t 
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ing  wheels  of  the  truck.  A  notsbte  instance  of  this  design  of 
trailer  steers  both  front  and  rear  wheels  through  the  draw-bar, 
and  they  may  be  hauled  in  trains,  all  wheels  tracking  with  the 
driving  wheels  of  truck  or  tractor.  This  type  of  trailer  is  espe- 
cially suitable  for  use  on  roads  where  traffic  is  light  and  where 
extreme  overall  length  is  not  objectionable.  In  cities  where 
there  is  any  considerable  congestion  and  the  necessity  may  exist 
for  backing  into  position  for  loading  or  unloading,  the  two- 
wheel  type  is  preferable,  though  the  four-wheel  trailers  may 


Flf,  T.      "Trojt"   S-Ten  Donbls-Eiid  TnUM. 

be  backed  by  the  use  of  a  manually  operated  steering  mechan- 
ism on  the  rear  of  the  last  trailer. 

The  two-wheeled  or  semi-trailer  type  in  most  instances  is 
attached  to  its  tractor  truck  through  a  fifth  wheel,  and  the  rear 
wheels  of  same  do  not  track.  One  type  of  two-wheel  trailer 
is  in  extensive  service  whose  forward  end  is  flexibly  mounted  on 
the  tractor  truck,  and  the  rear  wheels  are  mounted  on  a  fifth 
wheel  or  turntable.  By  means  of  suitable  linkage  between  the 
rear-axle  unit  and  the  tractor,  the  trailer  wheels  follow  in  track. 
A  tractor  truck  equipped  with  a  two-wheel  trailer  may  be 
backed  and  placed  in  position  with  little  inconvenience. 
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The  use  of  trailers  or  semi-trailers,  as  outlined  above,  will 
doubtless  be  extended  as  time  goes  on,  as  the  transportation 
cost  per  ton-mile  is  substantially  reduced  by  their  use,  as  has 
previously  been  pointed  out. 

Tractor  trucks,  whether  of  the  electric,  gasolene,  or  gas- 
edectric  type,  must  necessarily  have  their  radius  rods,  driving 
mechanisms,  speed  ratio  and  number  of  speed  changes  adequate- 
ly proportioned  to  the  service  which  they  will  be  called  upon  to 
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perform,  but  in  view  of  past  experience  in  Europe,  as  well  as  in 
this  country,  no  obstacles  of  a  serious  nature,  either  in  design 
or  construction,  present  themselves. 

SERVICE. 

Paaaenger  Tramportatton: 

The  use  of  standard  motor-truck  chasses  aa  motor  buses 
has  become  very  general  of  recent  years,  and,  as  a  rule,  no  spe- 
cial modification  of  the  truck  chassis  has  been  made  except  to 
lengthen  the  frame  in  order  to  accommodate  the  maximum  num- 
ber of  passengers.  In  London  and  Paris,  however,  as  is  well 
known,  motor  buses  have  been  developed  for  the  particular 
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purpose  of  carrying  passeDgers  without  particular  reference  to 
the  ase  of  the  same  vehicle  for  merchandise  transportation; 
thongh  the  latest  type  Paris  bttsea  were  designed  and  trub- 
sidized  for  military  purposes  as  well,  and  have  been  so  osed 
daring  the  past  year  with  great  success.  New  York,  which 
has  the  oldest  and  most  successful  motor-bus  service  ia  this 
country,  adopted  the  Paris  type  of  bus.  The  principal  varia- 
tions from  American  trucks  found  on  these  buses  is  that  the 


driver  is  placed  over  the  engine  in  order  to  secure  the  maxi- 
mum passenger  capacity  with  a  minimum  overall  length,  on 
account  of  the  congestion  on  some  of  the  thoroughfares  upon 
which  these  vehicles  operate.  Also,  the  radiator  is  of  a  coil-tube 
type  with  centrifugal  fan,  and  the  final  drive  is  by  pinions  and 
internal  cut  gears  on  rear  wheels.  As  previously  mentioned, 
however,  the  internal  gear  drive  is  coming  more  and  more  into 
use,  and  these  buses  have  doubtless  had  an  influence  in  this 
direction. 
Public  Utility  Service: 

Fire  department  equipment  probably  takes  the  first  place 
in  the  application  of  motor  vehicles  under  this  heading.     No 
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standardization  has  as  yet  been  reached,  though  the  fire  de- 
partments of  American  cities  have  been  undergoing  motoriza- 
tiori  gradually  for  more  than  ten  years. 

Electric,  gasolene,  and  gas-electric  applications  have  been 
made  both  in  the  form  of  self-contained  machineB  and  tractor 
trailers.  Every  branch  of  the  fire  department  service  has  been 
motorized  to  a  greater  or  less  extent,  some  of  the  principal  ap- 
plications being  as  follows:  Equipment  of  steam-driven  pump- 
ing engines;  hook  and  ladder  trucks  and  water  towers  with 
tractors,  thus  utilizing  equipment  formerly  drawn  by  horses; 
hose  wagons,  either  for  use  with  pumping  engines  or  with  high- 
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pressure  water  mains,  this  equipment  being  usually  of  the  self- 
contained  gasolene  truck  type ;  city  service  trucks,  with  their 
equipment  of  chemical  apparatus  and  hook  and  ladder  equip- 
ment, also  of  the  gasolene  truck  type ;  fuel  wagons  of  the  gaso- 
lene type ;  self-contained  pumping  engines,  having  pumps  of  the 
rotary  or  piston  type  driven  by  gasolene  engines,  which  also 
furnish  motive  power  for  propelling  the  apparatus. 

It  is  highly  improbable  that  any  material  standardization 
in  fire  apparatus  will  be  accomplished,  as  the  requirements  of 
different  communities  vary  so  widely. 

Extensive  experimentation  has  been  carried  on  for  a  num- 
ber of  years  in  connection  with  the  collection  and  disposal  of 
refuse  and  the  cleaning  of  streets  by  means  of  power-propelled 
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vehicles.  These  experimeats  have  covered  the  fields  of  power- 
driven  sweepers  aod  Hushers,  motor  trucks,  and  tractors  of  both 
the  storage- battery  electric  aod  the  guolene  type.  Varying 
conditions  in  each  community  seem  likely  to  prevent  any  stand- 
ard apparatus  being  produced  suitable  for  universal  applica- 
tion, but  in  many  of  the  larger  cities  the  gas-electric  tractor  and 
trailer  system,  with  suitable  auxiliaries  mounted  on  trailers  of 
various  types,  will  probably  be  the  solution. 
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Other  public  or  semi-public  functions  performed  by  com- 
mercial motor  cars  include :  Hospital  ambulance  service ;  tower 
wagons  for  street-railway  line  repair;  emergency  and  wrecking 
wagons;  and  trucks  for  the  transportation  of  materials  in  nu- 
merous municipal  departments.  In  these  lines  of  work  both 
gasolene  and  electric  vehicles  are  used  as  the  requirements  of 
the  service  indicate  to  be  desirable. 

STANDARDIZATION  AND  SPECIALIZATION. 
The  observation  of  the  author  during  the  past  decade  leads 
him  to  conclude  that  the  future  development  of  the  motor- 
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truck  industry  will  be  along  tbe  IIdob  of  standardizing  the  gen- 
eral design  of  vehicles  of  various  types  and  carrying  capacities, 
so  that  component  parts  made  by  those  specializing  in  their 
manufacture  can  be  made  to  a  large  extent  interchangeable 
and  of  uniform  general  dimensions.  Thus  manufacturers  of 
parts,  such  as  engine,  axles,  transmissions,  etc.,  will  be  enabled 
to  manufacture  in  quantity,  thereby  reducing  production  cost 
without  any  sacrifice  of  quality,  and  the  truck  manufacturer 
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will  be  able  to  select  the  units  best  adapted  to  harmonize  with 
his  general  design,  without  requiring  special  parts  to  be  manu- 
factured at  increased  cost  and  with  delays  in  deliveries.  The 
Society  of  Automobile  Engineers  has  been  devoting  practically 
its  entire  energies  to  standardization  work  for  the  past  five 
years  and  has  accomplished  much  in  this  direction. 
BIBLIOGRAPHY. 
In  a  branch  of  engineering  which  has  attained  such  pro- 
portions in  so  short  a  time  as  that  covered  in  this  paper,  and 
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which  is  making  sach  rapid  progress,  it  seems  impractical  to 
attempt  a  bibliography.  In  general  the  files  and  current  issues 
of  the  trade  press,  especially  *'The  Commercial  Vehicle*', 
"Power  Wagon"  and  **The  Commercial  Car  Journal";  the 
Hand-Books  of  the  Society  of  Automobile  Engineers,  contain- 
ing Data  Sheets  frequently  revised  and  bound  in  loose-leaf 
form,  and  the  monthly  Bulletins  and  semi-annual  Transactions 
of  that  Society  are  the  sources  from  which  data  and  informa- 
tion on  the  subjects  touched  upon  in  this  paper  can  be  obtained* 

Xote: — ^All  dlscoaaon  pertaining  to  motor  vehicles  wiU  be  found  at 
the  end  of  Paper  No.  132. 
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The  term  "tractor''  is  in  reality  a  short  form,  the  out- 
growth of  the  term  ** traction  engine'*  and  more  particularly 
pertains  to  the  class  of  machines  deriving  their  power  from  an 
internal  combustion  engine.  While  the  word  is  of  compara- 
tively recent  coinage,  the  manufacturers  of  this  class  of  machin- 
ery have  universally  adopted  the  term  and  its  definition  is  gen- 
erally known  and  accepted  in  this  branch  of  engineering  and 
throughout  the  farming  world. 

EARLY  DEVELOPMENT. 

Within  the  past  ten  years  and  after  the  internal  combus- 
tion engine  had  proved  an  unqualified  success,  the  motor  tractor 
was  developed.  The  inception  of  this  type  of  traction  engine 
was  no  doubt  brought  about  through  the  desire  to  displace  the 
cumbersome,  heavy  and  inefiicient  steam  traction  engine,  hav- 
ing further  in  view  the  expense  entailed  in  transporting  the 
requisite  fuel  and  water  needed  with  the  latter  type  of  engine. 
This  difficulty  of  transportation  of  fuel  was  almost  insurmount- 
able on  the  great  ranch  lands  of  the  Par  West,  which,  during 
this  period,  were  being  brought  under  cultivation  by  grain 
farmers.  The  motor  tractor  was  so  much  lighter,  and  for  that 
reason  so  much  more  efficient  in  tractive  effort  than  the  steam 
traction  engine,  that  at  once  it  began  to  displace  great  numbers 
of  horses  which  were  then  employed  in  breaking  up,  for  grain 
growing,  the  immense  tracts  of  virgin  land  to  be  found  in  the 
West  and  Northwest  of  this  country,  as  well  as  in  Canada. 

•  The  writer  is  much  indebted  to  Mr.  H.  D.  MacDonald  for  consider- 
able assistance  in  the  preparation  of  this  paper. 
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To  the  Western  farmer  belongs  the  honor,  in  accepting 
these  pioneer  efforts  of  the  tractor  designer  and  manufacturer^ 
and  through  his  acceptance  of  these  somewhat  crude  machines 
the  foundation  was  laid  for  the  immense  tractor  business  of 
today.  To  him  also  must  be  given  credit  for  his  ingenuity  in 
overcoming  trouble  and  for  persistent  effort  in  operating  these 
earlier  machines  under  adverse  conditions. 

The  tractors  first  developed  were  of  comparatively  small 
horsepower,  but  on  account  of  the  insistent  demand  for 
increased  drawbar  power,  the  manufacturers  eventually  put 
forth  machines  of  double  and  even  treble  the  power  of  the 
earlier  machines.  These  more  powerful  machines  were  suc- 
cessful in  plowing  or  breaking  up  large  tracts  of  range  land. 

On  account  of  this  success,  the  farmers  of  the  Middle  West 
were  gradually  tempted  to  follow  in  the  footsteps  of  their  more 
progressive  Western  brothers  of  the  farming  industry.  This 
venture,  however,  was  not  entirely  successful  in  plowing  work, 
due  to  the  smaller-sized  farms  necessitating  smaller  tractors 
which  would  be  more  nearly  proportionate  to  their  needs.  They 
proved,  however,  eminently  successful  in  threshing  work,  on 
account  of  the  large-sized  grain  separators  extensively  used  in 
those  sections  of  the  country.  Another  feature  of  development 
brought  about  in  the  invasion  of  the  Central  West  by  the  large 
tractor  was  the  good-roads  movement  started  several  years  ago 
and  which  is  now  fast  attracting  universal  attention. 

The  Eastern  farmers,  due  largely  to  their  conservative 
ideas  as  well  as  to  the  restricted  size  of  their  farms,  did  not 
take  kindly  to  the  motor  tractor  of  that  period,  and  although 
there  were  a  few  operated  for  farming  work,  there  was  prac- 
tically no  demand  for  them.  It  is  not  to  be  inferred  that  this 
tractor  was  not,  at  least  to  some  extent,  in  use  in  the  East  and 
Middle  West,  but  its  usefulness  was  largely  limited  to  contrac- 
tors' work,  for  hauling  purposes  or  for  the  work  customarily 
done  by  the  portable  engine. 

INFLUENCE  OF  FUEL  ON  TRACTOR  DEVELOPMENT. 

The  rapid  development  of  the  motor  tractor,  largely  due  to 
the  success  of  the  internal  combustion  engine,  has,  nevertheless, 
through  the  research  work  carried  on,  and  the  overcoming  of 
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conditions  which  had  to  be  met  in  its  development,  greatly 
benefited  the  branch  of  engineering  concerned  with  the  design 
of  oil  engines  for  stationary  purposes. 

The  present-day  successful  tractor  differs  from  the  earlier 
motor  tractor  first,  and  most  important,  as  to  the  kind  of  fuel 
consumed.  Gasoline  was  the  fuel  used  on  all  of  the  earlier 
types,  but  on  account  of  the  enormous  demand  for  gasoline  by 
the  ever  increasing  number  of  automobiles,  the  price  has 
increased  to  a  practically  prohibitive  figure  for  industrial  pur- 
poses, and  therefore  a  heavy  oil-burning  type  of  internal-com- 
bustion engine  was  developed,  and  at  the  present  time  many 
makes  of  tractors  are  so  equipped.  Most  of  the  engines  now 
used  are  of  a  very  simple  type  and  are  easily  operated  by  the 
labor  ordinarily  found  on  the  farm.  Kerosene  and  distillate 
stationary  engines  have  been  built  for  several  years,  but  gen- 
erally their  design  has  proved  altogether  too  heavy  for  trac- 
tor use  and  far  too  complicated  to  operate  when  placed  in  the 
hands  of  the  above  grade  of  labor. 

There  are,  however,  some  makes  of  tractors,  of  the  multi- 
cylinder  type,  which  adhere  to  gasoline  or  to  a  mixture  of  gaso- 
line and  kerosene,  on  account  of  the  extreme  difficulty  in  suc- 
cessfully carrying  the  atomized  mixture  to  the  various  cylin- 
ders through  long  and  tortuous  manifolds.  The  fluctuating  load 
of  the  tractor  makes  this  a  particularly  difficult  problem  to 
solve,  and  even  though  denied  by  manufacturers  of  the  multi- 
cylinder  type,  which  are  advertised  to  run  on  distillate  and 
kerosene,  there  is  no  doubt  but  that  the  low-speed  heavy-duty 
oil  engines,  of  single  or  double  cylinder,  are  most  successfully 
operated  by  the  class  of  labor  usually  employed. 

Some  sixty  manufacturers  of  tractors  are  now  endeavoring 
to  market  machines.  Among  these  we  find  gasoline  motors  and 
those  that  burn  kerosene  and  distillate,  single,  double  and  multi- 
cylinder  type.  Those  who  still  build  the  gasoline  type  maintain 
that  the  fuel  consumption  is  so  much  greater  on  kerosene  that 
they  can  operate  cheaper  on  gasoline,  and  they  are  able  by 
good  salesmanship  to  convince  some  that  this  claim  is  true. 
Still  other  makers  advertise  their  machines  as  kerosene-burn- 
ing outfits,  but  at  the  same  time  advise  the  use  of  gasoline,  for 
reasons  aforesaid.     They  merely  use  the  kerosene  claim  as  a 
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ruse  and  then  advocate  the  use  of  gasoline,  so  as  not  to  be 
called  upon  to  make  good.  Still  other,  and  the  most  success- 
ful builders,  advocate  kerosene  and  distillate  only  and  are 
always  prepared  to  prove  the  economy  of  their  machines  by 
using  these  heavier  oils  in  practical  demonstrations.  In  fact, 
there  are  several — ^and  they  rank  in  the  foremost — ^who  abso- 
lutely use  nothing  but  kerosene  or  distillates  of  36  to  39  degrees 
BaumS  in  the  process  of  test  at  their  own  factories,  and  these 
machines,  in  the  hands  of  farm  operators,  run  continuously  on 
these  low-grade  fuels. 

The  following  data,  derived  from  representative  types,  will 
^ye  a  conservative  idea  as  to  the  comparative  consumption  of 
the  different  fuels  at  full  load : 

Kerosene,  average 0.1125  gallon  per  hp.-hour 

Gasoline,  average 0.1000  gallon  per  hp.-hour 

This  shows  an  increase  of  12^/^%  when  burning  kerosene. 
Taking  the  average  cost  of  gasoline  at  15  cents  per  gallon  and 
low  grade  kerosene  at  7  cents,  we  have  in  comparison  with 
every  gallon  of  gasoline  at  15  cents  ly^  gallons  of  kerosene  at 
7  cents  ($0.07875).  When  purchasing  fuel  in  small  quantities 
these  figures  are  seldom  bettered,  but  when  buying  in  large 
quantities  the  kerosene  figure  may  be  cut  down  1/3.  In  fact, 
many  users  of  distillate  are  purchasing  this  fuel  as  low  as  3 
to  4  cents  per  gallon.  The  distillate  mentioned  is  a  lower  grade 
of  fuel  than  kerosene,  with  a  gravity  varying  from  36  to  39 
degrees  Baume,  and  can  be  obtained  readily  throughout  the 
Middle  West  and  East.  It  is  a  semi-refined  oil,  usually  quite 
clear,  nearly  colorless  and  with  a  slight  odor  of  crude  petrol- 
eum. Gasoline  purchased  in  large  quantities  will  seldom  find 
a  reduction  in  price  of  more  than  15%  of  the  figure  given  above. 

Figure  1,  a  fuel  consumption  diagram,  shows  economy 
curves  for  these  fuels.  Another  feature  prominently  brought 
out  by  this  diagram,  and  one  of  which  most  manufacturers  are 
cognizant,  but  are  not  prone  to  dwell  upon,  is  the  rapid  drop 
in  efficiency  of  the  internal  combustion  engine  when  used  at 
light  loads.  In  corroboration  of  the  above,  this  feature  regard- 
ing fuel  consumption  and  economy  of  operation  will  be  referred 
to  later  under  ** Trend". 
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TYPES  OF  MOTORS  USED  ON  PKE8ENT-DAY  TRACTORS. 
Of  a  list  of  fifty-nine  manufacturers  of  tractors,  in  this 
country,  thirty-five  build,  or  rather  Hat,  a  4-eyele  vertical  kero- 
sene-burning type  of  engine.  As  a  matter  of  fact,  there  are 
twenty-seven  of  these  manufacturers  using  automobile  motors 
and  the  other  eight  use  an  engine  specially  designed  for 
tractor  purposes.    While  thirty  of  the  latter  adopt  and  claim  the 
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use  of  kerosene,  it  is  well  known  in  the  trade,  that  there  are 
not  more  than  seven  makes  that  operate  on  kerosene  with  any 
degree  of  success,  and  most  of  these  only  when  in  the  hands  of 
skilled  operators  and  where  the  performance  is  limited  to  prac- 
tically a  steady  load.  It  has  been  demonstrated,  however,  time 
and  again,  that  nearly  all  of  the  four-cylinder  makes  of  trac- 
tors can  be  made  to  operate  in  the  demonstration  field  on  a  mix- 
ture of  \'2  gasoline  and  %  kerosene. 

It  is  erroneous  to  assume,  because  the  manufacturers  of 
four-cylinder  tractors  are  in  the  majority,  that  they  are  the 
most  successful,  or  that  there  are  more  of  those  tractors  in 
operation,  or  likely  to  be  so  in  the  near  future,  than  any  other 
type.  As  a  matter  of  fact,  they  constitute  a  very  small  per- 
centage of  the  total  number  of  tractors  manufactured,  sold,  or 
in  use  today.  Not  more  than  five  makes  of  four-cylinder  trac- 
tors have  in  any  way  fully  established  their  claims  of  being  in 
the  ** successful  tractor  class",  while  the  single  and  two-cylin- 
der heavj'-duty  engine  tractors  have  long  proved  their  claims, 
both  as  to  durability  and  successful  operation  on  heavy  oils, 
with  even  the  lowest  grade  of  operators. 

The  successful  operation  of  the  last-mentioned  tractors  on 
kerosene  and  heavy  distillates  is  directly  due  to  a  large  amount 
of  costly  experimental  and  research  work  carried  out  by  manu- 
facturers, who  have  aimed  to  obtain  the  desired  end  by  sim- 
plicity of  construction  of  the  engine  and  its  mixer.  The  latter 
is  practically  automatic  in  its  action,  leaving  no  fine-haired 
adjustments  to  be  made  by  the  operator. 

Another  point  given  particular  attention  is  the  heat  regu- 
lation of  the  cooling  system,  which  is  vitally  necessary  to  the 
successful  burning  of  kerosene.  One  prominent  manufacturer 
maintains  a  constant  cylinder-water  temperature,  regardless  of 
the  load,  and  others,  also  prominent,  have  attained  somewhat 
the  same  results  by  the  employment  of  a  very  light  oil  as  a 
cooling  medium  for  the  cylinders. 

Too  much  stress  cannot  be  laid  upon  the  fact  that  the  real 
makers  of  the  tractor  business,  by  their  years  of  experimenta- 
tion and  testing  (one  concern  carries  on  plowing  work  on  its 
own  lands  in  the  South)  are  the  ones  to  govern,  and  after  this 
extensive  work  and  the  building  up  of  a  business  to  its  pres- 
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ent  proportions,  such  hastily  thrown  together  machines  as  those 
equipped  with  the  automobile  type  of  engine  should  absolutely 
be  eliminated  from  further  consideration.  Most  of  these  are 
designed  by  inexperienced  engineers,  who  with  some  particu- 
lar idea  as  to  drive,  or  truck,  or  wheels,  believe  they  have  the 
real  one,  accepting  as  a  foregone  conclusion,  the  standard  gaso- 
line engine.  These  are  all  new  and,  as  proven  in  the  past,  an 
unstable  product. 

The  results  of  the  tractor  industry  that  have  proved  a 
success  are  not  the  product  of  some  wild  dream  of  an  inventor, 
but  show  intelligent  and  careful  design,  carried  out  by  engi- 
neers who  have  devoted  their  entire  energy  and  undivided  time 
to  this  work  during  the  past  decade. 

We  will  therefore  eliminate  from  consideration  all  but 
those  of  reliable  make.  Summing  up,  after  careful  study,  there 
are  to  be  found — 

9  of  the  2-  and  4-cylinder  horizontal  opposed  type. 
6  of  the  2-  and  4-cylinder  horizontal  type. 
4  of  the  single-cylinder  horizontal  type. 
6  of  the  4-cylinder  vertical  type. 

We  will  now  take  up  the  four  principal  or  leading  types 
of  engines  used. 

The  2-  and  4-cylinder  horizontal  opposed  engines,  aside 
from  the  advantage  gained  by  their  being  naturally  balanced, 
have  proved  less  difficult  of  cylinder  lubrication  than  the  verti- 
cal type  without  splash  system.  The  burning  of  kerosene  or 
distillate  absolutely  precludes  the  use  of  the  latter  system, 
because  these  heavier  oils  tend  to  destroy  lubrication,  and  fur- 
ther, as  the  mixture  used  is  an  atomized  one,  there  is  consid- 
erable condensation  on  the  walls  of  the  cylinder,  a  certain 
amount  of  which  cannot  be  prevented  from  passing  by  the  pis- 
ton and  rings,  mixing  with  the  lubricating  oils  and  rendering 
it  unfit  for  further  lubricating  purposes.  Similar  advantages 
in  lubrication  must  be  attributed  to  the  1-,  2-  and  4-cylinder 
horizontal. 

The  types  of  engines  first  mentioned  are  peculiarly  adapted 
to  tractor  use,  in  so  far  as  they  can  be  readily  cross  mounted 
on  the  tractor  frame,  which  enables  a  direct  drive,  by  means  of 
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spur  or  chain  gearing,  to  the  countershaft  or  rear  axle.  This  is 
a  great  aid  to  simple  construction  and  efficient  drive. 

The  six-  and  four-cylinder  vertical  types  have,  of  course, 
the  advantage  of  smooth  running,  but  on  account  of  their 
length,  it  is  necessary  to  mount  them  fore  and  aft  of  the  frame. 
A  cross  mounting  is  obstructive  to  the  view  of  the  operator, 
unless  cab  and  platform  are  extremely  elevated.  This,  aside 
from  lending  the  appearance  of  a  massive,  cumbersome  machine 
of  awkward  construction,  is  not  looked  upon  with  favor  by  the 
farmers.  The  disadvantage  of  fore-and-aft  mounting  is  the 
bevel  gear  construction  of  drive,  causing  loss  of  power  and 
making  complicated  construction  for  belt  work.  In  this,  it  is  nec- 
essary to  drive  through  bevel  gears — a  bad  feature  for  continuous 
power  drive — or  belt  drive  sideways  from  machine,  which  pre- 
sents difficulties  in  the  aligning  and  tightening  of  belt. 

Inasmuch  as  the  tractor  must  perform  tractive  and  belt 
work  and  as  belting  from  pulley  on  crank  shaft  is  better  than 
through  other  mechanism,  it  must  be  conceded  that  the  cross 
mounting  of  the  crank  shaft  of  any  type  of  engine  is,  with 
regard  to  the  aligning  and  tightening  of  belts,  absolutely  the 
best. 

TRACTOR  CONSTRUCTION. 

Frame. 

It  has  been  the  aim  of  the  majority  of  tractor  engineers 
to  construct  a  light,  rigid  frame  of  great  strength,  of  either  a 
built-up  and  trussed  type,  or  standard  ** I' '-beams  and  chan- 
nels, riveted  and  bolted  together  by  angles  and  gusset  plates, 
each  of  which  has  proved  its  durability. 
Drive  Mechanism. 

It  has  been  found  by  most  of  the  successful  manufacturers 
that  a  complete  spur-gear  drive  to  the  rear  wheels,  or  to  the 
counter  shaft  and  thence  by  chain  to  the  rear  wheels,  makes 
toward  mechanical  simplicity  and  higher  efficiency  more  than 
any  other  form  or  type  of  drive.  The  drive  to  the  rear  wheels, 
whether  by  chain  or  internal  or  external  spur  gearing,  has,  up 
to  the  present,  presented  great  difficulties  in  properly  guarding 
these  parts  from  excessive  wear,  due  to  the  dust,  dirt  and  sand 
carried  to  them  by  the  rear  wheels,  and  also,  in  some  cases,  to 
the  close  proximity  of  some  of  these  parts  to  the  ground. 
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Open  gears  without  guards  are  liable  to  be  broken  by  stones 
and  undue  wear  from  other  causes  mentioned.  Some  manu- 
facturers have  entirely  neglected  this  feature,  while  others  have 
made  poor  attempts  at  chain  and  gear  guarding.  The  guards 
generally  catch  a  large  quantity  of  dust,  dirt,  mud  and  sand, 
and  decidedly  aid  the  cutting-out  or  wearing  process  instead 
of  remedying  it.  A  few  manufacturers  have  put  forth  guards 
which  serve  their  purpose  fairly  well  under  most  working 
conditions. 

The  difficulties  with  gear  guarding  are,  that  if  a  cheap  par- 
tial guard  is  provided  which  keeps  stones,  clods  of  mud  and 
ice  from  entering  the  gearing,  it  does  not  protect  it  from  dust, 
and  to  be  most  efficiently  guarded  from  these  troubles  com- 
plete guards  should  be  installed  which  would  be  absolutely 
dust  tight,  and  this  means  the  equivalent  of  oil-  or  water-tight. 
It  has  been  found  that  a  guard  of  the  type  just  mentioned  has 
not,  and  seemingly  cannot,  be  successfully  applied  to  the  pres- 
ent type  of  bull  gear-driven  wheel  universally  used  on  the 
larger-sized  tractors.  As  stated  before,  the  gearing  guards 
should  be  absolutely  water-  and  oil-tight ;  otherwise  no  attempt 
at  all  should  be  made  to  have  a  casing  proof  against  the  action 
of  dust,  mud  or  sand,  but  rather  provide  a  short  upper  guard 
to  exclude  the  danger  of  stones,  clods  of  earth  or  ice  from  fall- 
ing on  the  gears  and  causing  breakage. 

Some  later  models  of  large  tractors  have  eliminated  the 
bull-gear  or  guarding  difficulty  by  resorting  to  an  entirely  dif- 
ferent design,  in  which  these  gears  are  entirely  enclosed  in  a 
gear  case  running  in  oil  and  drive  the  rear-wheel  hub  by  jaw 
clutched  sleeves.  No  running  bearings,  gear  contacts  or  work- 
ing joints  are  thereby  presented  to  the  dirt. 
Wheels. 

The  two  common  types  of  wheel  are  those  in  which  round 
or  flat  radial  spokes  are  used ;  and  in  nearly  all  cases  extension 
rims  are  provided  and  are  furnished  in  various  widths,  depend- 
ing largely  on  the  weight  and  size  of  tractor. 

Nearly  all  rear  wheels  on  the  later  model  tractors  are 
mounted  on  live  rear  axles.  The  lesson  the  steam-traction- 
engine  manufacturers  learned  has  been  taken  advantage  of  by 
the  present-day  tractor  designers,  as  the  mounting  of  wheels 
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on  stub  or  statioBary-type  axles  caused  the  wheel  bearings  to 
be  short  lived,  because  it  was  found  impossible  to  make  a  bear- 
ing of  sufficient  length  to  be  proportionate  to  the  diameter  of 
the  wheel  and  at  the  same  time  maintain  a  reasonable  overall 
width  of  tractor. 
Front  Axle  and  Steering. 

There  are  practically  only  two  types  of  front  axles  used : 
one  the  pivoted  stub  axle,  or  better  known  as  the  automobile 
type  and  controlled  by  similar  means;  the  other  is  the  well- 
known  solid  **dead  axle''  pivoted  in  the  center  to  the  front 
bolster  of  tractor  frame,  and  is  the  same  as  generally  used  on 
the  steam  traction  engine  where  the  control  is  by  chains  passed 
over  a  worm-operated  roller. 
Spring  Mounting. 

All  of  the  large,  heavy  types  of  tractors,  geared  to  run  at  a 
single  or  plowing  speed,  are  of  rigid  construction,  no  attempt 
having  been  made  for  absorbing  shocks  by  the  use  of  springs 
between  axles  and  frame,  while  in  some  of  the  lighter  two- 
speed  machines  such  springs  have  been  a  leading  feature  and 
have  proved  of  great  value  when  used  on  hard  roads  or  rough 
ground. 
Steering  Devices. 

There  are  several  makes  of  automatic  steering  devices  for 
guiding  the  tractor  when  on  plowing  work.  The  basis  of  all 
of  these  devices  is  a  furrow  control  of  a  guide  wheel  or  wheels. 
Nearly  all  of  them  perform  well  even  under  the  worst  condi- 
tions. Some  are  of  very  simple  design  and  accomplish  the  pur- 
pose by  the  use  of  very  few  parts,  while  others  are  rather 
trappy  and  complicated. 
materials. 

Special  steels  have  not  been  commonly  used  in  tractor 
work  except  by  a  very  few  of  the  largest  manufacturers,  and 
they  could  afford  their  use  only  through  ability  to  purchase 
from  the  steel  manufacturer  in  large  quantities.  This  also 
applies  to  special  rolled  sections,  such  as  tire  stock,  etc. 

Special  casting  mixtures  in  gray  iron  and  steel  have  gen- 
erally been  resorted  to  for  both  strength  and  lightness  of  con- 
struction. Heat  treatment  of  steels,  pistons,  etc.,  and  special 
analysis  of  bearing  metals, — all  have  been  given  special  atten- 
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tion  and  development  by  the  older  and  more  advanced  manu- 
facturers. 
Starting  Mechanism, 

There   are   two   general  classes  of  starting   mechanisms 
applied  to  the  tractor  motor  or  engine,  viz.,  h^nd  and  power. 
Hand  Starting. 

This  heading  primarily  pertains  to  the  several  hand- 
operated  reduction-gearing  devices  and  must  cover  also  trac- 
tor engines  where  no  special  devices  are  used  and  where  the 
operator  starts  the  engine  by  means  of  a  simple  hand  crank 
on  crank-shaft  or  turns  the  engine  over  by  pulling  directly  on 
the  flywheel. 
Power  Starting. 

In  this  class  of  starting  will  be  found  three  different  forms : 

1.  Air  starting  in  its  common  form,  which  comprises  a 
storage  tank  in  which  compressed  air  has  been  accumulated  by 
the  power  of  the  tractor  engine  during  its  preceding  run. 

2.  That  which  includes  an  air  storage  tank  in  a  system 
entirely  separate  from  the  large  engine  and  in  which  is 
employed  a  small  gasoline  engine-compressor,  making  this  sys- 
tem complete  in  itself ;  and  if  the  air  in  the  tank  is  lost  through 
ineffectual  starting,  the  small  engine-compressor  is  immedi- 
ately brought  into  action  and  replenishes  the  air  storage  tanks. 
In  this  system  is  eliminated  the  labor  often  required  for  com- 
pressing air  by  hand  to  refill  storage  tanks,  or  turning  the 
engine  over  by  hand,  which  must  be  resorted  to  by  the  first 
described  air  system  and  which  thereby  defeats  entirely  the 
object  of  power  starting. 

3.  In  which  is  employed  power  direct  from  a  starting 
engine  delivering  its  power  direct  to  the  flywheel  of  the  trac- 
tor engine,  generally  by  means  of  friction  gearing.  Of  all 
power  starting  devices  this  form  has  proved  to  be  the  most 
efficient  and  reliable. 

ROAD  WORK. 

Road  work  generally  applies  to  two  entirely  different 
classes  of  work.  One  pertains  to  road  hauling  work,  such  as 
hauling  of  grain,  stone  or  other  materials  over  roads  where 
shipping  facilities  are  poor ;  the  other  pertains  to  road-making 
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^ork  or  highway  construction.  Both  of  these  vastly  different 
kinds  of  road  work  are  spoken  of,  referred  to  and  discussed 
UDder  the  heading  of  road  work.  They  should  b«  properly  sub- 
divided under  elasses  as  "road  hauling  work",  and  "road- 
making  work"  or  "highway  construction". 

We  will  now  consider  the  adaptability  of  the  present-day 
tractor  to  these  classes  of  work,  first  considering  "road  hauling 
work".  The  tractor  in  the  hands  of  the  farmer  for  hauling 
purposes  on  the  road  has  proved  successful,  and  on  the  large 


Western  farms  where  they  are  compelled  to  use  tractors,  this 
method  of  conveying  grain  to  the  elevator  for  shipment  by  rail 
is  being  employed.  In  some  instances  ranch  owners  raising 
grain  as  far  as  50  miles  from  a  railroad  or  town  must  so  employ 
the  tractor,  and  loads  in  wagon  train  of  60,000  to  80,000  pounds, 
amounting  to  from  600  to  800  bushels  of  wheat,  are  not  uncom- 
mon sights,  with  the  large  tractor  plodding  away  at  a  horse- 
walk  speed.  Many  specific  cases  of  more-than-satisfied  own- 
ers can  be  cited,  it  being  well  known  to  all  of  them  that  in  the 
absence  of  such  machines  the  difficulties  and  expenses  of  trans- 
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portatiOD  would  be  practically  insurmountable.  Teams,  of 
course,  could  be  ao  employed,  but  the  great  number  of  them 
required  would  entail  a  much  greater  expense,  as  would  also 
the  use  of  auto  trucks.  The  tractor  is  best  adapted  because  it 
first  prepares  the  land,  harvests  the  grain,  furnishes  power  for 
its  threshing  and  then,  in  natural  sequence,  hauls  it  to  the 
desired  point  for  shipment.  In  the  actual  performance  of  this 
hauling  work  and  in  connection  herewith  the  writer  presents 
photographs  (Figures  2,  3  and  4)  showing  a  few  Tepresentative 
types  of  road  hauling  machines.  This  part  of  the  subject,  if 
taken  up  in  detail,  would  form  a  complete  subject  in  itself,  but 
due  to  limited  space,  this  must  serve  to  impress  the  reader  with 
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the  importance  of  road  hauling  work  and  the  great  room  for 
advancing  in  this  field.  The  adaptability  of  the  present  day 
tractor  varies  with  different  makes;  however,  this  will  be 
referred  to  in  a  subsequent  part  of  the  paper. 

Road-making  work  or  highway  construction,  also  com- 
monly referred  to  as  road  work,  includes  the  cutting  of  new 
dirt  or  clay  roads  and  the  grading,  re-grading  or  leveling  of 
old  roads.  Township  activities  in  the  Middle  West,  along  these 
lines,  have  been  pushed  to  the  extreme  and  the  value  of  the 
tractor  in  making  roads,  as  well  as  in  their  upkeep  or  main- 
tenance, over  the  use  of  horses,  has  been  featured  by  many  on 
a  basis  of  the  comparative  actual  cost  per  mile.  In  fact,  fig- 
ures here  are  unnecessary,  because  only  through  the  use  of  the 
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tractor  was  this  extensive  work  accomplished.  Figures  5,  6,  7 
exhibit  clearly  these  classes  of  road  work  in  operation.  Appro- 
priately here,  may  also  be  mentioned  macadam  road  and  boule- 
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vard  construction;  but  in  this  connection  we  find  the  uses  of 
the  present-day  tractor  conlined  to  the  hauling  of  materials  and 
in  some  eases  supplying  belt  power  to  concrete,  cement  or 
macadam   mixers,   instead    of   actually   displacing   the   steam 
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roller.  There  are  a  few  machines  on  the  market  in  which  such 
displacement  is  attempted,  but  the  efforts  of  the  manufactur- 
ers have  thus  far  proved  only  partially  successful. 
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AGRICULTXrHAL  USES. 
Under  this  heading  we  find  the  classes  of  work  for  which 
the  tractor  was  primarily  designed  and  developed,  and  we  will 
consider  these  uses  under  four  sub-divisions,  namely: 


Tig.  7.    Bold  Iitvelln  la  Opantton. 


522  MOTOR  TRACTORS 

(1)  Preparing,  clearing  or  grubbing,  including  stump- 
pulling,  of  land  otherwise  unadaptable  for  grain  farming. 

(2)  Breaking,  plowing,  deep  tilling,  harrowing,  disking, 
seeding  and  rolling  or  packing.     (See  Figures  8  and  9.) 

(3)  Harvesting.     (See  Figure  10.) 

(4)  Threshing  (see  Fig.  11),  ensilage  cutting  and  silo  fill- 
ing, feed  grinding,  corn  busking,  corn  shredding,  corn  shelling, 
sawing,  and  other  belt  work. 

(1)  On  account  of  the  previous  high  cost  of  clearing  land 
for  farming,  the  motor  tractor  has  proven  very  efficient,  suc- 
cessfully catting  and  plowing-under  ordinary  brush,  partially 
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decayed  stumps  and  roots,  while  the  larger  and  more  solid 
stumps  are  quickly  pulled  without  the  aid  of  elaborate  rig- 
ging. This  work  is  now  done  for  one  sixth  to  one  tenth  the 
cost  it  was  formerly  done  for,  where  teams  were  employed. 
The  plow  makers  have  cooperated  well  with  the  tractor  manu- 
facturers in  producing  heavy,  specially -designed  grubbing 
plows.  A  single,  24-iQ.  bottom  plow  is  frequently  used,  and 
this  generally  requires  a  tractor  of  30-hp,  capacity  at  the  draw- 
bar. 

Diie  to  the  marked  improvement  in  heavy  plow  construc- 
tion, and  since  the  advent  of  the  oil  tractor,  the  cost  of  clear- 
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ing  land  has  been  so  smalt  when  compared  to  its  greatly 
enhanced  value  that  many  have  taken  advantage  of  this  and 
have  reaped  a  rich  reward  for  their  enterprise. 

(2)  Undoubtedly,  breaking  or  plowing  is  the  hardest  or 
most  severe  work  that  has  to  be  done  on  the  farm,  whether 
performed  by  horses  or  tractor,  for  as  a  rule  the  time  for  doing 
this  work  is  generally  limited,  especially  so  in  spring  plowing 
if  the  season  is  latP  and  has  been  preceded  by  wet  weather.     In 
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this  case  the  farmer  who  owns  a  good  tractor  and  plowing  out- 
fit can  wait  for  the  most  favorable  time  before  starting  to  plow 
and  still  finish  ahead  of  his  less  progressive  brother  who  uses 
horses.  Again,  if  found  necessary  to  push  the  work  faster  than 
at  first  contemplated,  possibly  on  account  of  a  threatened 
change  in  weather  conditions,  another  crew  ean  be  employed 
and  the  full  twenty-four  hours  taken  advantage  of.  In  the 
extreme  Northwest  and  in  Canada,  this  is  often  done,  time  for 
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perfonning  the  work  beiog  very  limited  on  acconnt  of  the  short- 
ness of  the  seasons. 

In  the  main  part  of  the  country,  when  conditions  are  right, 
disking,  seeding  and  rolling  or  packing  is  done  at  the  same 
time  where  tractors  are  employed,  thus  reducing  the  costs  of 
these  operations  to  a  minimum.  Summer  and  early  fall  plow- 
ing are  particularly  severe  on  horses  because  of  the  conditions 
due  to  heat  and  flies,  and  as  the  farmer  is  careful  not  to  over- 
work his  teams,  frequent  stops  are  necessary  for  resting. 
Ground  conditions,  often  unfavorable,  directly  increase  the  cost 
of  doing  this  work  over  what  it  would  have  cost  earlier  in  the 
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year ;  but  the  tractor  goes  at  the  same  speed  and  does  the  same 
work  and  only  asks  for  one  condition,  viz.,  a  fair  footing ;  with 
this  it  will  do  its  duty  day  after  day,  and  for  a  day  of  twenty- 
four  hours  if  need  be,  and  with  far  less  fatigue  to  the  farmer. 

The  tractor  has  made  possible  deep  tilling,  and  the  rapid 
progress  of  this  method  of  preparing  the  land  has  reached  such 
magnitude  and  has  commanded  so  mach  attention  in  the  farm- 
ing world  that  this  is  manifestly  a  branch  of  study  in  itself. 
Further,  it  has  only  been  brought  about  by  having  available 
ample  power  for  continuous  service  and  surplus  energy  for 
momentary  overloads. 
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(3)  In  harvesting,  the  tractor  has  not  as  yet  been  so  uni- 
versally employed,  and  instances  of  its  use  have  been  few  and 
far  between,  due  to  the  fact  that  the  tractor  of  the  past  has 
been  primarily  built  for  plowing  work.  A  machine  of  8-  to  12- 
plow  capacity,  as  used  on  the  large  Western  farms,  where  the 
employment  of  a  large  tractor  would  be  warranted  in  harvest- 
ing, would  handle  5  or  more  binders.  But  in  the  case  of  trouble 
with  draft  gear,  or  other  troubles  contingent  on  the  com- 
bined operation  of  the  binders,  this  arrangement  would  not 
allow  the  stoppage  of  one  machine  only  for  a  momentary  adjust- 
ment or  correction,  but  would  necessitate  a  complete  cessation 
of  work  for  all.  But  this  difficulty  has  now  been  overcome  by 
the  production  of  the  small  tractor  which  is  capable  of  handling 
one  or  two  binders.  Small  tractors  of  this  capacity  more  nearly 
fill  the  farmer's  requirements  and  come  nearer  to  the  replace- 
ment of  horses  than  do  the  large  tractors  of  greater  horse- 
power. 

(4)  In  threshing  work  the  present  motor  tractor  competes 
with  its  older  rival,  steam,  which  up  to  the  days  of  introducing 
the  oil  engine,  more  than  held  its  own.  But  as  the  compara- 
tively few  heavy-duty  types  of  tractors  have  proved  beyond  a 
doubt  their  reliability,  economy,  simplicity  in  handling  and 
ease  of  operation,  and  have  eliminated  fire  risks,  etc.,  as  well, 
the  employment  of  this  motive  power  is  rapidly  superseding 
steam,  even  among  the  oldest  and  most  conservative  of 
threshermen. 

PRESENT  STATUS. 

The  present  day  in  the  tractor  world  is  very  unsettled, 
there  being  no  real  demand  in  the  tractor  business,  because  the 
farmer  of  the  past  did  not  know  what  he  wanted.  In  the 
automobile  business,  which  is  just  a  decade  older,  there  is  a 
pronounced  demand  by  the  general  public  for  small  cars.  This 
demand  has  been  created  by  the  past  decade  of  experience  with 
the  automobile.  So  it  is  with  the  present  farmer,  whom  the 
many  manufacturers  of  widely  diflPerent  types  advise  that  their 
machines  are  the  type  he  needs. 

For  those  not  familiar  with  these  matters,  it  may  be  well 
to  express  the  opinion  that  the  present-day  successful  tractor 
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heap  in  mi^-h  1<^«  time  than  the  farmer  will  toiera:e.  Th;s 
statement  refers  to  the  tractor  as  accepted  by  the  farnii^r  in 
general. 

The  tractor  as  alK»ve  described  is  one  of  the  next  dtv^de 
and  the  one  which  at  present  the  sixty-odd  tractor  b\:ilviers 
^so-called  are  unconsciously  strivins  to  obtain.  While  th:s 
small  ma/^-hine  of  two-plow  capacity  will  in  this  ctmntry'^  he 
universal ly  manufactured  and  used,  a  certain  number  of  brainx' 
and  to-be-w^-althy  fanners  'and  the  class  will  extend  itsae'f 
greatly;  will  demand  a  more  specialized  tractor.  This  demand 
will  always  be  met  by  a  few  conservative  manufacturers  pnv 
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ducing  two  separate  and  special  machines,  one  for  traction 
power  and  one  for  belt  work.  This  condition  must  necessarily 
follow,  because  a  combination  machine  which  serves  the  pur- 
pose of  the  small  farmer  does  not  give  room  for  mechanical 
genius  to  put  forth  the  best  machine  for  either  purpose. 

TREND  OF  ULTIMATE  DEVELOPMENT. 

The  reason  for  the  great  number  of  different  designs  and 
styles  in  tractors  of  the  present  day  is  that  most  manufacturers 
are  striving  to  make  a  general  purpose  machine.  Each  manu- 
facturer produces  a  machine  which  is  successful  in  the  particu- 
lar work  for  which  its  design  is  adapted,  but  which  fails  in 
other  classes  of  work.    For  example : 

1.  A  machine  for  hauling  on  roads,  in  which  is  found 
spring  mounting,  power  steering  and  a  quiet-running  engine  of 
multiple-cylinder  constru^ction,  in  fact  of  construction  similar 
to  the  present  well-designed  auto  truck,  with  functional  excep- 
tions, will  be  so  constructed  as  to  utilize  its  carrying  capacity 
in  tractive  effort  while  the  present  truck  carries  its  load  on 
its  own  wheels.  This  semi-truck  which  is  fundamentally  a 
hauling  machine  may  possibly  have  more  than  one  motor  or 
prime  mover,  keeping  in  mind  economy  of  operation  by  this 
arrangement.  Reference  to  Figure  1 — **Eflaciency  Curves" — 
will  illustrate  the  reason  for  this  second  engine.  Under  light 
loads  one  motor  only  may  be  used  at  a  larger  proportion  of  its 
maximum  power,  and  consequently  more  economically.  A  sin- 
gle engine  of  this  combined  power  would  in  such  case  be  oper- 
ated at  low  comparative  power  and  therefore  inefficiently. 

2.  A  machine  for  plowing  in  which  the  plows  are  spe- 
cially designed  and  mounted  as  a  unit  in  the  same  frame  as  the 
engine,  all  to  be  of  lightest  possible  construction  consistent  with 
the  work. 

3.  A  machine  for  road  making  in  which  will  be  found  the 
grading  blades  mounted  in  the  tractor  frame. 

4.  A  power  roller  for  street  and  boulevard  construction. 

5.  A  self-propelling  machine  for  threshing  which  will 
eventually  comprise  a  thresher  with  the  power  mounted  directly 
on  it. 
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(6)  A  machine  for  belt  work  which  in  reality  will  be  a  self- 
propelling  portable  engine. 

Manufacturers  of  each  of  the  foregoing  should  embody  in 
their  machines  principles  especially  adapted  to  their  particular 
work  and  not  try  to  make  a  **  jack  of  all  trades''  machine  simi- 
lar to  a  combination  tool,  which  is  recognized  as  ineflScient  in 
its  entirety.  They  should  aim  to  ultimately  standardize  the  de- 
sign of  each  of  these  types  and  discard  most  of  the  past  and 
present-day  efforts. 

The  motor  tractor,  as  displacing  the  steam  traction  engine, 
was  conceded  by  all  to  be  a  farm  engine  primarily  for  plowing 
and  threshing,  and  in  due  sequence  some  of  these  machines  were 
sold  and  used  on  country  road  construction,  rather  effectively, 
but  inefficiently.  Their  use  on  road  hauling  work  was  also  a 
natural  outcome  from  farm  work  and  these  machines  are  used 
for  this  as  well.  Attempts  even  were  made  to  equip  a  standard 
tractor  with  change  devices  to  accommodate  a  roller,  converting 
it  into  a  substitute  for  a  steam  roller,  but  this  however  was  a 
flat  failure. 

The  most  successful  tractor  engine  for  threshing  and  belt 
work  on  the  farm  was  not  the  best  for  these  other  classes  of 
work,  and  for  a  plowing  engine  of  smoother  running  qualities, 
a  multiple  cylinder  gasoline  tractor  is  designed.  Because  this 
same  heavily  constructed  best  threshing  engine  was  too  weighty 
for  effective  work  on  the  draw  bar  for  marshy  or  soft  ground, 
track  laying  types  of  machines  were  designed  and  are  being 
manufactured.  This  class  of  machine  has  made  great  progress 
in  some  parts  of  the  country  and  there  are  now  half  a  dozen 
manufacturers  of  such  machines. 

For  the  same  reason  the  four-wheel-drive  type  was  at- 
tempted and  some  of  these  were  rather  successfully  developed, 
one  in  particular  being  even  manufactured  and  placed  on  the 
market.  Other  forms  of  these  have  never  gotten  beyond  the 
experimental  tractor,  while  others  have  not  advanced  beyond 
the  design  stage.  The  advantage  to  be  gained  in  the  four- 
wheel-drive  principle  is  greater  traction  and  the  equal  distribu- 
tion of  power  and  weight  to  a  greater  number  of  points  on  the 
ground.  It  has  been  found  that  this  type  of  tractor  cannot  be 
built  to  run  efficiently,  that  is,  with  only  slight  power  losses. 


MOTOR  TRACTORS  531 

except  at  a  prohibitive  cost.     This  has  prevented  an  efficient 
four-wheel-drive  tractor  from  appearing  on  the  market. 

Some  engineers  have  already  conceived  of  the  above  and 
the  trend  has  already  started  along  the  line  of  specialized  ma- 
chines, among  which  are  to  be  found  the  track  laying  type,  for 
conditions  peculiar  to  some  parts  of  the  country. 

Plowing  machines,  in  which  the  only  object  is  to  plow  and 
in  which  are  found  engine  and  plows  mounted  in  the  same  frame 
as  a  unit,  are  now  rapidly  pushing  to  the  front  and  in  this  way 
the  work  can  be  most  efficiently  accomplished.  Threshing  and 
other  belt  work  has  been  and  is  being  efficiently  accomplished 
by  self-propelled  portable  engines  which  represent  a  type  of 
general  purpose  tractor  machine. 

These  specialized  machines  which  are  now  coming  into  use 
are  gradually  developing  and  the  already  partially  created 
demand  for  the  so^alled  farm  tractor  is  being  met  by  the  manu- 
facturer of  the  small  machine  which  is  capable  of  handling  two 
of  the  above  classes  of  work,  namely,  plowing  and  threshing. 
These  machines  have  been  rapidly  pushed  to  the  front  by  sev- 
eral manufacturers,  and  they  are  doing  much  toward  limiting 
the  requirements  of  a  given  machine  to  fewer  classes  of  work, 
because  they  are  called  upon  to  do  these  two  classes  only.  Grad- 
ually, although  the  time  is  not  yet  ripe,  these  two  classes  of 
work  will  be  separated  also. 

A  general  canvass  of  the  tractor  situation  by  a  person  not 
a  student  of  the  business,  would  cause  wonderment  as  to  the 
great  number  of  the  differently  designed  machines,  and  as  to 
why  they  are  developed  along  such  entirely  different  lines  and 
yet  are  all  termed  tractors.  The  time  is  ripening,  however, 
when  we  shall  see  as  ultimate  machines,  a  power  threshing  ma- 
chine as  a  unit  in  itself,  a  plowing  machine  peculiar  to  that 
work  only,  a  quick  acting  power  rolling  machine  as  a  substitute 
for  the  steam  roller,  a  power  country  road  grading  machine,  a 
power  traction  machine  for  hauling  wagon  trains  and  other 
loads  on  highways,  and  a  machine  for  belt  work. 

This  condition  has  already  asserted  itself  and  the  general 
use  of  the  term  tractor  is  becoming  vague,  for  each  tractor  will 
have  to  be  known  and  discussed  with  reference  to  its  own  field. 
This  natural  trend  will  give  room  for  mechanical  genius  to  put 
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forth  its  best  efforts  and  develop  machines  most  efficient  in  each 
class. 

There  will  always  be  some  conservative  builders  of  ma- 
chines in  each  class  and  there  will  be  room  for  all  in  the 
eventual  market.  We  are  now  in  the  midst  of  this  rapid  change 
or  development  of  the  so-called  tractor  business  and  many  as- 
sertions are  made  by  those  who  have  not  perceived  the  trend, 
that  the  day  of  the  large  tractor  is  passed.  This  is  not  the  fact, 
for  it  is  merely  at  a  standstill,  temporarily,  until  it  again  ap- 
pears in  its  new  form. 

DISOUSSIOK 

^^-  Mr.  B.  L.  Rowley,*  Junior  Am.  Soc.  M.  E.,  opened  the  discussion 

ow  ey.  Yyy  stating  the  difficulty  of  standardizing  the  manufacture  of  automobile 
parts  to  be  due  to  two  causes;  the  changes  made  by  the  manufacturers 
themselves,  as  they  find  improvements  and  alterations  necessary  from 
actual  operation  of  cars,  and  the  variation  in  practice  by  the  large 
number  of  manufacturers,  each  pursuing  his  own  methods. 

Mr.  Mr.  F.  H.  Meyert  said  that  the  reason  why  manufacturers  do  not 

Meyer,  adhere  to  any  one  size  or  style  is  because  trucks,  for  instance,  are  in  a 
state  of  rapid  development  and  improvement.  Also,  machines  have  to 
be  constructed  differently  to  suit  different  service  and  equipment.  The 
trend  is  towards  standards,  but  it  is  too  early  to  carry  this  out,  as  we  do 
not  know  what  is  necessary.  The  trend  in  trucks  is  towards  the  Hotch- 
kiss  worm  drive  and  the  practice  of  taking  the  torsion  through  the  springs. 
The  worm  and  wheel  used  to  be  considered  an  inefficient  device,  trans- 
mitting only  about  60  percent  of  the  power  supplied  to  it.  Today,  by 
actual  test,  worm-and-wheel  drives  transmit  95%  of  the  power  supplied. 
A  bronze  wheel  and  steel  worm  are  used  to  compensate  for  lengthening 
of  the  worm,  due  to  expansion,  and  a  special  type  of  thrust  bearing  to 
take  care  of  the  thrust  from  the  worm  has  improved  the  efficiency. 

Automobile  engineers  should  cooperate  in  giving  each  other  the  bene- 
fit of  experience,  and  standardization  could  be  more  easily  accomplished. 

*  Board  of  Fire  Underwriters,  San  Francisco,  Calif, 
t  Auto   Engr.,    San   Francisco,   Calif. 
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